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GENERAL INDEX 



Aaron bandage, iii. 248. 

Abbe, Dr. Robert, method of using radium 
tubes suggested by, i. 464; operation by, 
for relief of trigeminal neuralgia, iv. 354; 
report by, of sarcoma of the eyelid suc- 
cessfully treated with radium, i. 490. 

Abderhalden, ferments of, v. 15; on im- 
mune ferment reactions, v. 142; test of, 
ior carcinoma, v. 145; theories of, on re- 
lations of invading organism to host in 
infectious diseases, v. 16. 

Abdomen, massage of, i. 323. 

Abdominal binder, use of, for relief of con- 
stipation associated with visceroptosis 
and intestinal atony, iv. 574. 

Abdominal fistula, antistreptococcus ser- 
um for post-operative treatment of, v. 
827. 

Abdominal massage. See Massage. 

Abdominal supporter, use of, in prolapse of 
liver, iii. 289; in visceroptosis, iii. 247. 

Abdominal viscera, effect of massage 
upon, i. 297. 

Abdominal walls, measures for increas- 
ing tone of, in prolapse of liver, iii. 289. 

Ablutions, cold, to chest daily, in bronchitis 
due to chronic myocardial insufficiency, 
iii. 738. 

Abortion, inducement of, in eclampsia of 
pregnancy, iv. 83. 

Abortive treatment of syphilis, ii. 364. 

Abraham and Herman, experiments of, 
in treatment of leprosy with serum, v. 
387. 

Abram, inhalation of chloroform recom- 
mended by, for relief of dyspnea due to 
pressure by a mediastinal tumor, iii. 503. 

Abscess, alveolar, metastatic processes and, 
v. 635, 636; alveolar, specific treatment 
of, v. 637; Bartholinian, metastic lesions 
following, v. 578; cerebral, See Cerebral 
abscess; of colon, mesentery, and liver, 
electro-therapeutics for relief of, i. 405; 
extradural, operative measures for relief 



of, iv. 422; of infiltration, iv. 173; o< 
liver, iii. 290; of liver, as complication of 
influenza, ii. 190; of lungs, See Pulmo- 
nary abscess; perinephritis complicating 
tuberculous kidney, iv. 118; peritonsillar, 
iii. 32; periurethral, complicating acute 
gonorrhea, iv. 148; periurethral, metas- 
tatic lesions following, v. 578; prostatic, 
as cause of painful urination in acute 
urethral gonorrhea, iv. 141; prostatic, 
complicating acute gonorrhea, iv. 149; 
pretracheal, as a complication of diph- 
theria, ii. 271; pulmonary, See Pulmo- 
nary abscess; retropharyngeal, See Re- 
tropharyngeal abscess; of spleen, opera- 
tion for, in malaria, iv. 744; subcutane- 
ous, in sporotrichosis, v. 421; tonsillar, 
iii. 32; tuberculous, as a complication of 
tuberculosis, ii. 509; of urethral glands, 
complicating acute gonorrhea, iv. 148. 

Abscesses, as a cause of pain in bladder, iv. 
123; in actinomycosis, v. 429; in gono- 
coccal infections, v. 589; in gonococcal 
septicemia, v. 587; radiant light and heat 
in treatment of, i. 450. 

Absorption, of exudates in pleuritis, iii. 
457; of fibrin in pleuritis, iii. 458; of 
fluid in pleuritis, iii. 458; of gases in 
pleuritis, iii. 459. 

Accelerator heart fibers, iii. 538. 

Accessorius spasm,' iv. 671. 

Acetanilid, use of, in migraine, iv. 602; ob- 
jections to, in influenza, ii. 187; to re- 
duce temperature in acute cerebral men- 
ingitis, iv. 372; for relief of headache in 
neurasthenia, iv. 574; for relief of head- 
ache due to sunstroke, iv. 679; for relief 
of neuralgic headache, iv. 609; for relief 
of pain in acute rheumatism, ii. 303; for 
relief of pain in neuralgia, iv. 339; for 
relief of pain in neuritis, iv. 286; for re- 
lief of pain in pyelitis, iv. 88; for relief 
of pain in Rocky Mountain fever, ii. 
561 
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Acetanilid, alcoholic solution of, applied by 

tampon in atrophic rhinitis, iii. 332. 
Acetate of ammonia. See Ammonium ace- 
Acetate of potassium. See Potassium ace- 
Acetate of sodium. See Sodium acetate. 
Acetates, use of, as diuretics in acute ne- 
phritis, iv. 57. 
Acetone bodies, tests for, ii. 711. 
Acetozone, destruction of cholera germs by, 

iv. 845. 
Acetphenetidin. See Phenacetin. 
Acetyl atoiyl. See Arsazctin. 
Acetyl salicylic acid. See Aspirin. 
Achakd and Bensaude, Paratyphosus A 

and B first described by. v. 211. 
Achilles jehk. See Tendon reflex. 
Achondroplasia, ii. 802. 

144. 

Acid duodenal medication of Enriquez, i. 
779. 

Acidosis, diabetic. See Diabetic acidosis. 

Acidosis, present in severe nephritis, iv. 18. 

Acidosis of starvation, ii. 710. 

Acids, overindulgence in, a cause of gastric 
hyperacidity, iii. 77. 

Acids, use of, to change reaction of urine 
in tuberculous kidney, iv. 117. 

Acland, tabulation by, of dates for appear- 
ance of eruptions unil complications fol- 
lowing vaccination, ii. 80. 

Acne, micro-organisms in, v. 024; radiant 
light and heat in treatment of, i. 459; 
X-ray therapy for relief of, i. 533. 

Acne, indurated, treatment of, by elec- 
tricity conjuiiu-d with -X-ray, i. 406. 

Acne, keloid, radium therapy for relief 
of, i. 475; X-ray therapy for relief of, i, 
535. 

Acne, vaccine treatment of, v. 1128; in cases 
of comedones, v. 630; in cases of deep- 
seated nodules and abscesses, v. 629; in 
eases of superficial pustules, v. 629; re- 
action following inoculations of, v. 628; 
value of, v. 628. 

Acne bacillus, cultural characteristics of, 
v. 626; cultures of, v. 826; description 
of, v. 625; experimental researches for, 
v.624. 

Acne rosacea, radium in treatment of, i. 
474; X-ray treatment of, i. 534. 



Acne vaccine, dosage of inoculations of, i 
627; estimation of number of bacteria, 
in, v. 627; preparation of, v. 626; r 
tion following inoculations of, v. 
standardization of, v. 627. 

Acne vulgaris, radium in treatment of, i. 
475; vaccine treatment in, stock vaccine 
in, v. 623. 

Aconite, use of, in active congestion of 
lungs, iii. 406; in acute nasopharyngitis, 
iii. 20; in acute uvulitis, iii. 24; in cere- 
bral hemorrhage, iv. 391 ; to control •■pis- 
taxis, iii. 336; effect produced by, on 
pulmonary circulation, iii. 405; as an 
expectorant in acute bronchitis, iii. 360; 
in gonorrlu-;il epididymitis, iv, 151; in 
headache from ear disease, iv. 613; in 
migraine, iv. 603; in pneumonia with 
abnormally high blood pressure, ii. 247. 

Aconite root, tincture of, use of, in acute 
laryngitis, iii. 338. 

Aconitin, poisoning by, i. 240; poisonous 
action of, i. 241; poisonous dose of, i. 
241; properties of, i. 241; treatment of 
poisoning by, i, 242. 

Aconitin, use of, for relief of pain in neu- 
ralgia, iv. 340; in tetanus, ii. 338. 

Acijuibed hydrocephalus. See Hydro- 
cephalus. 

Acromegaly, primary pathological condi- 
tion in, i. 744; relation of hypophysis to, 
i. 744; symptoms of, i. 745; therapeutic 
use of the hypophysis for relief of, 
i. 745; views regarding cause of, iv. 
442. 

Acromegaly of Period or Growth, or 
gigantism, organotherapy for, iii. 934. 

Actinium, discovery of, i. 460. 

Actinium-X, nature of, iii. 826; value of, in 
pernicious anemia, iii. 826, 851. 

Actinomyces, v. 426, 427; gross appear- 
ance of, v. 428, 429; in gonococcal infec- 
tions, v. 600; growth of, v. 430; lesions 
due to, v. 429, 430; microscopical ap- 
pearance' of, v. 428; morphology of, v. 
427; occurrence of, in nature, v. 430. 

Actinomyces bovis, ii. 349. 

Actinomycosis, ii. 349, v. 426-432; associa- 
tion of empyema with, iii. 489; diagno- 
sis of, v. 431 ; lesions of, v. 429, 430; or- 
ganism causing, ii, 349, v. 426. 427; pa- 
thology of, v. 431 ; resemblance of, to 
Maihiha foot, v. 432; treatment of, ii. 
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350, v. 431, 432; tuberculosis and, v. 
427. 

Actinomycotic v. 431. 

Active immunization. See Vaccine therapy. 

Activity, return to, in neurasthenia and 
psychasthenia, iv. 559. 

Actual cautery. See Cautery. 

Acute articular rheumatism, gonococ- 
cal arthritis resembling, v. 591. 

Acute secondary anemia, causes of, v. 
799. 

"Acute sinus infection," complications 
due to, iii. 333. 

Acute ulcerous gingivitis, iii. 9, v. 636; 
treatment of, v. 637. 

Acute yellow atrophy, fibrinogen insuf- 
ficiency in, v. 796. 

Adams -Stokes syndrome. See Heart 
block. 

Addison's disease, iii. 899; circulatory dis- 
turbances in, iii. 902; diet in, iii. 901; 
gastrointestinal symptoms in, iii. 901; 
nervous symptoms in, iii. 902; organo- 
therapy in, i. 795; results of Koch's tu- 
berculin in treatment of, iii. 900; results 
of organotherapy for, iii. 899; suprarenal 
insufficiency in, i. 793; symptoms of, i. 
793; transplantation for relief of, iii. 883. 

Addison's pill, iii. 286. 

Adenectomy, for adenoid vegetations, iii. 
26; for hypertrophy of pharyngeal ton- 
sil, iii. 25; technique of, iii. 25. 

Adenitis, accompanying glandular fever, ii. 
572; complicating acute gonorrhea, iv. 
149. 

Adenitis, cervical, as a complication of 
diphtheria, ii. 269; as a complication of 
scarlet fever, ii. 131. 

Adenitis, tuberculous, radiant heat and 
light in treatment of, i. 452; tuberculin 
treatment in, v. 322; X-ray therapy in 
treatment of, i. 548; X-ray therapy and 
electricity conjoined in treatment of, i. 
401. 

Adenoid vegetations, iii. 22, 26. 

Adenoids, association of, with enuresis, iv. 
130; removal of, a factor in prevention 
of acute rheumatism, ii. 298; removal of, 
necessary, in chronic rhinitis, iii. 328; 
removal of, to prevent focal infection, v. 
172; removal of, as prophylactic meas- 
ure against bronchitis, iii. 352; removal 
of, as prophylactic measure against tu- 



berculosis of mediastinal lymph nodes, 
iii. 506. 

Adenoids, diseased, associated with chron- 
ic nasopharyngitis, iii. 21, 22; removal 
of, iii. 22, 25, 26. 

Adhesions, as cause of chronic dilatation 
of stomach, iii. 179. 

Adhesive plaster. See Plaster. 

Adirondack Cottage Sanatorium, plan 
of admission to, ii. 467. 

Adnephrin. See Epinephrin. 

Adolescence, prophylaxis against the neu- 
roses in, iv. 525. 

Adonis vernalis, fluid extract of, use of, 
combined with sodium bromid for relief 
of restlessness in neurasthenia, iv. 576. 

Adrenal cortex, functions of, i. 79 

Adrenal deficiency, experimental con- 
trol of, i. 794. 

Adrenal function, Tonus theory of, i. 784. 

Adrenal gland, extract of, use of, in Addi- 
son's disease, iii. 899. 

Adrenal glands, anaphylactic reaction in, 
v. 80. 

Adrenal system, i. 782. 

Adrenalin, use of, in acute dilatation of 
stomach, iii. 174, 175; in acute naso- 
pharyngitis, iii. 21; in acute rhinitis, iii. 
327; in acute suppurative inflammation 
of nasal sinuses, iii. 333; in acute uvuli- 
tis, iii. 24; in asthenic form of measles, 
ii. 153; in bronchial asthma, iii. 391; in 
carcinomatous stenosis of esophagus, iii. 
55; in cardiac toxemias of pneumonia, 
ii. 244; in collapse due to thoracentesis, 
iii. 482; contraindicated in acute pulmo- 
nary edema, iv. 54; for control of gastric 
hemorrhage, iii. 113; for control of hem- 
orrhage in tuberculosis, ii. 496; for con- 
trol of hemorrhage in typhoid fever, ii. 
20; in endemic hematuria, iv. 800; in 
hematuria, iv. 4; in hemophilia, iii. 882, 
887; in hypertrophy of pharyngeal ton- 
sil, iii. 24; by hypodermic injection in 
bronchial asthma, iii. 387; by hypoder- 
mic injection in cardiac weakness of 
scarlet fever, ii. 127; by instillation in 
acute rhinitis of young children, iii. 
328; by intra-muscular injection in col- 
lapse associated with renal colic, iv. 106; 
by intravenous injection a cause of ex- 
perimental pulmonary edema, iv. 53; by 
intravenous injection in pneumonia with 
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cardiac toxemias, ii. -41; by intravenous 
injection in posthemorrhagic anemi >. 
iii. 808; for lavage of stomach in gastric 
hemorrhage, ii. 155; necessity for cau- 
tion in, for acute rhinitis, iii. 328 j in 
neurasthenia with vasomotor rela\a1 ion. 
iv. 566; objections to, for pulmonary 
edema occurring during thoracenteses, 
iii. 480; in paralytic ileus, iii. 238; for 
prevention of anaphylactic reaction, v. 
100; in pulmonary edema with low blood 
pressure, iii. 410; for relief of dyspnea in 
chronic pulmonary emphysema, iii. 43K: 
in septicopyemia, ii. "283; as spray dur- 
ing adenectomy, iii, 25; as spray in 
adenoid vegetations, ii). 27; as spray in 
bronchial asthma, iii. 387; as spray, for 
"colds" accompanying tuberculosis, ii. 
504; as spray in edematous laryngitis, 
iii. 341; as spray in hay fever, iii. 391; 
as spray in hemorrhagic form of measles, 
ii. 155; as spray in otitis media compli- 
cating scarlet fever, ii, 131; to stimulate 
absorption of plcurul exudate, iii. 482; 
on tampon for control of cpislaxis, iii. 
n Vincent's angina for relief of pain 



i swallowing, i 



e also Epine- 



Adrenalin Chlorld, in bronchial a.-thma, i 
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Adrenalin and eucain hydrochlorate, use of, 
as spray fur nasal passages, iii. 334. 

Adrenalin ointment, use of, in hyjiertrophy 
of pharyngeal tonsil, iii. 24. 

Adrenals, amount of epinephrin in, i, 783; 
disease of, iii. 882; relation between 
over-function of, and arteriosclerosis, iii. 
757. 

Adrenin. See Epinephrin. 

Adrian, isolation of influenza bacillus by, 
ii. 190. 

Adrin. Sen Epinephrin. 

Adsorption, i. 22. 

Adults, prophylaxis against the 



Aerophagia, associated with cardiac reflex 
neuroses, iii. 779; in rabies, v. 720; treat- 
ment of, iii. 780. 

Aerophobia, in rabies, v. 714. 

Aero therapy, employment of, in chronic 
pulmonary emphysema, iii. 434. 

jEscvlus hippocastanum. See Horse- 
chestnut. 



jEsculus pavta. See Buckeye. 

Afebrile pneumonia. See Pneumonia, 

afebrile form of. 
Afferent heart fibers, iii. 539. 
Affusion, cold, uae of, in delirium tremens, 



African millipedes, poisonous, iv. 702. 

African poison test, iv. 711. 

Agar-agar, use of, in chronic constipation, 
iii. 235; in constipation in arteriosclero- 
sis, iii. 758; in constipation due to car- 
diac insufficiency, iii. 684; in constipa- 
tion accompanying tuberculosis, ii. 501. 

Age, in prognosis of cerebrospinal menin- 
gitis, v. 559. 

Ace metabolism, j, 74. 

Agglutination, following meningococcus 
vaccination, v. 570, 571; in glanders, v. 
657; in sporotrichosis, v. 423. 

Add LUTI NATION OF BACTERIA, by dilute 

mineral acids, v. 3; hy ii 



N DIAGNOSIS, ' 



Agglutination 

119; specificity of, v. 120; value of, in 
diagnosis between typhoid and para- 
typhoid infections causing hacillary dys- 
entery, ii. 642. 

Agglutination reaction in dysentery, 
v. 124; in Malta fever, v. 124, 661; in 
paratyphoid infections, v. 124; in plague, 



AuGLL'TI NATION 

ver, v. 120; comparison between gross 
and microscopic tests in, v. 123; diag- 



n, v. 121 ; microscopic, reac- 
. 120; typhoid eulture in, v. 



Agglutination 

v. 603. 
Agglutinins, in glanders, v. 657; in Malta 

fever, v. 660; in sporotrichosis, v, 423. 
Agminate folliculitis, X-ray therapy for 

relief of, i. 537. 
Agkamonte, on use of liquids in yellow 

fever, iv. 872. 
Agraphia, motor, iv. 440. 
Agrostemma githago. See Corn cockle. 



r. 24. 

Ainhum, chiggers as a factor in 

of, iv. 706; removal of toe for, iv. 707. 

Air, artificial introduction of, into stom- 
ach, iii. 779; humiditv of, i. 251. 
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Air, sterile, intrapleural injection of, to 
stimulate absorption of exudate, ill. 482. 

Air bath. See Bath. 

Air gulfing, in angina pectoris, iii. 770, 
771; in reflex neuroses of gastrointes- 
tinal disturbances, iii. 770. 

Aitken, on mortality from smallpox before 
and after vaccination, ii. 93. 

Akatama, iv. 870. 

Aker lampong, iv. 710. 

Albolene, liquid, use of, in chronic constipa- 
tion, iii. 235. 

Albumin in sputum, method of examining 
for, in chronic bronchitis, iii. 710. 

Albuminuria, in gonococcal infection, v. 
587; significance of, as functional kid- 
ney test, iv. 23; significance of, in tuber- 
culosis, iv. 113. 

Albumoses, use of, as nutrient enemata in 
gastric ulcer, iii. 118. 

Alcohol, action of, in diabetes, ii, 721, 742; 
action of, in obesity, ii, 705; autolysis of 
the gonococcus delayed by, v. 588; as a 
cause of acute hemorrhagic superior 
polioencephalitis, iv. 406; as a cause of 
arteriosclerosis, iii. 755; as a cause of 
chronic gastritis, iii. 158; as a cause of 
chronic myocardial insufficiency, iii. 707, 
720; as a cause of chronic rhinitis, iii. 328; 
as a cause of gastric hyperacidity, iii. 
76; as a cause of leukoplakia, iii. 18; 
as a cause of reflex cardiac neuroses, iii. 
786; contraindications to use of, in 
chancre of lips, mouth, or tongue, ii. 411 ; 
contraindications to use of, in gout, ii. 
679; contraindications to use of, in neph- 
ritis, iv. 43; contraindications to use of, in 
syphilis, ii. 358; danger of using, in 
acute infections with risk of nephritis, 
. iv. 56; of doubtful value in acute vaso- 
motor paralysis, iii. 753 ; as indirect cause 
of occupation neuroses, iv. 676, 677; 
influence of, on obesity, iii. 706; moderate 
use of, in chronic gonorrheal urethritis, 
iv. 153; moderate use of, in chronic 
interstitial nephritis, iv. 67; moderate 
use of, in spastic spinal paralysis, iv. 
270; objections to, in nutrient enemata, 
for gastric ulcer, iii. 118; oxidation of, 
in body, ii. 073; pneumonia and, v. 470; 
prohibition of, during acute laryngitis, 
iii. 340; prohibition of, in acute urethral 
gonorrhea, iv. 138; prohibition of, in 



aneurysm of cerebral arteries, i v. 457 ; pro- 
hibition of, in asthma, iii. 381; prohibi- 
tion of, in cardiac insufficiency, iii. 687; 
prohibition of, in cerebral hyperemia, iv. 
385; prohibition of, in chronic catarrhal 
jaundice, iii. 263; prohibition of, during 
chronic laryngitis, iii. 340; prohibition of, 
in chronic myocardial insufficiency due 
to obesity, iii. 727; prohibition of, in 
chronic myocardial insufficiency due to 
overstimulation, iii. 728; prohibition of, 
in chronic ophthalmoplegia, iv. 512; pro- 
hibition of, in chronic pharyngitis, iii. 
22; prohibition of, in cirrhosis of liver, 
iii. 280; prohibition of, in exophthalmic 
goiter, iii. 914; prohibition of, in mul- 
tiple neuritis due to alcoholism, iv. 
322; prohibition of, in nephrolithiasis, 
iv. 109; prohibition of, in palpitation 
of heart in neurasthenia, iv. 576; pro- 
hibition of, in progressive paralysis of 
the insane, iv. 404; prohibition of, in 
pyelitis, iv. 88; prohibition of, for relief 
of tachycardia, iii. 787; restriction of, 
in angina pectoris, iii. 770; restriction 
of, in cardiac insufficiency, iii. 687; re- 
striction of, in cholecystitis and chole- 
lithiasis, iii. 271; restriction of, in 
chronic myocardial insufficiency due to 
alcohol, iii. 728; restriction of, in per- 
nicious anemia, iii. 824; sponging with, 
to control night sweats, iv. 117; as 
stimulant in snake poisoning, iv. 699; 
tolerance for fats increased by, ii. 721; 
use of as food, ii. 599; use of, in serum 
sickness, v. 558; vertigo due to use of, iv. 
634. 
Alcohol, therapeutic use of, in acute bron- 
chitis, iii. 354; in Addison's disease, iii. 
901; in ascites, iii. 287; in asthenic type 
of measles, ii. 152; in bacillary dysen- 
tery, ii. 317; in barbel cholera, ii. 640; 
in bronchopneumonia, iii. 420; in cere- 
brospinal meningitis, ii. 214; in chronic 
bronchitis, iii. 378; by deep injection 
for relief of pain in laryngeal tuberculosis, 
iii. 347; in delirium tremens, ii. 599, 604; 
in diphtheria, ii. 268; in gastric hyper- 
acidity, iii. 90; in influenza, ii. 90; locally 
in echinococcus disease, hi. 256; locally, 
in smallpox, ii. 49; in malignant en- 
docarditis, iii. 746; in night sweats of 
tuberculosis, ii. 501; as oral antiseptic 
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in prevention of bronchopneumonia, iii. 
413; in Pasteur treatment of rabies, ii, 

329; in phurvn^itH, i;i. '_!''; Jh pru-mrionizi, 
ii, 230, 231, 247, v. 470; in pneumonia 
of alcoholics, ii. 250; in pneumonia com- 
plicating influenza, ii. 192; for relief of 
insomnia duo to cerebral anemia, iii. 
383; in Rocky Mountain fever, ii. 5G2; 
in scarlet fever, ii. 127; in septicopyemia, 
ii. 232; in serum sickness, v. 558; in 
smallpox, ii. 47; as stimulant in cerebral 
anemia, iv. 382; as stimulant in cerebral 
thrombosis, iv. 399; as stimulant in 
pneumothorax with empyema, iii. 493; 
as stimulant in snake poisoning, iv. 699; 
in toxemia complicating acute diffuse 
peritonitis, iii. 318; in treatment of 
alcoholism, ii. 594; in tuberculosis, ii. 
500, 554; in tuberculosis of larynx, 
iii. 346; in typhoid fever, ii. 14, 23, 26. 

Alcohol and carbolic acid injections, in 
Graves' disease, v. 793. 

Alcohol compresses. See Compresses. 

Alcohol injections, for cervi co-occipital neu- 
ralgia, iv. 356; for herjws zoster, iv. 
360; for iiLtiTcustiil neuralgia, iv. 357; 
for neuritis of exlenml iiihineous nerve, 
iv. 293; for neuritis of third, fourth, and 
sixth nerves, iv. 308; for relief of spas- 
ticity and over-action of muscles after 
cerebral palsies, iv. 416; for spasmodic 
movements in tic, iv. 670, 675; use of, 
contraindicateel in sciatica, iv. 300. 

Alcohol injections for trigeminal neuralgia, 
iv. 341; at cranial foramina, iv. 346; at 
foramen ovale, iv. 347; at foramen ro- 
tundum, iv, 351; at infraorbital foramen, 
iv. 343; at mental foramen, iv. 345; of 
palatine nerve, iv. 345; solution used 
for, iv. 342; at superficial foramina, iv. 
343; of supraorbital branch, iv. 343; 
technique of deep injection, iv. 346; 
technique of superficial injection, iv. 
341-345. 

Alcoholic Beverages, aa aids to digestion 
in achylia gastrica, iii. 148; as aids to 
digestion in depressive disorders of gas- 
tric secretion, iii. 148; for relief of in- 
somnia in neurasthenia, iv. 572. 

Alcoholic beverages, contraindieated in 
acute infections with risk of nephritis, 
iv. 56; contraindieated in chronic inter- 
stitial nephritis, iv. 64; contraindieated 



in cirrhosis of liver, iii. 280; objectioi 
to, in chronic gastritis, iii. 148; objections 
to, in chronic progressive bulbar paraly- 
sis, iv. 251; objections to, in chronic 
sclerosis, iii. 758; prohibition of, in brain 
tumor, iv. 447; prohibition of, in prophy- 
laxis of cholera, iv. S45; useless in sea- 
sickness, iv. 635. 

Alcoholic stimulants. See Stimulants. 

Alcoholics, pneumonia in, ii. 250. 

Alcoholism, ii. 583; acute form of, ii. 584; 
acute hallucinosis due to, ii. 605; as- 
sociated with cigarette smoking, ii. 597; 
atropin and strychnia treatment of, ii. 
591, 592; causation of, ii. 586; in causa- 
tion of brain syphilis, iv. 479; in causa- 
tion of occupation pareses, iv. 332; 
chronic form of, ii. 586; delirium tremens 
due to, ii. 598; dipsomania a form of, ii. 
587, 598; headache a symptom of, iv. 
620; hydrotherapy for relief of, i. 650; 
hygienic measures in treatment of, ii. 
55)5;hypnotic suggestion intreatmentof, 
ii. 596; Keeley gold cure for, ii. 596; 
Lambert's method of treatment for, 
ii. 593; Me Bride's method of treatment 
for, ii. 591; periodic form of, ii, 587; 
prophylaxis against, ii. 586; Town's spe- 
cific treatment for, ii. 593; treatment 
of, in general, ii. 589; treatment of mul- 
tiple neuritis due to, iv. 322; treatment 
of, in a sanatorium, ii. 590; types of, 
iii. 587; varieties of, ii. 583; wood alco- 
hol poisoning in relation to, ii. 607. 

Alexander's modification of Curling's 
bandage, for use in acute gonorrhea as 
preventive of epididymitis, iv. 150. 

Alimentary disease, hydrotherapy for 
relief of, i. 667. 

Aliment abt glycosuria. See Glycosuria. 

Alimentary hypersecretion, iii. 101. 

Alimentary tract, effect of epinephrin 
upon, i. 787. 

Alkalies, tochangereactionof urinein tuber- 
culous kidney, iv. 117; use of, in acute 
endocarditis, iii. 745; in acute or inter- 
mittent gastric hypersecretion, iii. 102; 
in acute nephritis, iv. 58; in acute 
urethral gonorrhea, iv. 139; in carcinoma 
of stomach, iii Hi.',; in cmitinuoilB gastric 
hypersecretion, iii. 106; in diabetes be- 
fore surgical operations, ii. 756; in dia- 
betic acidosis, ii. 741 ; in diabetic coma, ii. 
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741; as expectorant sin r-lirimii- lirinu'lilt is, 
iii. 372; in gastric hyperacidity, iii, 93, 
100; in gastric hyperacidity with hyper- 
motility, iii. 101; in gastric lavige, iii. 
180; in gastritis acida, iii. .101; in gout, 
ii. 682; with iodnls in syphilitic gastritis, 
iii. 167; in non-bleeding gastric ulcer, iii. 
133; in secretory and motor gastric 
i. 188. 

Alkaline baths. See Baths. 

Alkaline diluents, use of, in acute cystitis. 

Alkaline disinfectants, value of, in disinfec- 
tion for tuberculosis, ii. 448. 

Alkaline diuretics, use of, in acute nephritis 
with edema, iv. (il; in chronic parenchy- 
matous nephritis, iv. 64; in nephritis, 

Alkaline drinks, use of, in acute bronchitis, 

iii. 354; in acute phosphorus poisoning, 

ii. 624. 
Alkaline expectorant mixture, for use in 

chronic bronchitis, iii. 373. 
ine mineral waters, use of, in acute 

articular rheumatism, ii. i>(Ki; in chronic 
gout, ii. 683; in pneumonia of diulietH's, 
.260, 
ine powders, use of, in acute gastritis, 

iii. 155; in after-treatment of acute gas- 
tritis, iii. 157. 
Alkaline salt solution, intravenous or metal 

injection of, in blnckwatcr fever, iv. 757. 
Alkaline salts, use of, in pyelitis, with acid 
'. 90; for relief of anuria, due to 

nephrolithiasis, iv. 107. 
Alkaline solutions, local use of, in atrophic 

rhinitis, iii. 331; use of, to allay itching 

from stings or bites, iv. 702; for lavage 

in gastric atony, iii. 172. 
Alkaline sprays, use of, during attack of 

hay fever, iii. 390; in local treatment of 

pharyngeal cough, ii. 491. 
Alkaline steam inhalai 

laryngitis, 

gitis, 

gitia, 



i. 342. 



n edematous laryn- 
n membranous laryn- 
l spasmodic laryngitis, 



a of, ii 



877. 






Alkaline treatment, use of, in acute rheuma- 
tism, ii. 303. 

Alkaline wash, use of, in laryngeal tuber- 
culosis, ii. 489. 



Alkaline waters, action of, i. 659; classi- 
fication of, i. 656; use of, in acute 
thral gonorrhea, iv. 139; use of, in after- 
treatment of acute gastritis, iii. 157; 
of, in chrome cholecystitis and chole- 
lithiasis, iii. 271; use of, in diet for gas- 
tric hyperacidity, 91; use. of, in gastric 
lavage for hyperacidity, iii. 98; use of, in 
gastritis acida, Iii. 101 ; use of, in nephro- 



lith!^ 



. 109. 



Alkaline-saline waters, inhalation of, in 
bronchitis due to chronic myocardial 
insufficiency, iii. 738. 

Alkalinity of urine, as a cause of enuresis, 



Alkaloioal 



antidote for, 



¥ Bowditcb, iii. 



Alkaloids, solanaceous, i 
of morphinism, ii. till 

533. 

Allbott, Kir Clifforb, method of using 
salt^free diet in cirrhosis of liver de- 
scribed by, iii, 286; on value of moun- 
tain resort in neurasthenia, iv. 563. 

Allen's method of treatment for diabetes 
mellitis, i 

Allergic rk actions following use of gono- 
coccal vaccines or gonococcal protein, 
v. 600; diagnostic value of, v. 600. 

Alleroy, cutaneous, in sporotrichosis, 
v. 424; in syphilis, % 

Allison, Nathaniel, method of operation 
for cerebral palsies of children intro- 
duced by, iv. 416. 

Allor rhythm ias, iii. 564; classes of, 
iii. 564; of intracardiac origin, iii, 564; 
due to extrasystole.s, iii. 566; due to 
faulty conduction of impulses, iii. 566; 
of intracardiac origin, iii, 565; psycho- 
genie, iii. 565; reflex, iii, 565; youthful 
type of, iii. 565. 

Aloes, use of, in chronic constipation, 
iii. 233; in chronic intestinal obstruction, 
iii, 242; in nephritis, iv. 33, 

Aloin, use of, in chronic constipation, iii. 
233; to correct constipation in tuber- 
culous kidney, iv. 117. 

Alloin, belladonna, and strychnin, pills of, 
as a laxative after hemorrhage in pul- 
monary tuberculosis, ii. 497. 

Alopecia, as a result of X-ray therapy, i 
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local treatment of, 

Alpha hats, i. 4(12; penetrative power of, 
i. 465. 

Alphazone, destruction of cholera germs by, 
-.845. 

Alternatives, use of, in ozena, Ui. 336. 

Alternating currents, explanation of 
electrotherapeutics, i. 365. 

Altitude, benefit from, in secondary 
anemias of f'crlain kinds, in. 809; con- 
train dicateti in pernicious anemia, iii. 
823; effect of, in cardiac insufficiency. 
iii. (180; influence of, in chronic paren- 
chymatous nephritis, iv. 30; influence 
of, in convalescence from beri-beri, iv. 
87; influence of, in neurasthenia, iv, 
563; relation of, to causation of beri- 
beri, iv. 861; relation of, to climate, i. 
255. 

Alum, external use nf, in smallpox, ii. 49; 
external use of, in varicella, ii. 112; use 
of, as gargle in acute nasopharyngitis, 
is gargle, in acuta uvulitis, 



i of, 



with i 



bolic acid, m chronic pharyngitis, iii. 

22; use of, as gargle, with potassium 

chlorate, in chronic pharyngitis, iii. 22; 

use of, as spray in chronic laryngitis, 

iii. 340. 
Aluminum glycerin paste. See Escalin. 
Aluminum preparations, use of, in gastric 

hyperacidity, in. 97. 
Aluminum silicate. See Kaolin. 
Alumnol, in train rvngeal application of, in 

acute laryngitis, iii. 340; use of, in 

chronic ]i!iso|>harvii>;iTis, 22; use of, as 

spray in chronic laryngitis, ii. 340. 
Alveolar abscess, metastatic processes 

and, v. 836, 636; specific treatment of, 

v. 637. 
Alypin, use of, i 

rhinitis, iii, 3: 

by rabid animi 



Amai 



i. 645. 



i. 644. 

i, ii. 644; poisoning by, 



Amanitotoxin, 

Amaurosis, ■ 

Amblyopia following use of ethylhydro- 

cuprein for pneumococcus infection, 

v. 498. 
Ameb.k, concerned in intestinal amebiasis, 



iv. 716; mode of entrance and exit of, 
iv. 721; resistance of, to destructive 
agencies, iv. 721 ; species of, iv. 720, 
Amebiasis, iv. 719. 

Amebiasis, hepatic, iv. 726; after-treat- 
ment of, iv. 727; exploratory puncture 
in diagnosis of, iv. 727; prophylaxis 
against, iv. 726; treatment of, iv. 727. 
Amebiasis, intestinal, iv. 719; distribu- 
tion of, ami of species concerned in, iv. 
719; drug treatment of, by mouth, iv. 
724; general nature of, iv. 723; hygienic 
treatment of, iv. 724; local treatment of, 
hy enemata, iv. 729; mode of entrance 
and exit of parasites in, iv. 721; patho- 
genicity of species concerned in, iv. 
720; resistance of amebie to destructive 
agencies in, iv. 721; role of symbiotic 
bacteria in, iv. 722; species of amebie 
present in, iv. 720; treatment of, iv. 
724. 

Amenorrhea, hydrotherapy for relief of, 
i. 632; as symptom of tuberculosis, ii. 
503. 

America, introduction of vaccination into, 
ii. 61. 

American War compared with losses 
from other causes, v. 188, 189. 

Ammonia, poisoning by, i. 221. 

Ammonia, inhalation of, for prevention of 
collapse in snake poisoning, iv. 699; 
inhalation of, for relief of cerebral ane- 
mia, iv. 382; inhalation of, for relief of 
syncope due to cerebral anemia, iv. 398; 
use of, internally, to control epistaxis, 
iii. 336. 

Ammonia, aromatic spirits of. See Aro- 
matic spirits of ammonia. 

Ammonia water, local use of, in itching 
complicating diabetes mellitus, ii. 749; 
use of, for relief of local edema in snake 
bite, iv. 698. 

Ammonium acetate, use of, in nephritis, iv. 
48. 

Ammonium carbonate, use of, in chronic 
pulmonary emphysema, ii. 438; as ex- 
pectorant, in acute bronchitis, iii. 362. 

Ammonium chlorid, use of, in bronchitis 
complicating influenza, ii. 192; in 
bronchopneumonia complicating in- 
fluenza, ii. 189; in chronic bronchitis, 
iii. 372; in chronic pulmonary emphy- 
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sema, iii. 438; in lozenges in acute 
laryngitis, iii. 339; in pulmonary tuber- 
culosis as expectorant, ii. 494; to remove 
bronchial secretion in acute bronchitis, 
iii. 365. 

Ammonium iodid, use of, in syphilis, ii. 
396. 

Amperage, explanation of term, i. 364. 

Amplitude op pulse, as indicator of effec- 
tive digitalis action, iii. 580. 

Amputation, question of, in diabetic gan- 
grene, ii. .752. 

Amusements, as a factor in treatment of 
tuberculosis, ii. 484. 

Amyl nitrite, use of, in angina pectoris, iii. 
768; for cardiac failure in beri-beri, iv. 
870; in cardiac insufficiency, iii. 606, 610; 
in chronic interstitial nephritis, iv. 69; 
during paroxysm of asthma, iii. 385; in 
paroxysmal hemoglobinuria, iv. 7; in 
pulmonary tuberculosis to control hem- 
orrhage, ii. 496; in strophanthus poi- 
soning, iv. 711; in tetanus, ii. 338. 

Amylene hydrate, use of, for relief of in- 
somnia in neurasthenia, iv. 573. 

Amyloid degeneration, due to phosphorus 
poisoning, ii. 626. 

Amyloid diseases op kidney, iv. 81; kid- 
ney of pregnancy, iv. 82. 

Amylum, use of, as substitute for sugar in 
neutrient enemata, iii. 119. 

Amytropic lateral sclerosis, iv. 258; 
treatment of, iv. 259. 

Amyxorrhea gastrica, iii. 100. 

Anacidity, gastric, in pernicious anemia, 
v. 808. 

Anadon compress, use of, in hemophilia, 
iii. 884. 

Anakhre. See Goundoo. 

Anal fissure. See Fissure of anus. 

Analgesia, in diagnosis of tabes, iv. 188. 

Analgesics, use of, in migraine, iv. 602; for 
relief of late pain in herpes zoster, iv. 
359; for relief of neuralgias accompany- 
ing chlorosis, iii. 822; in trigeminal 
neuritis, iv. 309. 

Analysis, gastric, value of, in diagnosis of 
carcinoma of stomach, iii. 163. 

Anaphylactic reaction, central or periph- 
eral causation of, v. 88; experimental 
analysis of, v. 51; general symptoms of, 
in dog, v. 49; general symptoms of, in 
guinea-pig, v. 46; general symptoms of, 



in man, v. 50; general symptoms of, in 
other animals, v. 50; general symptoms 
of, in rabbit, v. 47; phenomena resem- 
bling those of, v. 105; prevention of, in 
lower animals, v. 99; prevention of, in 
lower animals, substances used in, v. 
100; prevention of, in man, v. 101; pre- 
vention of, in man, Besredka's methods 
for, v. 102; precautions in prevention 
of, v. 101. 

Anaphylactic reaction in blood, v. 82; 
coagulability of blood and, v. 84; 
changes in blood picture in, v. 82. 

Anaphylactic reaction in cardiac sys- 
tem, v. 60; anatomical changes in, v. 60; 
cardiac hemorrhages in, v. 60; cardiac 
rate in, v. 69; functional changes in, v. 
61; functional changes in dog in, v. 65; 
functional changes in guinea-pig in, v. 
61; functional changes in rabbit in, v. 
62; muscular changes of heart in, v. 61. 

Anaphylactic reaction in extracardiac 
circulatory system, v. 70 ; blood pres- 
sure disturbances in, causes of, v. 73; 
blood pressure disturbances in, varieties 
of, v. 72, 73; blood pressure in cat in, v. 
72; blood pressure in dog in, v. 70; blood 
pressure in guinea-pig in, v. 72; blood 
pressure in rabbit in, v. 71 ; other changes 
in, v. 74. 

Anaphylactic reaction in gastrointes- 
tinal system, v. 78; in dog, v. 78; in 
guinea-pig, v. 79; in rabbit, v. 79. 

Anaphylactic reaction in glandular 
system, v. 80. 

Anaphylactic reaction in lymph, v. 85. 

Anaphylactic reaction in man, v. 90; 
after intraspinal injections of serum, v. 
94; food idiosyncrasies in, v. 95; hay 
fever an example of, v. 95; manifesta- 
tions on reinjections in, v. 91; serum 
disease, a manifestation of, v. 90; symp- 
toms of, v. 93. 

Anaphylactic reaction in muscle sys- 
tem, v. 75; in smooth muscle of viscera, 
v. 75; in striated muscle, v. 77. 

Anaphylactic reaction in nervous sys- 
TEMj v. 85. 

Anaphylactic reaction in respiratory 
organs, in dog, v. 59; in guinea-pig, v. 
51; in guinea-pig, in subacute anaphy- 
laxis, v. 58; in man, v. 59; in rabbit, 
v. 59. 



IHEEAPEtTSIS 



jr. 86. 

Anaphylactoid 

"Anaphylatoxin" of Fried berger, v. 16, IT. 

Anaphylatoxiiis, v. 474. 

Anaphylaxis, v. 802, 803, 805; criteria of, v. 
103; con ij ili i ■ : i f inn cerebrospinal menin- 
gitis, v. 558-562; definition of, v. 38; 
focal infection and, v. 175; following 
antitoxin treatment of diphtheria, ii. 
263; functional analysis of, v. 35; history 
of, v. 36; introduction to, v. 35; parenter- 
al digestion theory of, v. 107; produc- 
tion of, by injection of washed typhoid 
bacilli, v. 201; theories of, v. 106; 
Vaughan's theory of, v. 107. 

Anaphylaxis, esperimental, v. 38; active, 
v. 39; dosage in si'iu-iti/ation in, v. 40; 
incubation in, v. 43; influence of various 
manipulations on sensitizing substances 
in, sensitization in, v. 43; intoxication 
in, v. 44; method of intoxication in, v. 
45; methods of sensitization in, v. 41; 
precautions against, v. 568, 569; sensi- 
tization in, v. 39; sensitizing and intoxi- 
cating fraction of foreign protein in in- 
toxication in, v. 46; sensitizing substances 
used in, v. 39; specificity of reaction in 
sensitization in, v. 42; symptoms of 
intoxication in, v. 45. See also Serum 
sickness. 

Anaphylaxis, local, v. 87. 

Anaphylaxis, passive, v. 96; animals used 
in, v. 9ti; duration of, v. 97; in excised 
organ, v. 97; sensitization transferable 
in, v. 96; symptoms in, v. 97; refract- 
ing period between injections in, v. 96. 

Anasarca, due to gonococcal infection, 
v. 587. 

Anasarca, general, accompanying cardiac 
insufficiency, iii. 672; elimination of 
fluid through skin for relief of, iii. 678; 
methods of diuresis for relief of, iii. 
676; removal of edema in, iii. 674; re- 
moval of fluid by intestines for relief of, 
iii. 678; technique in puncture of skin 
for relief of, iii. 676; treatment of, in 
severe oases of chronic myocardial 
insufficiency, iii. 720. 

AnCHYLOSTOMA Dt'OOENALE, IV, 807. 

Anders, statistics of, on serum therapy in 

pneumonia, v. 476. 
Anderson on aiitianaphylaxis, v. 98. 



Anemia, acute secondary, causes of, v. I 
Aplastic, v, 809; as cause of neuralgia, 
iv. 33B; as complication of acute rheu- 
matism, ii. 304; chronic secondary, 
causes of, v. 799; chronic secondary, 
following hemorrhage, serum and blood 
treatment of, v. 81 1 ; classification of, 
v. 798, 799; excess of antithrombin in, 
v. 797; following acute infectious myo- 
carditis, v. 751 ; general methods of treat- 
ment of, with normal sera and blood. 
v. 802~808; in gonococcal infection, v. 
589; in Graves' disease, v, 791; headathe 
as a symptom of, iv. 621 ; hydrotherapy 
for relief of, i. 627; influence of climate 
upon, i. 281; NU\:hanot.herapy for relief 
of, i. 348; as a predisposing cause of 
rachitis, ii. 804; in purpura hemor- 
rhagica, v.814; Spa treatment for, i, 665; 
as a symptom of acute nephritis, iv. 62; 
as a symptom of tuberculosis, ii. 503; 
treatment of, when associated with 
chronic myocardial insufficiency, iii. 
741. 

Anemia of brain. See Cerebral anemia. 

Anemia, cerebral. See Cerebral anemia. 

Anemia, infantile splenic. See Infantile 
splenic anemia. 

Anemia, pernicious, iii. 822; antiseptic 
treatment for, iii. 843; arsenic in, iii. 
826; blood examination in, iii. 822; 
cholesterin in, iii. 840; constipation ac- 
companying, iii. S43; defibrinated blood 
in treatment of, v. 809, 810; diagnosis 
of, v. 808; diet in, iii. 824; gastrointes- 
tinal symptoms in, iii 843; glycerin for, 
iii. 843; hemolysin treatment of, iii. 840; 
hemorrhages during, iii. 843; hydro- 
chloric acid for, iii, 826; organotherapy 
for, iii. 841; oxygen initiations for, iii. 
824; Pappenheim's r-lassiti cation of, iii. 
804, 822; plasmotherapy for, iii. 819; 
serum therapy for, iii. JviS; splenectomy 
for, iii. 907; symptoms of, iii. 822; 
transfusion of blood in, iii. 832, v. 809, 
810; treatment of, by actinium-X, iii. 
824; treatment of, in general, iii. 823; 
treatment of, by radium, iii. 824; treat- 
ment of by salvarsan, iii. S29; treatment 
of special symptoms in, iii. 843; treat- 
ment of, by thorium-X, iii. 824; X-ray 
treatment of, iii. 824. 

Anemia, rosT-HEMORRHACiic, iii. 807; tt 
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fusion of blood by subcutaneous method 
employed for, iii. 836; treatment of, iii. 
808. 

Anemia, primary idiopathic, serum and 
blood treatment of, v. 808-810. 

Anemia, splenic, serum and blood treat- 
ment, in v. 810. 

Anemias, iii. 802; chlorosis, iii. 809; general 
introduction to subject, iii. 802; Hodg- 
khVs disease. See Pseudoleukemia, leu- 
kemia, iii. 854; Naegeli's classification, 
iii. 806; Pappenheim's classification, iii. 
804; pernicious anemia, iii. 822; pseudo- 
leukemia, iii. 866; secondary anemias, 
iii. 807. 

Anemias, primary myelogenetic, iii. 803. 

Anemias, secondary, iii. 806, 807; post- 
hemorrhagic, iii. 807; toxic, iii. 807; 
treatment of, iii. 808; use of iron and 
arsenic in treatment of, iii. 809. 

Anemias, secondary myelogenetic, iii. 
806. 

Anemias, toxic, iii. 807. 

Anesthesia, in diagnosis of tabes, iv. 188; . 
for lumbar puncture, v. 324; of tongue, 
iii. 3. 

Anesthesia, general, danger of, in dia- 
betic patients, ii. 756; edema of lungs 
sometimes caused by, iii. 407; precau- 
tions regarding, in chronic myocardial 
insufficiency, iii. 742; use of, contra- 
indicated in thoracentesis, iii. 474; use 
of, in tonsillectomy, iii. 37. 

Anesthesia, local, advantages of, in dia- 
betes mellitus, ii. 756; in tonsillectomy, 
iii. 38. 

Anesthesia, nitrous-oxid-oxygen, advan- 
tages of, in diabetes mellitus, ii. 757. 

Anesthesin, use of, for relief of pain in laryn- 
geal tuberculosis, iii. 347. 

Anesthetics, local, action of, enhanced by 
use of epinephrin, i. 798; use of, by in- 
jection into nerve in sciatica, iv. 300. 

Anesthesin ointment, use of, in serum sick- 
ness, v. 558. 

Aneurysm, iii. 763; as a cause of compres- 
sion bulbar paralysis, iv. 503; associated 
with angina pectoris vera, iii. 768; die- 
tetic treatment of, iii. 765; gymnastics 
contraindicated in treatment of, iii. 765; 
medicinal treatment of, iii. 765; spon- 
taneous cure of, iii. 763; surgical treat- 
ment of, iii. 766. 



Aneurysm op ascending arch op aorta, 
as a cause of cerebral embolism, iv. 400. 

Aneurysm op cerebral artery, iv. 453; 
difrcrential diagnosis of, iv. 457; etiology 
of, iv. 153; introduction to subject of, 
iv. 456; pathology of, iv. 453; prognosis 
of, iv. 457; symptoms of, iv. 456; treat- 
ment of, iv. 457. 

Angenent, on allergic reactions in gono- 
coccal infections, v. 601. 

Angina ludovici, iii. See Ludwig's angina. 

Angina pectoris, iii. 767; blood pressure 
raised by, iii. 555; clinical conditions 
associated with, iii. 767, 768; complicat- 
ing diabetes mellitus, ii. 755; diet in, iii. 
770; due to syphilitic aortitis, iii. 763; 
Nauheim baths for relief of, iii. 624; 
treatment of attack of, iii. 768; treats 
ment of, in interim, iii. 769;' value of 
nitrites in, iii. 768. 

Angina pectoris nervosa, in cardiac neu- 
rasthenia, iii. 778. 

Angina pectoris vasomotoria, iii. 768. 

Angina pectoris vera, iii. 767. 

Angina, syphilitic, local treatment of, ii. 
412. 

Angina, Vincent's. See Vincent's angina. 

Angiomata, electrolysis in treatment of, i. 
397; radium in treatment of, i. 477. 

Anilin dyes, food poisoning due to, ii. 631. 

Animal body, disposition of poisons by, i. 
142. 

Animal extracts, use of, in acquired spinal 
progressive muscular atrophy, iv. 248; 
in asthenic bulbar paralysis, iv. 256; in 
muscular dystrophy, iv. 264. 

Animal organisms, food poisoning due to, 
ii. 631. 

Animal poisons, i. 150. 

Animals, as carriers of infection in trypano- 
somiasis districts, iv. 765; laws control- 
ling tuberculosis in, in Denmark, ii. 442; 
relation of, to spread of plague, iv. 
834. 

Anodynes, use of, in acute urethral gon- 
orrhea, iv. 141 ; to relieve spasm in acute 
laryngitis, iii. 340. 

Anopheles mosquito, manner of destroy- 
ing, iv. 746; protection of individual 
from, iv. 750; transmission of malaria 
by, iv. 745. 

Anorexia, due to chlorosis, iii. 820; as a 
symptom of Addison's disease, iii. 901; 




; bacteriology of, ii. 320; 
i. 321; mortality 
of, affected by serum treatment of, ii. 
322, v. 655; prophylaxis of, ii. 
treatment of, ii. 321 ; sources of infection 
, in, ii. 320; transmission of, ii. 320. 

Anti anaphylaxis, v. 98; duration of, v. 
98; procedure of l'n-sre<lka in, v. 93. 

An ti anthrax serum, ii. 321, v. 655; com' 
bined method of using, ii. :*21 ; mortality 
of anthrax affected by use of, ii. 322; 
production of, ii. 321; technique em- 
ployed in use of, ii. 322. 

Antibacterial serum, v. 473. 

Antibodies, TChrlieli's grouping of, v. 7; 
formation of, in host, upon invasion of 
infecting organisms, v. 6; apeeifiuity 
of, v. 753. See. also Isoantibodies and 
Auto-antibodies. 

Anticyclones, i. 254. 

Anti diphtheritic serum, use of, in mem- 
branous pharyngitis, iii. 27; in mem- 
branous rhinitis, iii. 329; in osena, iii. 
337; iu treatment of whooping-eough, 
ii. 179. See also Diphtheria antitoxin. 

Antidotes, administration of, in treatment 
of poison, i. 147; for alkaloids! poisons, 
i. 148; for corrosive poisons, i. 147. 

Antidys enteric serum, production of, v. 259. 

Antifebrin, use of, for relief of lancinating 
pains in tabes, iv. 196. 

Antifermentative remedies, us= of, in gas- 
trie atony, iii. 171. 

Antigen reactions, physico-chemical proc- 

Anticens, chemical nature of, v. 4; defini- 
tion of, v. 4; modification of, by physico- 
chemical means, v. 5. 

Antigonococcus serum, v. 618, 619. 

Anti-influenza serum, ii. 194, 210. 

Antjlens serum, v. 701 ; Pick's experi- 
ments with. v. 759, 76U. 



Antileprol, use of, in leprosy, iv. 831. 
Antimeningitic serum, administration of, v. 
660; blood-pressure and, v. 52S, 529; 
showing mi of, v. 530, 531, 534, 
535, 5^7, 538, 539, 541, 544, 545, 551, 
552, 554, 555, 557; concentrated, v. 532; 
dose of, ii. 205; dosage of, v. 523, 524, 
528, 529, 533, 534; favorable results fol- 
lowing use of, v. 533; frequency of ad- 
ministration of, ii. 203; indications for 
use of, ii. 204; injection of, by gravity 
method, v. 527, 528; injection of, by 
lumbar puncture, V. 522-526; injection 
of, by syringe method, v. 527; injection 
of, following dry puncture, v. 535; injec- 
tion of, in cases with thick, plastic exu- 
date, v. 534. 535; intraspinal injection of, 
contraindicated in posterior basic menin- 
gitis, v. 535, 542; local appliei 
arthritis complicating meningitis, v. 
553; local application of, in eye complica- 
tions of cerebrospinal meningitis, v. 550, 
551; mechanical effects of, v. 530; method 
and technique of administering, v. 527- 
529; potency of, v. 560; preparation of, i. 
162, v. 521, 522; prophylactic use of, v. 
566, 568, 575; refined or eon centra ted v. 
532; serum sickness due to, v. 554-558; 
signs of response to, v. 561 ; subcutaneous 
and injection of, v. 522; symptoms ac- 
companying injection of, v. 528, 529; 
technique employed in use of, ii. 205; 
use of, for baetericmia preceding and 
during course of cerebrospinal meningitis, 
v. 535-540; use of, in cerebrospinal men- 
ingitis, ii. 200; use of, in chronic cj 
209, v. 540, 541 ; use of, in heart complica- 
tions of cerebrospinal meningitis, v. 553, 
554; use of, in prolonged cases, ii. 
use of, in relapses, ii. 207; use of, i 
sistant cases, ii. 238; use of preservatives 
with, v. 532, 533. 

Antimenmgococcus serum. 5*8 Antimenin- 
gitic serum. 

Antimerlstem, in treatment of cancer 
783. 

Antlmonlal compaunds, use of, for trypano- 
' ' -. 763. 



Antimonial KHBQWra, i. 104; dose caus- 
ing, i. 167; poisonous action of anti- 
mony, i. 165; post-mortem appearances 
in, i. 167; preparations causing, i. 165; 
treatment of, i. 167. 
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Antimonial wine. See Antimony, wine of. 

Antimony, poisoning by. See Antimonial 
poisoning. 

Antimony, use of, as expectorant in acute 
bronchitis, iii. 360; as expectorant in 
chronic bronchitis, iii. 373; in tropical 
relapsing fever, iv. 776. 

Antimony and ipecac, use of, in spasmodic 
laryngitis, iii. 342. 

Antimony sodiotartrate, use of, in human 
trypanosomiasis, iv. 763. 

Antimony, wine of, use of, in spasmodic 
laryngitis, iii. 342. 

Antineuralgic drugs, use of, for relief of 
pudendo-hemorrhoidal neuralgia, iv. 357. 

Antineuralgics, use of, in irritative gastric 
neuroses, iii. 188; in neuralgic headache, 

. iv. 606. 

Antiphlogistic preparations, use of, in spas- 
modic laryngitis, iii. 342. 

Antipneumococcus serum, v. 473-487; ad- 
ministration of, v. 484; dosage of, v. 
479-481; effects of, v. 484, 485; dose of, 
in pneumonia, Neufeld and Handel's, v. 
479, 480; potency of, v. 479; prepara- 
tion of, v. 477-479; Romer's polyvalent, 
soap and boric acid mixtures with, use 
of, in pneumococcus meningitis, v. 481, 
482; summary of use of, v. 486, 487; 
types of pneumococcus and, v. 481-484; 
use of, in ulcus corneae serpens, v. 502; 
use of camphor with, v. 501; use of 
ethylhydrocuprein with, v. 497. 

Antipyretics, use of, in acute hemorrhagic 
encephalitis, iv. 405; use of, contrain- 
dicated in acute diffuse peritonitis, iii. 
318; to control fever in shima mushi, 
iv. 708; in tuberculosis of mediastinal 
lymph glands, iii. 508. 

Vntipyrin, use of, in acute endocarditis, iii. 
745; in acute polymyositis, ii. 663; in 
acute rheumatism, ii. 303; in apoplectic 
form of vestibular vertigo, iv. 645; in 
asthenic form of measles,- ii. 154; to 
control sweating in malignant endocar- 
ditis, iii. 747; to deplete circulation in 
cerebral hyperemia, iv. 386; in diabetic 
neuralgia and neuritis, ii. 751; by hypo- 
dermic injection for relief of muscular 
pain in Weil's disease, ii. 569; in laryn- 
zismus stridulus, complicating rach'tis, ii. 
810; in measles, ii. 150. 151. 152. 153; in 
migraine, iv. 602: in mumps, ii. 170; to 



reduce temperature in acute cerebral 
meningitis, iv. 372; to reduce tempera- 
ture in dengue, iv. 875; for relief of 
headache, due to cerebral thrombosis, 
iv. 399; for relief of headache in chronic 
interstitial nephritis, iv. 71; for relief of 
headache in pachymeningitis interna 
hemorrhagica, iv. 364; for relief of in- 
somnia due to brain tumor, iv. 447; for 
relief of muscular pain in trichiniasis, 
iii. 254; for relief of pain in dengue, iv. 
875; for relief of pain in neuralgia, iv. 
339; for relief of pain in neuritis, iv. 
286; for relief of syringomyelia, iv. 278; 
in Rocky Mountain fever, ii. 561; in 
scarlet fever, ii. 126; in smallpox, ii. 47; 
in tetany, iii. 927; in varicella, ii. Ill; 
in whooping-cough, ii. 181. 

Antipyrin and cocain, local use of, in acute 
nasopharyngitis, iii. 21. 

Antirabic serum, ii. 329, v. 734r-741; bath- 
ing wounds with, v. 718; combined with 
vaccine, v. 729; preparation of, v. 735. 

Antirabic treatment. See Rabies, treatment 
of. 

Antisepsis, intestinal. See Antiseptics, in- 
testinal. 

Antiseptic alkaline solutions, use of, in ad- 
enoid vegetations, iii. 27; in ozena, iii. 
336. 

Antiseptic remedies, use of, in gastric atony, 
iii. 171. 

Antiseptic solutions, use of, in gastric lav- 
age, iii. 180; in lavage for chronic gas- 
tritis, iii, 161 ; in lavage for gastric atony, 
iii. 172; in leprosy, iv. 832. 

Antiseptic treatment, for pernicious anemia, 
iii. 843. 

Antiseptics, prophylactic use of, in menin- 
gitis epidemics, v. 566; use of, in pulmo- 
nary abscess and gangrene, iii. 440; sub- 
stitution of saline solution for, in treat- 
ment of wounds, i. 613. 

Antiseptics, intestinal, use of, in chronic en- 
teritis, iii. 200; in enterocolitis compli- 
cating measles, ii. 160; in peristaltic un- 
rest, iii. 250; in trichiniasis, iii. 254; un- 
satisfactory in chronic stage of bacillary 
dysentery, ii. 328. 

Ant ssptics, urinary, use of, in acute urethral 
gonorrhea, iv. 139; in pyelitis, iv. 89, 90. 

Antisera, cancer, intravital action of, in 
animals, v. 761, 762; cancer, specificity 
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of, v. 761, 762; cytolytic properties of, v. 
757-759; organ, intravital action of, v. 
759-761. 

Antlsklerosln, use of, in arteriosclerosis, iii. 
762. * 

Antispasmodics, use of, to prevent recur- 
rence of .s|>;iMni'ilic laryngitis, iii. 342. 

Anii staphylococcus serum, v. 654. 

Antistreptococcus serum, v. 649, 826; ac- 
tion of, in streptococcus infection, v. 649; 
in streptococcuH infection in animals, v. 
650; in streptococcus infection in man, v. 
650; as prophylactic agent, v. 652; dos- 
age in therapy with, v. 652; in post- 
operative treatment of abdominal fistula, 
v. 827; in post-operative treatment, of 
cancer of the uterus, v. 827; in post- 
operative treatment in .removal of pus 
tubes, v. 827; in post-operative treat- 
ment of vaginal fistula, v. 827; in pro- 
phylactic treatment of streptococcus in- 
fections, v. 827; in scarlet fever, v. 645; 
in scarlet fever, value of, v. 646; in 
streptococcus infections, value of, v. 653; 
in therapy of puerperal infection, v. 826; 
local use of, in open wounds, v. 652; 
preparation of, v. 651; results of, in gen- 
eral, standard, v. 652; technique of ad- 
ministration of, v. 652; technique of 
production of, v. 651 ; use of, for control 
of hemorrhagic in hemorrhagic form of 
measles, ii. 155; use of, in scarlet fever 
complicated by sepsis, ii. 128. Q 

Autisyphilitic treatment, for cerebral throm- 
bosis due to syphilitic endarteritis, iv. 
399; in chronic myelitis, iv. 230; in 
chronic ophthalmoplegia, i v. .112; in com- 
pression bulbar p^r.ilysis, iv. 504; in 
epilepsies of cerebrospinal syphilis, iv. 
653; in hcrciliiarv cerebellar ataxia, iv. 
516; in hydrocephalus with syphilitic an- 
tecedents, iv. 464; indications for, in 
acute myelitis, iv. 226, 228; indications 
for, in brain tumor, iv. 619; indications 
for, in tabes, iv. 193; in progressive par- 
alysis of the insane, iv. 494; in pseudo- 
bulbar paralysis, iv. 5lMt; question'of, ill 
aneurysm, iii. TiVi; iii spinal syphilis, iv. 
273. 

Antithrombin, effect of serum injections 
on, v. 805; hemorrhagic symptoms due 
to excess of, v. 797. 

Antitoxic serum, v. 473; use of, in meat 



poisoning due to Bacillus botulinus, i 
635; use of, in whooping-cough, ii. 181 
Antitoxin, in immunization, large doses of, 
v. 8; intravenous injection of, rapidity 
of effect of, v. 9; of diphtheria. See Diph- 
theria; of tetanus, See Tetanus; use 
to control epistaxis, iii. 336; use of 
membranous laryngitis, iii. 342, 
Antitoxin treatment of diphtheria. See 

Diphtheria. 
Antitoxins, attempts to prepare, for pneu- 
monia, v. 473, 474. 
Antituberculosis societies, work done 
by, in prevention of tuberculosis, ii. 447. 
Antituberculosis work, ii. 436; in Den- 
mark, ii. 43S; in the District of Colum- 
bia, ii. 440; in England, ii. 436; in 
France, ii. 438; in Germany, ii. 437; in 
Ireland, ii. 437; in Massachusetts, ii. 441; 
in Michigan, ii, 442; in New Jersey, ii. 
442; in New York City, ii. 443; in Penn- 
sylvania, ii. 442; in Scotland, ii. 436; by 
societies, ii. 447; in the United States, 



Antiti 



or serum, cytolytic effects of, on 
tumor cells, v. 758, 759. 
Antityphoid vaccination, ii. 3, v. 178; 
history of, v. 178-182; objects of, ii. 6; 
results of, ii. 4; technique of, ii. 5; use 
of sera in, ii. 7; use of, in typhoid car- 

A NT [TYPHOID VACCINATION IN BRITISH 

Army in Boer Was, v. 180; conclu- 
sions from unfavorable results in, v. 181. 

Antityphoid vaccination in German 
Army, v. 182. 

Antityphoid vaccination in India, v. 



Antityphoid vaccination in United 
States Army, first use of, v. 182; his- 
tory of, v. 1HS 190: administration of 
vaccine in: method of injection of, v. 
184; time of injection of, v, 183; prepa- 
ration of vaccine in : growing culture in, 
v. 182; killing of culture in, v. 182; stan- 
dardization in, v. 182; tests for purity of, 
v. 183; tests for sterility of, v. 183; re- 
action following administration of vac- 
cine in; in blood serum, v. 185-186; gen- 
ero^v. ,184-185; local, v. 184; results of, 
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196; in case of those already infected, v. 
196; indications for use of, in service and 
civil life, v. 195; preparation of, v. 225; 
revaccination with, v. 196; sensitized 
killed, v. 187; sensitized killed, of F. P. 
Gay, preparation of, v. 187; sensitized 
living, v. 185; use of, in civil life in 
United States, v. 190; use of, in epidem- 
ics as prophylactic measure^ v. 196; use 
of, in France, v. 193. 

Antivaccination agitation, ii. 104. 

Antivenin, cobra, administration of, v. 747; 
preparation of, v. 747. 

Antivenin, rattlesnake, v. 747. 

Aplastic anemia, v. 809. 

Antizeists, ii. 653. 

Antral disease, radiant heat and light in 
treatment of, i. 452. 

Antrum of Highmore, method of irri- 
gating, iii. 334. 

Anuria, iv. 3; accompanying acute nephri- 
tis, iv. 61 ; Fischer's method of relieving, 
iv. 854, 872; measures for prevention of, 
in plague, iv. 843. 

Aortic insufficiency, use of digitalis, in, 
iii. 589, 733. 

Aortitis, syphilitic, iii. 762. 

Apenta water, use of, in nephritis, iv. 33. 

Ape-pox, ii. 56. 

Apex beat of heart, iii. 532, 542. 

Aphasia, due to brain syphilis, iv. 475; sig- 
nificance of, in traumatic hematoma, iv. 
365; as symptom in cerebral palsies of 
children, iv. 410, 413; as symptoms of 
tuberculous meningitis, iv. 375. 

Aphasia, motor, as localizing symptom of 
tumor in left cerebral hemisphere, iv. 
440. 

Aphasia, optic, as localizing symptom of 
tumor in left cerebral hemisphere, iv. 
440. 

Aphtile, Bednar's. See Bednar's aph- 
thae. 

Aphthae, confluent, iii. 6. 

Apocynum, use of, in cirrhosis of liver, iii. 
286. 

Apomorphin, use of, in acute alcoholism, ii. 
585; in chronic alcoholism, ii. 591; to 
control cough due to chronic bronchitis 
associated with cardiac insufficiency, iii. 
731; in dipsomania, ii. 597; as an expec- 
torant in acute bronchitis, iii. 360; by 
hypodermic injection as emetic in acute 



bronchitis, iii. 365; by hypodermic in- 
jection in plastic bronchitis, iii. 392; to 
induce emesis in acute gastritis, iii. 154; 
in muscarin poisoning, ii. 644; in plastic 
bronchitis, iii. 391. 

Apparatus, for assisting deep breathing in 
chronic serous pleural effusion, iii. 484. 

Apparatus, compression. See Compression 
apparatus. 

Apparatus employed in electrotherapeutics, 
i. 367; coils and transformers, i. 367; 
hiidi frequency apparatus, i. 368; inter- 
rupters, i. 368; motor dynamo, static 
machines, i. 367; Tesla machine, i. 368; 
wall plates, i. 369. 

Apparatus employed in light therapy, i. 441 : 
colored screens, i. 442; Finsen lamp, i. 
441; Gorl lamps, i. 443; high candle 
power incandescent lights, i. 442; light 
bath cabinets, i. 442; marine search- 
lights, i. 441; minim light, i. 441. 

Apparatus, Meara's. See Meara's appara- 
tus. 

Appendicitis, acute, iii. 213; diet in, iii. 
215; hydrotherapy for relief of, i. 634; 
indications for operation in milcT cases 
of, iii. 213; indications for operation in 
severe cases of, iii. 217; medical treat- 
ment of, in mild cases, iii. 213; medical 
treatment of severe cases of, iii. 217; 
treatment of, in pregnancy, iii. 220; 
treatment of, in typhoid fever, iii. 219. 

Appendicitis, chronic, as cause of gastric 
disease, iii. 180; electricity conjoined 
with X-ray in treatment of, i. 405; in- 
fluence of, upon gastric disturbances, 
iii. 71, 72; radiant light and heat in 
treatment of, i. 453. 

Appendicitis in general, iii. 212; classi- 
fication of, iii. 212; considerations af- 
fecting operation in, iii. 213; surgical 
treatment of, to prevent infection, 173. 

Appendicostomy with irrigation, in ulcera- 
tive cohtis due to Balantidium coli, iv. 
778. 

Appetite, influence of, upon digestion, i. 
94; influence of exercise upon, i. 333. 

"Appetite juice," i. 94, 95, 96. 

Applications, cold, use of, in acute attacks 
of hydrocephalus, iv. 465; in acute bron- 
chitis, iii. 357; in acute hemorrhagic in- 
ferior polioencephalitis, iv. 408; in atrip- 
licism, iv. 709; in cerebral anemia, iv. 
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332; in cerebral hyperemia, iv. 385; in 
cerebrospinal meningitis, ii. 213; in cli- 
matic buboes, iv. 880; contraindieated 
in hemorrhagic form of ulcerative colitis, 
iii. 212; in pleurisy, hi. 466, 468; in 
pneumonia, ii. 232; for relief of cardiac 
palpitation in neurasthenia, iv. 576; for 
relief of headache in acute cerebral men- 
ingitis, iv. 372; for relief of headache in 
acute nephritis, iv. 62; for relief of head- 
ache in cerebral abscess, iv. -123; for re- 
lief of headache due to cerebral throm- 
bosis, iv. 309; for relief of pain in acute 
localized peritonitis, iii. 310; in rena! 
colic, iv. 103; contra indicated in rheu- 
matic or idiopathic cases of facial par- 
alysis, iv. 311; contraindieated in sciat- 
ica, iv. 290; in edema of glottis in acute 
nephritis, iv. 62; in endocarditis compli- 
cating pneumonia, ii. 252; in exophthal- 
mic goiter, iii. 915; in glandular fever, 
ii. 572; to head, i. 618; to head in acute 
hemorrhagic encephalitis, iv. 405; to 
head for relief of headache due to brain 
tumor, iv. 448; to head and spine for 
relief of insomnia due to chronic cere- 
bral hyperemia, iv. 388; in laryngeal 
complications of measles, ii. 157; for 
laryngotracheal cough in measles, ii. 
152; in measles, ii. 150, 154; in pachy- 
meningitis iniirna hemorrhagica, iv. 364; 
in pericarditis, iii. 517. 
Applications, hot, use of, in acute diarrhea 
of older people, iii. 105; in acute enter- 
itis, iii. 101; in unite fibrinous pleurisy, 
iii. 466; in acute intestinal obstruction, 
iii. 241; in acute laryngitis, of doubtful 
benefit, iii. 338; in acute nasopharyngitis, 
hi. 20; in anuria, iv. 3; in bronchial 
asthma, iii. 389; in early stage of medi- 
astinals, U> check suppuration, iii. 504; 
in enteritis of infancy, iii. 203; in gall- 
stone colic, iii. 268; in gastric hyperacid- 
ity, iii. 100; to lower extremities in cere- 
bral anemia, iv. 387; in membranous 
enteritis, iii. 208; in paralytic ileus, iii. 
238; in pericarditis, hi. 520; for relief of 
brachial neuritis accompanying diabetes 
mellitus, ii. 751 ; for relief of headache in 
acute nephritis, iv. 62; for relief of me- 
teorism in acute diffuse peritonitis, iii. 
318; for relief of muscular cramps, ii. 
667: for relief of pain in acute localized 



peritonitis, iii. 311; for relief of pain in 
bladder accompanying tuberculous kid- 
ney, iv. 117; for relief of pain following 
bite of scorpions, iv. 701; for relief of 
painful urination in acute urethra] gon- 
orrhea, 112; in spastic constipation, 
231; in transit of gallstones, iii. 273. 

Applications, hot stimulating, use of, for 
relief of lancinating pains in tabes, i 
197. 

Applications, hydro therapeutic. See Hydro- 
therapeutic applications. 

Applications, lntralaryngeal, DM of, in acute 
laryngitis, iii. 340; in chronic laryngitis, 
iii. 340. 

Applications, pneumotherapeutic. See Pneu- 
motherapeutic applications. 

Applications, Priessnitz. See Fricssnitz' 
applications. 

Applications, warm, In multiple neuritis, iv. 
attacks of appendicitis, 
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Aret^us, the Cappadocian, description 
of diabetes melUtus by, ii. 696. 

Argentine, trial of antianthrax sera in, 
ii. 322. 

Argentum nitrate. See Silver nitrate. 

Aroyll-Robehtsok pupil, in diagnosis of 
tabes, iv. 187; presence of, in progres- 
sive paralysis of the insane, iv. 491; 
presence of, in spinal syphilis, iv. 271, 
273. 

Argyrol, intralarvngeal application of, in 
acute laryngitis, iii. 340; mt.ralaryngeal 
application of, in chronic laryngitis, iii. 
341; irrigation of bladder with, in acute 
cystitis, i v. 1 20 ; irrigation of colon 
with, in operative treatment of ulcera- 
tive colitis, iii. 212; rectal injections of, 



a chronic r 

for iiijectioi 



145; i 



colitis, iii. 207; rules 
acute urethral gonor- 
of, in acute atrophic 
jse of, in acute ure- 



rhinitis, iii. 3i 
thral gonorrhi 
chronic atrophic laryngitis, iii . 343; use 
of, in chronic noso pharyngitis, iii. 22; 
use of, in chronic pharyngitis, iii. 22; ubb 
of, in chronic rhinitis, iii. 329; use of, 
in laryngeal tulierculosis. hi. 347; use 
of, in papular or tubercular tertiary 
lesions of syphilis, ii. 426; use ot, in phleg- 
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monous pharyngitis, iii. 29; use of, in sup- 
positories for rectal chancre, ii. 424. 

Aristol, use of, as dusting powder iu gan- 
grenous chancre, ii. 409; as dusting 
powder on mucous patches of genitalia, 
ii. 413; by insufflation after cauteriza- 
tion of nasal mucous membrane in 
chronic rhinitis, iii. 329; by insufflation 
m membranous rhinitis, iii. 330; by 
insufflation in syphilis of upper respira- 
tory tract, iii. 349; in papular or tuber- 
cular tertiary lesions of syphilis, ii. 412; 
in suppositories for rectal chancre, ii. 
410. 

Arneth's neutrophilic blood picture, 
as guide to dosage of tuberculin, ii. 516. 

Arnold, report by, on use of electricity to 
reduce blood pressure, iv. 47. 

Aromatic expectorants. See Expectorants, 
aromatic. 

Aromatic inhalations. See Inhalations, 
aromatic. 

Aromatic spirits of ammonia, use of, in 
bronchopneumonia complicating in- 
fluenza, ii. 192; as a cardiac stimulant 
in strophanthus poisoning, iv. 710; 
for edema of glottis in acute nephritis, 
iv. 62; for flatulency associated with 
gastric atony, iii. 172; to relieve chill 
in first stage of pneumonia, ii. 254; 
to relieve faintness during thoracen- 
tesis, iii. 478; in scarlet fever, ii. 128. 

Aromatic substances, use of, in depressive 
disorders of gastric secretion, iii. 151. 

Aron, experiments by, on effects of tropical 
heat upon white men, iv. 685; experi- 
ments by, on regulation of animal heat, 
iv. 691. 

Aron and Hocson. on causation of beri- 
beri, iv. 866. 

Aronson, on antistreptococcus serum, v. 
650. 

Aronson's antistreptococcic serum, use of, 
in scarlet fever, ii. 128. 

Arrhenal, use of, in pernicious anemia, iii. 
828. 

Arrhenius on mass action in passive im- 
munity, v. 8. 

Arrhythmia, theory of, iii. 536. 

Arrhythmias, iii. 590; presence of, in car- 
diac insufficiency, iii. 774. 

Arrowroot, as article of invalid diet, i. 
125. 



Arsazetin, use of, in pernicious anemia, 
iii. 828, 829; in pseudo-leukemia, iii. 
866. 

Arsenic, in causation of nephritis, iv. 28; 
effect of, upon kidney, iv. 14; occurrence 
of, in nature, i. 150; poisoning by, See 
Arsenical poisoning; presence of, in food, 
a possible cause of beri-beri, iv. 864. 

Arsenic, use of, in Addison's disease, iii. 884; 
in bronchial asthma, iii. 383; in chlorosis, 
iii. 819; in cholera minor, iv. 679; in 
chronic malaria, iv. 744; in chronic 
myelitis, iv. 230; in convalescence from 
influenza, ii. 196; in convalescence from 
pneumonia, ii. 254; in epilepsy, iv. 663; 
in exophthalmic goiter, iii. 918; in 
funicular myelitis, iv. 232; in hay fever, 
iii. 390; by hypodermic injection in 
leukemia, iii. 865; by hypodermic in- 
jection in pernicious anemia, iii. 827; in 
intermittent hemoglobinuria, iv. 7; in 
kala-azar, iv. 754; in kubisagari, iv. 
877; in leprosy, iv. 830; in leukemia, 
iii. 865, 867; in neuralgia, iv. 337; in 
neuralgia due to anemia, iv. 336; in neu- 
ralgic headache, iv. 598; in neuras- 
thenia, iv. 565; in occupation pareses, 
iv. 332; in palliative treatment of 
mediastinal tumors, iii. 501 ; in pellagra, 
ii. 659; in pernicious anemia, iii. 827; 
in polycythemia with splenomegaly, 
iii. 896; in prevention of scarlet fever, 
ii. 123; in pseudoleukemia, iii. 867; in 
rachitis, ii. 818; for relief of leukemic 
headache, iv. 621 ; in secondary anemia, 
iii. 809; as substitute for quinin, iv. 742; 
in syphilis, ii. 411; in syringomyelia, iv. 
279; in tabes, iv. 213; in treatment of 
anemia during tuberculosis, ii. 503; in 
treatment of diabetes mellitus, ii. 745; 
in treatment of enuresis, iv. 133; in 
treatment of morphinism, ii. 616; in 
treatment of pellagra, ii. 657; in treat- 
ment of rachitis, ii. 808; in treatment of 
scarlet fever, v. 647; in treatment of 
syphilis, ii. 397; in tuberculosis of 
mediastinal lymph nodes, iii. 507; ii> 
verruga peruviana, iv. 880. 

Arsenic, Fowler's solution of. See Fowler's 

solution. 
% Arsenic, organic preparations of, use of, in 
pernicious anemia, iii. 828; in syphilis, 
ii. 399; in tetanus, ii. 340; in tropical 
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relapsing fever, 
7. 761. 



775; : 



trypano- 



Arsenic trioxid and atoxyl, use of, in treat- 
ment of pellagra, ii. 657. 

Arsenical poisoning, i. 150; dose of ar- 
senic required for, i. 161; due to arsenic 
eating, i. 162; due to use of itrseno- 
benzol in sjpiiilis, it. 401; histological 
changes due to, i. 160; hydrotherapy 
for chronic form of, i. 650; post-mortem 
appearances in, i. 158; preparations 
causing, i, 153; symptoms of, i. 154; treat- 
ment of, i. 162; treatment of multiple 
s due to, iv. 323; unusual forms 



l destrue- 



ns, i. 164. 

Arsenical preparations, use of, 

tion of filaria bancrofti, iv. 803; in 
frambccsia tropica, iv. 781. 

Arsenical waters, action of, i. 236; classi- 
fication of, i. 658. 

Arsenious acid, use of, in syringomyelia, iv. 
279. 

Akkknohknzol, :iclion of, ii. 414; compari- 
son of, with mercury in syphilis, ii. 413; 
dangers attending use of, ii, 414; his- 
tory °b "■ 41'> ' v - 481 J methods of 
using, in syphilis, ii. 415. 

Arsenobenzol, use of, in acute myelitis, iv. 
226; in apoplectic form of vestibular 
vertigo with syphilitic origin, iv. 638; in 
brain syphilis, iv. 482; in chronic 
myocardial insufficiency due to syphilis, 
hi. 730; contraindicntcd in disease nf 
middle ear, iv. 315; contra indicate! in 
optic atrophy, iv. 307; contraindicated in 
optic neuritis, iv. 305; in epilepsies of 
cerebrospinal syphilis, iv. li'iJi; in frain- 
bcesia tropica, iv. 780; in hereditary 
syphilis, ii. 417; by hypodermic injection 
destruction of filaria bancrofti, iv. 804; 
indications for, in tabes, iv. 2'2; by 
intramuscular injection in syphilis, ii. 
402; by intravenous injection in destruc- 
tion of filtiriFi bancrofti, iv. S04; by intra- 
venous injection, in spinal syphilis, iv. 
274; by intra venous inject ion, in syphilis, 
ii. 402; by intravenous injections, in 
tabes, iv. 194; in paralysis of bladder, iv. 
123; in pernicious anemia, iii. 829; in 
pregnancy, ii. 417; in progressive par- 
alysis of the insane, iv. 494; as suhsti-, 
tute for utoxyl in trypanosomiasis, iv. 
762; in syphilis, ii. 399; in syphilis con- 



traindicated, ii. 400; in syphilis of 
liver, iii. 265; in syphilis of pancreas, 
iii. 302; in syphilis of upper respiratory 
tract, iii. 348; in syphilitic arthritis, ii. 
290; in tabes not contraindicated by 
impending amaurosis, iv. 199; in tropi- 
cal relapsing fever, iv. 775. 

Arsenophenylglycin, use of, as substitute 
for atoxyl in trypanosomiasis, iv. 
762. 

Arsenophenylelycochol, use of, in hydro- 
phobia, ii. 333. 

Arteries, diseases op, iii. 753; Adams- 
Stokes syndrome, iii. 772; aneurysm, 
iii. 763; angina pectoris, iii. 767; arterio- 
sclerosis, iii. 753: heart block, iii, 772. 

Arteriosclerosis,, iii. 554; association of, 
with cerebral hyperemia, iv. 385 ; 
chronic myncanlial insuflicicncy due tc, 
iii. 707; diabetes associated with, ii. 
754; digitalis in treatment of, iii. 
5Si); effect of occupation upon, iii. 757; 
etiological considerations in, ui. 754; 
as a factor in causation of cerebral 
thrombosis, iv. 395; hydrotherapy for 
relief of, i. ((24, iii. 760; influence of 
climate upon, ; . 282, iii. 760; mechano- 
therapy for relief of, i. 351; medic- 
inal treatment of, iii. 761; phlebosele- 
rosis associated with, iii. 762; as pre- 
disposing cause of neuralgia, iv. , 336; 
rise of blood pressure in, iii. 754; treat- 
ment of, in general, iii. 757. 

Arthigon, use of, in gonococcal arthritis, v. 



614. 



r. 814. 



serum treatment of, 



Ahthhitik, alveolar abscess and, 

636; as a complication of scarlet fever, 
ii. 132; chronic, polyvalent streptoco 
horse serum in, v. 176; com piemen 
fixation test in, v. 140; complies 
cerebrospinal meningitis, v. 552, 
confusing nature of symptoms in, ii. 
deforming, vaccine therapy for, v. 175; 
hemolytic streptococci cause 
pyorrhea and, v. 635; static types of, i 
693; treatment of, by vaccination, 
693. 

Arminrns, aittk, associated with ! 
infections, ii. 290; classification of, 
287; complicating the infectious di 
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ii. 288; pathogenesis of, ii. 284; rheumatic 
fever and, ii. 291. 

Arthritis, chroma, due to syphilis, ii. 693. 

Arthritis, chronic infectious, ii. 687. 

Arthritis deformans, anatomical types of, 
ii. 689; differentiated from gout, ii. 676; 
general condition in, ii. 690; hydro- 
therapy for, ii. 692; hydrotherapy for 
relief of, i. 648; infectious type of, ii. 
687; massage and gymnastics for relief 
of, i. 327; principles governing, ii. 689; 
treatment of, ii. 690; treatment of, by 
building up natural defenses of body, ii. 
691; treatment of, by passive exercise, 
ii. 693; treatment of, by removal of 
foci of infection, ii. 691. 

Arthritis deformans, gonococcal arthritis 
and, v. 580; vaccine therapy for, v. 175. 

Arthritis, gonococcal, ii. 293, v. 578-581 ; 
Bier's method of treatment for, ii. 294; 
electrotherapy for relief of, i. 414; hydro- 
therapy for relief of, i. 631; septicemia 
following, v. 585; serum treatment of, 
v. 618, 619; treatment of, in general, ii. 
293; vaccine treatment of, v. 613-615. 

Arthritis, gonorrheal. See Arthritis, 
gonoccoccal. 

Arthritis, infectious, ii. 687; surgical 
treatment of, ii. 691; treatment of, in 
general, ii. 690. 

Arthritis, rheumatoid. See Rheumatoid 
arthritis. 

Arthritis, syphilitic, ii. 288. 

Arthritis, toxemic. See Arthritis, in- 
fectious. 

Arthritis, tuberculous, electricity con- 
joined with X-ray in treatment of, i. 
403; radiant light and heat in treatment 
of, i. 452. 

Arthropathies, in tabes, iv. 191; treat- 
ment of, in hemophilia, iii. 887. 

Arthropods, treatment of bites and stings 
by, iv. 701. 

Arthrosia podagra. See Gout. 

Arthus, experiments of, on anaphylaxis, v. 
37; on dosage of sensitization in experi- 
mental anaphylaxis, v. 41. 

Articular fluids, examination of, for 
gonococcus, v. 595; in gonococcal arthri- 
tis, v. 581. 

Articular rheumatism, acute, hydro- 
therapy for relief of, i. 649. 

Articular rheumatism, chronic, ap- 



plication of hydrotherapy to relief of, 
i. 629. 

Artificial feeding. See Feeding. 

Artificial pneumothorax. See Pneu- 
mothorax. 

Artificial respiration, employment of, in 
asphyxia of newborn from paralysis of 
diaphragm, iv. 290; in bronchial asth- 
ma, iii. 389; in curare poisoning, iv. 
710; in fish poisoning, iv. 700; in 
Landry's paralysis, iv. 700; in poison- 
ing from strychnos and allied plants, 
iv. 712; in pulmonary edema, iii. 409; 
as remedy for poisons causing heart 
failure, i. 148; in strophanthus poison- 
ing, iv. 711. 

Arylarsonates, use of, in pernicious anemia, 
Li. 828. 

Asafetida, use of, in peristaltic unrest, iii. 
250. 

Ascariasis, iii. 250; prophylaxis against, 
iii. 251; treatment of, iii. 251. 

Ascaris lumbricoides, iii. 250. 

Ascites, accompanying cirrhosis of liver, 
iii. 283. 

AsciTES-BLOOD-AGAR plates, preparation 
of, v. 594. 

Ascites fluid, use of, in culture media for 
gonococcus, v. 592. 

Asepsis, of catheterism, iv. 157. 

Aseptic meningitis, v. 513. 

Ashburn and Craig, investigations by, on 
transmission of yellow fever, iv. 874. 

Asiatic cholera, iv. 843; action of toxins 
in, iv. 847; communal prophylaxis 
against, iv. 328; convalescence from, 
iv. 854; diet in, iv. 854; Fischer's 
method of relieving anuria in, iv. 854; 
hydrotherapy for, i. 639; immunizing 
properties of cholera sera in, v. 286; 
indications for methods of treatment in, 
other than serum, v. 292; individual 
prophylaxis against, iv. 844; intravenous 
injections of saline solution in treatment 
of, v. 293; Kraus serum for treatment of, 
v. 284; mortality from, under Rogers' 
treatment for, iv. 849; mortality from 
under serum treatment for, iv. 848; mor- 
tality from,with and without inoculation, 
iv. 846 ; nature of toxins in, iv. 847, v. 280 
prophylactic inoculation against, iv. 845 
prophylaxis against, in general, iv. 843 
Rogers' treatment for, iv. 849, v. 291; 
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serum therapy for, iv. 848, v. 280; stamp- 
ing out of epidemics of, iv. 846; symp- 
toms of, v. 232, 293; transmission of, 
iv. 843; treatment of, iv. 848; treatment 
of, by ene.mata of scrum, v. 293; treat- 
ment of, in Russia, with sera, v. 289; 
treatment of, with cholera immune sera, 
V. 288; uremia us a eomj illation of, iv. 
852; vaccination for prophylaxis in, v. 
280; vaccine treatment of, v. 280. 

pellagra, ii. 655. 

Aspergillus fumjuatcs, as cause of pella- 
gra, ii. 655. 

Aspiration, in acute nephritis for relief 
of edema, iv. 61; of bladder for relief 
of urethral stricture, iv. 172; of body 
cavities in uremia with edema, iv. 52; 
danger of introducing infected materia! 
in, during unconsciousness, iii. 439; 
in diagnosis nf empyema aeeumpanyiug 
tuberculosis, ii. 503; in echinocoeeus 
disease, iii. 25li; us exploratory measure 
in mediast initis, iii. 504; for relief of 
pleural effusion accompanying tuber- 
culosis, ii. 503; for relief of pneu- 
mothorax accompanying tuberculosis, 
ii. 503; of serous cavities in beri-beri, 
iv. 870; in serous effusion from cardiac 
insufficiency, iii. 672; useless in em- 
pyema, iii. 485. 

Aspiration pneumonia. See Pneumonia, 
aspiration. 

Aspirin, use of, in acute laryngitis, iii. 338; 
in acute rheumatism, ii. 302; in acute 
scarlatinal arthritis, ii. 2**; in bronchial 
asthma, iii. 3S8; in cerebrospinal menin- 
gitis, v. 548; in chorea minor, iv. 678; in 
"colds" during tuberculosis, ii. 504; in 
diabetes mellitus, ii. 745; in herpes 
zoster, iv. 359; in influenza, ii. 187; in 
Landry's paralysis, iv. 329; in measles, 
ii. 151 ; for neuralgia associated with 
rheumatism, iv. 337; in optic neuritis 
without apparent ci 
pneumonia, ii. 227 ; 
ii. 663; to reduce 
bronchopneumonia, 
Buce temperature 



in polymyositis, 

temjierature in 

iii. 418; to re- 

l pleurisy, 



reduce temperature and pain in 
acute tonsillitis, iii. 31; to reduce tem- 
perature in tuberculosis of larynx, iii. 
34l.i; for relief uf headache due In cere- 



bral thrombosis, iv. 3fl9; for relief of 
headache in neurasthenia, iv. 574; for 
relief of headache in pachymeningitis 
interna hemorrhagica, iv. 364; for relief 
of insomnia due to brain tumor, iv. 447; 
for relief of myositis, iv. 015; for relief 
of pain in acute loculized jierilmiitis, 
iii. 311; for relief of pain and irritability 
in acute inflammation of nasal sinuses, 
iii. 334; for relief of pain in Malta fever, 
iv. 855; for relief or pain in polymyositis, 
iv. 330; in rheumatic cases of facial 
paralysis, iv. 311; in Itoeky Mountain 
fever, ii. 561; in seplieupyemia, ii, 283; 
in Weil's disease, ii. 568. 

Aspirin combined with aconite, use of, for 
nasid and frontal sinus headaches, iv. 
612. 

Aspirin combined with Dover's powder, u«e 
of, in acute laryngitis, iii. 338. 

Aspirin and qulnin, use of, combined with 



abortive, treatment 



Dover's powde; 

of acute rhinitis. 
Association 

in psychotherapy, 
Asthenia, 
Asthma, bronvhial, iii. 370; drugs in 

treatment of, iii 3S2; epinephrin for re- 
lief of, i. 798; frequency of, among coal 

miners, iii. 425; hydrotherapy for relief 

of, i. 625; influence of climate upon, iii. 

380; influence of 

379; pulmonary' ' 

433; tendency to, 

between attacks. 

during attack, iii 
Asthma, 
Asthma, 

dial insiifiii-ieney, 
Asthma, 
Asthma, 
Asthma, pei 
Asthma, to: 
Astringents, 

persons, 

koplakia, iii. 1! 

eating measles, 

form of measle 



nphysema due to, iii. 
iii. 379; treatment of, 
ii. 379; treatment of, 
385. 
iii. 379. 

407; due to myocar- 
itt. 737. 
See Hay fever. 
.379. 



i of, in acute diarrhea of old 
195; contraindicated h 
HI. in eiilerneiilii is ;■( 
160; in hemorrl 
154, 155; by injec 
tions, in chronic gonorrheal urethril 
iv. 155; locally in nasal and frontal si 
headache, iv. 613; unsatisfactory : 
chronic stage of hacillary dysentery, !i, 
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Asymmetry of face, presence of, in trau- 
matic hematoma, iv. 366. 

Ataxia, appearance of, in tabes, iv. 189; 
massage and gymnastics in treatment 
of, i. 316. 

Ataxia, cerebellar, hereditary, See He- 
reditary cerebellar ataxia; as a symptom 
of thrombosis, iv. 396; as a symptom of 
tumor in cerebellopontine recess, iv. 444. 

Ataxia, Friedreich's. See Friedreich's 
ataxia. 

Ataxia, frontal, as symptom of brain 
tumor in frontal lobe, iv. 439. 

Atelectasis, method of combating, in bron- 
chopneumonia of young children, iii. 419. 

Atherosclerosis. See Arteriosclerosis. 

Athetosis, as a symptom of cerebral di- 
plegia type of cerebral palsies of children, 
iv. 411. 

Athletics, competitive, as cause of car- 
diac insufficiency, iii. 700. 

Athyrea and hypothyrea, iii. 923; gen- 
eral considerations regarding, iii. 923; 
iodothyrin in treatment of, iii. 924; men- 
tal effects of, i. 693; physical effects of, 
i. 691; spontaneous, i. 693; sporadic, i. 
696; thyroid gland in treatment of, iii. 
923, 924; thyroidin in treatment of, iii. 
924; transplantation for relief of, iii. 924. 

Atmosphere, barometric pressure of, i. 257; 
composition of, i. 257; dust contained in, 
i. 258, 275; humidity of, i. 250; impuri- 
ties contained in, i. 258, 275; relation of 
altitude to, i. 255. 

Atmospheric dust, influence of, upon 
health, i. 275; nature of, i. 258. 

Atmospheric humidity, as a climatic fac- 
tor, i. 250; determination of, i. 252; 
physiological influence of, i. 263. 

Atmospheric impurities, influence of, on 
health, i. 275; nature of, i. 258. 

Atony of sphincter, as a cause of enure- 
sis, iv. 128. 

Atony of stomach. See Gastric atony. 

Atophan, use of, in acute gout, ii. 682. 

Atoxyl, use of, in framboesia tropica, iv. 781 ; 
by hypodermic injection, necessary in 
pellagra, ii. 657; by hypodermic injec- 
tion, suggested in verruga peruviana, iv. 
880; by intramuscular injection, in kala- 
azar, iv. 770; by intravenous injection, 
in destruction of filaria bancrofti, iv. 
804; in pellagra, ii. 657; in pellagra fol- 



lowed by atrophy of optic nerve, ii. 657; 
in pernicious anemia, iii. 828; in syphilis, 
ii. 398; in trypanosomiasis, iv. 761. 

Atoxyl and thioglycholic acid, use of, in 
treatment of hydrophobia, ii. 333. 

Atoxyl derivatives, use of, in trypanosomi- 
asis as substitute for atoxyl, iv. 762. 

Atriplex littoralis, iv. 769. 

Atriplicism, iv. 709. 

Atrophy, of cerebellum. See Cerebellum; 
massage and gymnastics in treatment of, 
i. 314; of muscles, in anterior poliomye- 
litis, iv. 235; of optic nerve, See Optic 
atrophy; presence of, in tabes, iv. 191; 
of skin, due to X-ray therapy, i. 520. 

Atropin, use of, in acute opium poisoning, 
ii. 611; as antidote to physostigma ve- 
nenosum, iv. 712; in bronchial asthma, 
iii. 383, 388; in cardiac failure, during 
pneumonia, ii. 193; in cholera infantum, 
iii. 204; in chronic dilation of stomach, 
iii. 180; in chronic opium poisoning, ii. 
616; in " colds" accompanying tubercu- 
losis, ii. 504; in collapse due to thora- 
centesis, iii. 482; in continuous gastric 
hypersecretion, iii. 106; contraindicated 
for edema of glottis in acute nephritis, 
iv. 62; to control night sweats, ii. 505, 
iv. 117; in diabetes mellitus, ii. 745; in 
gastric hyperacidity, iii. 91; in heart 
block, iii. 772; by hypodermic injection 
in acute gastritis, iii. 156; by hypoder- 
mic injection in gastric hypersecretion, 
iii. 102; by hypodermic injection in 
membranous enteritis, iii. 208; by hypo- 
dermic injection in multiple neuritis, iv. 
326; by hypodermic injection in renal 
colic, iv. 105; following injection of an- 
timeningitis serum, v. 529; by instilla- 
tion in care of eyes during smallpox, ii. 
50; in muscarin poisoning, ii. 644; in 
night sweats of tuberculosis, ii. 501; in 
non-bleeding gastric ulcer, iii. 134; in 
paralytic ileus, iii. 238; in poisoning by 
amanita phalloides, ii. 645; for preven- 
tion of anaphylactic reaction, v. 100; in 
progressive bulbar paralysis to relieve 
dribbling of saliva, iv. 501; in ptyalism 
in mumps, ii. 171 ; in pulmonary edema, 
iii. 409; in pulmonary edema compli- 
cating pneumonia, ii. 251 ; in pulmonary 
edema due to injection of pilocarpin, iii. 
408; for relief of acute pulmonary edema 



THEKAPEUSIS 






in nephritis, iv. 51; for relief of dyspnea 
in chronic pulmonary emphysema, iii. 
438; as a respiratory stimulant in Lan- 
dry's paralysis, iv. 329; in scrum sick- 
ness, v. 558; in spastic constipation, iii. 
231 ; as spray in hay fever, iii. 391 ; in 
syphilitic iritis, ii. 414; in tetanus, ii. 
338; in treatment of enuresis, iv. 133; 
in whooping-cough sometimes followed 
by disagreed ilc symptoms, ii. 176. 
Atropin combined with anodynes, use of, 
for relirf of dyspnea in progressive par- 

alysis, iv. 502. 

Atropin and morphin, use of, in preparation 
for thoracentesis, iii. ITS; in renal colic, 
iv. 105; in strangulation of intestines, 
iii. 240. 

Atropin and strychnin, use of, in alcoholism, 
ii. 592; to counteract effects of pilocar- 
pi, iv. 317. 

Atropin, strychnin, and digitalis, use of, in 
delirium tremens, ii. 601. 

Atropin poisoning, l. 22S; poisonous dose 
of atropin in, i. 229; post-mortem ai>- 
pearances in, i. 230; symptoms of, i. 228; 
treatment of, i. 229. 

Attenuation of rabies virus, by dialysis, v. 
729, 730; by glycerin, v. 729; by gradual 
drying, v. 724-726; by heat, v. 728, 729; 
by rapid drying, v. 727, 728. 

Atwater, factors given by, for calculating 
dietaries for children, i . 74. 

Atwater and Benedict, value of alcohol 
in sparing fa is :iinl ca.rlniliydralcs dem- 
onstrated by, ii. 554. 

Audatjt, oil of turpentine recommended by. 
in phosphorus poisoning, ii. 624. 

Auory, administration of mercury by rec- 
tum advocated by, ii. 373. 

Acer and Lewis on heart block in ana- 
phylactic reaction, v. 62. 

Acer and Robinson on functional car- 
diac disturbances in anaphylactic rab- 



l.il, i 



I, 64. 



. Ml I, 039; treatment o 



iv. 315. 
Auricular exth asystoles, iii. 568. 
Auricular fibrillation, iii. 570, 739. 

AllRICOLAR FLUTTER, Si. 740. 
A IJR [COLO VENTRICULAR E 



Al'KICCLO VENTRICULAR HEART I 



Auscultation, in diagnosis of brain tumor, 
iv. 444. 

Austen, on recognition of tsetse fly, iv. 766. 

Austin and F roth i nub am on serum ag- 
glutination test for typhoid fever, v. 
207. 

Austria, introduction of vaccination into, 



Austrian, on ophthalmic diagnostic reac- 
tion in typhoid, v. 210} on technique of 
typhoid-ojihthalmo reaction, v. 158. 

Autoanti bodies, effects of, in vivo, v. 767; 
in experimental cancer in vitro, v. 767, 
768. 

Autogenous vaccines, use of, in fusiform 
bacillus infections, v. 637; in gonococ- 
cal arthritis, v. 613; in treatment of ty- 
phoid carrier, v. 223. 

Autohypnosis, i. 571. 

Auto infection, by oxyuris vermieularis, 
iii. 252. 

Autoinoc ulation, 
from, ii. S2. 

Adtoinoculation 

521; control of, ii. 521 

tion to, ii. 523; rest in relation to, ii. 

524, 525. 

Autointoxications, as a cause of chronic 
myelitis, iv. 229. 

Autulysiks, action of. in experimental can- 
cer in vivo, v. 768, 769. 

Autolysis of the gonococcus, v. 597. 

Autolyzed pneumococci. See Pneumo- 



Autolyzed v; 

v. 764, 765, 779-781; in treatment of 

pneumonia, v. 491, 492. 
Automassage, use of, in constipation, iii. 



generalized vaccinia 



tuberculosis, ii. 
12; exercise in rela- 



tuberculous 



228. 
Autosero therapy. 

peritonitis, iii. 320. 

Autosuggestion, association of, with hys- 
teria, i. 564. 

Autotoxic methemoglobinemia, iii, 896. 

Aatovaccination, for cancer, v. 781, 782. 

Autumn catarrh, pollen of Dicotvledones 
cause of, v. 673, 675. 

Avian tubercle bacilli, inoculations of, 
used in preparation of serum for treats 
ment in leprosy, ' 

Avulsion method, of nerve cutting for relief 
of trigeminal neuralgia, 
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Axenow on use of antistreptococcus serum 
in scarlet fever, v. 646. 

Bab, report of acne cases treated with vac- 
cines by, v. 630. 

Babes, experiments of, in treatment of lep- 
rosy with serum of animals inoculated 
with avian tubercle bacilli, v. 387; on 
antirabic serum, v. 734. 

Babes and Zambolovice, bacillus isolated 
by, in stomatitis gangrenosa, iii. 12. 

Babes-Kedrowsky type op acid-past or 
acid-resistant diphtheroid bacillus 
in leprosy cases, v. 383. 
Babes' serum-vaccine treatment for rabies, 
v. 732. 

Babinski sign, presence of, in acute hem- 
orrhagic superior polioencephalitis, iv. 
406; in cerebral diplegia type of the 
cerebral palsies of children, iv. 410; in 
diagnosis of Friedreich's ataxia, iv. 216; 
in diagnosis of hereditary cerebellar 
ataxia, iv. 217; in multiple sclerosis, iv. 
280; in spastic spinal paralysis, iv. 268; 
in traumatic hematoma, iv. 366. 

Bacelli's method, of treating tetanus, ii. 339. 

bacillary dysentery, v. 249. 

Bacilli, fusiform, infection of the 
mouth by, v. 635, 636; specific treat- 
ment of, v. 639. 

Bacilli of dysentery. See Dysentery- 
bacilli. 

Bacillin-emulsion, Koch's, See Koch; use of, 
in tuberculosis of mediastinal lymph 
glands, iii. 507. 

Bacillin-emulsion and broth filtrate, use of, 
in tuberculosis of mediastinal lymph 
glands, iii. 507. 

Bacillus anthracis, meat poisoning 
caused by, ii. 639. 

Bacillus botulinus, meat poisoning due 
to, ii. 634; symptoms of, ii. 635; treat- 
ment of, ii. 635. 

Bacillus breslaviensis, meat poisoning 
due to, ii. 637. 

Bacillus coli communis, association of, 
in septic processes, v. 232; bacterial 
therapy in lesions produced by, v. 232; 
cultural characteristics of, v. 233; cys- 
titis caused by, v. 220; differentiation of, 
from gonococcus, v. 595, 599; discovery 
of, v. 232; in pyelitis or pyelo-nephritis, 
differentiated from other organisms, v. 



242; invasion of the genito-urinary tract 
by, diseases caused through, v. 238; mi- 
gration of, into blood stream, conditions 
necessary for, v. 233; occurrence of, v. 
232; organisms associated with, v. 235; 
pyelitis caused by, v. 239; spread of in- 
fection of, to tissues other than the in- 
testinal tract, v. 237; tolerance to, of 
tissues outside intestinal tract, v. 235; 
urethritis caused by, v. 238; wounds in- 
fected by, vaccine therapy of, v. 246. 

Bacillus enteritides, association of, with 
colon bacillus, v. 235; cultural charac- 
teristics of, v. 233; meat poisoning due 
to, ii. 636; treatment of, ii. 637. 

Bacillus gangosa, iv. 880. 

Bacillus lepra, discovery of, by Hansen, 
v. 383; uncertainty of successful cultiva- 
tion of, v. 385. 

Bacillus of influenza, discovery of, ii. 
184; endocarditis caused by, ii. 193; 
meningitis caused by, ii. 193; pure cul- 
ture of, obtained from an appendiceal 
abscess, ii. 190. 

Bacillus paratyphosus, epidemics of fish 
poisoning due to, ii. 640; meat poisoning 
caused by, ii. 638. 

Bacillus pestis, iv. 832. 

Bacillus piscicidus agilis, epidemic 
among fish due to, ii. 640. 

Bacillus pneumoniae, meat poisoning 
caused by, ii. 639. 

Bacillus proteus vulgaris, association 
of, with colon bacillus in lesions, v. 235; 
epidemic among fish caused by, ii. 640; 
meat poisoning caused by, ii. 638. 

Bacillus salmonicida, epidemic among 
trout due to, ii. 640. 

Bacillus scarlatina, ii. 114. 

Bacillus suisepticus, meat poisoning due 
to, ii. 638. 

Bacillus typhosus. See Typhoid bacilli. 

Bacillus Y of dysentery, v. 249. 

Backache accompanying acute nephritis, 
iv. 62. 

Bacmeister on tubercle bacilli in the blood, 
v. 312. 

Bacon, use of, in diabetes mellitus, ii. 721. 

Bacteria, in the normal mouth, iii. 1, v. 
635; selective action of, in body tissues, 
v. 201; tissue disintegration caused by, 
v. 202. 

Bacteria, diseases due to, iv. 825; 
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iv. 843; leprosy, iv. 825; 
855; plague, iv. 832. 
as a cause of cerebral 
400. ' 

Bacterial filtrates, non-specific, v. 34. 

Bacterial growths, extracts from, use of, in 
leprosy, iv. 830. 

Bacterial infection, Abderbalden's theo- 
teof: by breaking up of body 
cells by ferments of invading organisms 
and utilizing them for bacterial proteins, 
v. 16; by proteolysis or breaking up of 
•s of body indirectly brought about 
by ferments of invading organisms, v. 16; 
by proteolysis products of foreign bac- 
terial protein in body, v. 16; Vaughan's 
theory of cause of: by proteolysis of 
bacterial protein in body, v. 16. 

Bacterial life, effects of X-ray upon, i, 
529. 

Bacterial meningitis, v. 513. 

Bacterial poisons, i. 150. 

Bacterial products, intoxication from a 
possible cause of beri-beri, iv. 865. 

Bacterial protein, freed in tissue cells, 
separation in vitro of, by Vaughan's 
method, v. 201 ; immunity produced by 
final digestion of, by body ferments, v. 
202; symptom* produced by injections 
of, v. 201; producis of digestion of, in 
body, cause of intoxication, v. 16. 

Bacterial proteolysis of typhoid bacillus 
in tissues, cause of typhoid mauifeata- 



Bacterial 

terial examination of cerebrospinal fluid 
in, v. 518. 

Bacterial therapy in typhoid fever, v. 
199. 

Bacterial toxins, influence of, in produc- 
tion of arteriosclerosis, iii. 756. 

Bacterial virus, use of, in destruction of 
rats conveying plague, iv. 841. 

Bacteriemia with cerebrospinal menin- 
gitis, serum treatment of, v. 535-540. 

Bacteriological diagnosis of typhoid 
fever, v. 202. 

B a cte ri ologi c al 
meningitis, iv. 

Bactehiuhia, as 



Baelz, diuretic mixture recommended by, 
■or use in beri-beri, iv. 868. 




Baelz's disease. See Inflammation of 
labial glands. 

Baetz on use of vaccines in treatment of 
gonococcal arthritis, v. 614. 

Baetz and Bates on typhoid agglutination 
tests in diseases other than typhoid, v. 
210. 

BAGiNSRYOn use of iiiitistrepiocoecus serum 
in scarlet fever, v. 646. 

Bail's experiments of bacterial inoculations 
in immunity, v. 24. 

Baillie's pill, iii. 286. 

Balanitis, as a cause of enuresis, iv. 130; 
metastatic lesions following, v. 578. 

Balapjoposthitib, complicating acute gon- 
orrhea, iv. 149. 

Balanotherapeutics, value of, in tabes, iv. 
201. 

Balantidium coli, diseases due to, iv. 
776. 

Balfour, new species of spirochete de- 
scrilwd by, iv. 774. 

Balunger, leukodescent lamp recom- 
mended by, in treatment of acute 
uvulitis, iii. 24. 

Balneologt, i. 651 ; action of mineral 
waters in, i. t>. r i*; in alimentary diseases, 
i. 667; in blood diseases, i. 665; in car- 
diac diseases, i. 665; choice of Spa for, 
i. 660; classification of mineral waters 
for, i. 655; composition of mineral waters 
for, i. 653; gases in, i. 653; indications 
for Spa for. i, 660; introduction to, i. 
651; principles of, i. 651; radio-activity 
in, i, 655, 657; in renal and bladder dis- 
orders, i. 666; in respiratory diseases, i. 
665; in rheumatism, i. 667; special ap- 
plications of, 1. 60S; in tardy eonvales- 
eence, i, 664; temjieraturc of mineral 
waters, i. 654; thermal springs in, i. 
654; virtues of Spas for, i. 652. 

Balneotherapy, employment of, in exoph- 
thalmic goiter, iii. 915; in neurasthenia 
and psychasthenia, iv. 564. 

Balsam of Peru, use of, in atrophic rhinitis, 
iii. 331; in leukoplakia, iii. 19; to re- 
lieve itching, in varicella, ii. 113. 

Balsamics, inhalation of, for relief of gan- 
grene of lung complicating pneumonia, 
ii. 253; use of, in acute urethral gonor- 
rhea, iv. 139, 140. 

Bamburger, description by, of paroxysm 
o: asthma, iii. 385. 
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Bananas, in treatment of diabetes mellitus, 
ii. 740. 

Bandage, abdominal, employment of, in 
movable spleen, iii. 904; suspensory, See 
Suspensory bandage; use of, for relief 
of intercostal neuralgia, iv. 357. 

Bandaging of extremities, for relief of cere- 
bral anemia, iv. 382; for relief of phlebitis 
complicating typhoid fever, ii. 28. 

Bandelier on results covering tubercle 
bacilli in sputum following tuberculin 
treatment, v. 320, 321. 

Banks' bougie, use of, in urethral stricture, 
iv. 170. 

Bannermann, method of precaution insti- 
tuted by) in preparation of plague 
vaccine, iv. 840. 

Banti, splenectomy first advocated by, in 
splenic and pernicious anemia, iii. 907. 

Banti's disease, iii. 906; results of opera- 
tion for, iii. 907; X-ray therapy for 
relief of, i. 554. 

Barbel cholera. See Cholera. 

Barbezieux, method employed by, for 
use of salicylates in beri-beri, iv. 869. 

Bardswell, scheme devised by, to supply 
variety of diet in tuberculosis, ii. 543. 

Barfurth and Schottmuller on use of 
vaccines in gonococcal pelvic infections, 
v. 617. 

Barium chlorid for prevention of anaphylac- 
tic reaction, v. 100. 

Barley water, use of, as article of invalid 
dietary, i. 122; as food in cholera in- 
fantum, iii. 205; to relieve cough in 
chronic bronchitis, iii. 374. 

Barnett on vaccine treatment of vulvo- 
vaginitis, v. 835. 

Bartholinian abscess, metastatic lesions 
following, v. 578. 

Barometric pressure, as climate factor, 
i. 257; effect of on blood, i. 271; physio- 
logical influence of reduction in, i. 
268. 

Baruch, method of giving general bath 
employed by, i. 614; "neurovascular 
training" devised by, i. 646. 

Basal tumors, iv. 441. 

Base of brain, tumors at. See Basal 
tumors. 

Basedow's disease. See Exophthalmic 
goiter. 

Basham's mixture, use of, in nephritis ' 



complicating influenza, ii. 194*, in ne- 
phritis complicating scarlet fever, ii. 
134. 

Basic fuchsin, use of, as application to ulcers 
in frambcesia tropica, iv. 781. 

Basic triphenylmethane dyes, use of, in 
trypanosomiasis, iv. 763. 

Basilar syphilitic meningitis. See 
Meningitis, basilar syphilitic. 

Bassett-Smith, report by, on use of vaccine 
therapy in Malta fever, iv. 855. 

Bates, on blood cultures and agglutination 
tests in mild atypical typhoid fever, 
v. 204. 

"Bath, air," use of, to reduce temperature 
in pneumonia, ii. 232. 

Bath, alcohol sponge, use of, to relieve night 
sweats in tuberculosis, ii. 501. 

Bath, cold sponge, therapeutic use of, in 
bacillary dysentery, ii. 324; in measles, 
ii. 149; in meat posioning, ii. 635; in 
pneumonia, ii. 234; in Rocky Mountain 
fever, ii. 561; in scarlet fever, ii. 125; 
in typhoid fever, ii. 18; in Weil's disease, 
ii. 568. 

Bath, continuous, sedative effect of, i. 620. 

Bath, continuous, therapeutic uses of, i. 
199. 

Bath, continuous warm, use of, in treatment 
of bedsores accompanying acute myeli- 
tis, iv. 227; in treatment of infantile 
paralysis, i. 645. 

Bath, creosote vapor, method of, in bron- 
chiectasis, iii. 395. 

Bath, fan, therapeutic use of, in typhoid 
fever, ii. 16. 

Bath, full tub, use of, in neurasthenia, iv. 
553. 

Bath, half. See Half bath. 

Bath, hot air, use of, in cardiac insufficiency, 
iii. 678; in nephritis complicating scarlet 
fever, ii. 133, 134; as preventive of acute 
bronchitis, iii. 352; for relief of anuria 
in nephrolithiasis, iii. 107; in treatment 
of morphinism, ii. 620. 

Bath, mustard, use of, in cholera infantum, 
iii. 204. 

Bath, mustard foot, use of, in acute rhinitis, 
iii. 327; in bronchial asthma, iii. 389. 

Bath, neutral, use of, to relieve nervous 
symptoms in intestinal autointoxica- 
tion, ii. 673. 

Bath, salt sponge, use of, to reduce tern- 
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perature in tuberculosis of mediastinal 
lymph glands, iii. 507. 

Bath, sitz. See Sitz bath. 

Bath, soap, use of, as general tonic in 
atrophic rhinitis, iii. 330. 

Bath, sponge, use of, in chronic pneumonia, 
iii. 423. 

Bath, vapor, therapeutic use of, in ne- 
phritis complicating scarlet fever, ii. 
133, 134. 

Bathing, importance of, in nephritis, iv. 32. 

BATTiMOTnoFic infh:enceh, on cardiac 
muscle, iii. 537. 

Baths, advantages from early use of, i. 185; 
heneftt of cold in, i. 189; benefit from 
heat in, i. 192; extremes of tempera- 
ture applied by means of, i. 200; gen- 
eral, i. 194; localized, i. 200; therapeutic 
uses of, in general, i. 185; value of, in^ 
cardiac insufficiency, iii. 618; value of, 
in eardiac neurasthenia, iii. 777, 778; 
value of, in typhoid fever, i. 218. 

Baths, alkaline, use of, in eiipaibal puison- 
ing, iv. 141 ; for relief of itching in acute 
nephritis, iv. 62. 

Baths, alternate cold and hot, UBe of, in 
yellow fever, iv. 871. 

Baths, bran, use of, to relieve itching in 
carcinoma of pancreas, iii. 305. 

Baths, carbon dioiid, use of, in after-treat- 
ment of acute infectious myocardit in, 
iii. 751; in cardiac insufficiency, iii. 615; 
in chronic myocarditis, iii. 724, 734; con- 
traindications to, in aneurysm, hi. 766; 
contraindications to, in chronic myo- 
cardial insufficiency, iii. 717, 721, 731; 
indication!! and contraindications for, 
ill, 622; in late stages of acute endo- 
carditis, iii. 746; in neurasthenia and 
psychasthenia, iv. 557, 504; physiological 
effects of, iii. 621 ; in syringomyelia, iv. 
278. See also Nauheim baths. 

Baths, cold full, use of, in hronchial asthma, 
iii. 381; in hay fever, iii. 390; in tetany, 
iii. 927. 

Baths, cold plunge, use of, in chronic bron- 
chitis, iii. 307; conlraiiiiliiTLt.nl in at- 

teriosclerosis, iii. 761. 
Baths, cold sponge, use of, in acute rhinitis, 
hi. 326; in chronic bronchitis, iii. 367; 
in hyperpyrexia! fever, iv. 885; as pro- 
tection against bronchitis, iii. 351; to 
reduce temper ah ire in epidemic dropsy, 



iv. 876; to reduce temperature in plague, 
iv. 843; to reduce temperature in poly- 
myositis, iv. 330; to reduce temperature 
in reaction stage of Asiatic cholera, iv. 
852; over region of larynx as prophy- 
lactic measure again.-*! spasmodic laryn- 
gitis, iii. 342. 

Baths, cold tub, use of, in cerehral hyper- 
emia, iv. 3Rr>; contraindicated in acute 
nephritis, iv. 56; contraindicated in 
chronic parenchymatous: nephritis, iv. 
29, 32; contraindicated in diabetes mel- 
litus, ii. 747; contraindicated in influ- 
enza, ii. 188; in erysipelas, ii. 276; in 
measles, ii. 149; in pellagra, ii. 660; in 
pneumonia, ii. 233; to reduce tempera- 
ture in acute cerebral meningitis, iv. 
372; to reduce temjicrature in broncho- 
pneumonia, iii. 418; to reduce tempera- 
ture in dengue, iv. 875; in reduction of 
obesity, ii. 798; in scarlet fever, ii. 126; 
in septicopyemia, ii. 282; in smallpox, 
ii, 47; in tuhcri-ul'i-ns nf kidney, iv. 115; 
in typhoid fever, ii. 16. 

Baths, compressed air, use of, in bronchial 
asthma, iii. 381. 

Baths containing Iron, use of, in chlorosis, 
iii. 818. 

Baths, cool full, use of, in hyperpyrexia! 
fever, iv. SS5; for relief of headache due 
to brain tumor, iv. 448. 

Baths, cool sponge, use of, in acute diffuse 
peritonitis, iii. 318; contraindicated in 
cerebrospinal meningitis, ii. 213; in in- 
fantile diarrhea, ii. 319; to reduce tem- 
perature in pleurisy, iii. 468. 

Baths, effervescent saline, use of, in bron- 
chial asthma, iii. 382. 

Baths, general, i. 614; ablution in, i. 614; 
cold plunge, i. 619; cold rub, i. 616; eold 
sponge, i. 616; continuous, i. 619; drip 
sheet, i. 615; full, i. 618; graduated, i. 
618; half, i. 615; hammock, i. 619; 
Neptune's girdle, i. 618; of radiant light 
and heat, i. 454, 456; of radioactive wa- 
tere,i.467; shee:,i.615; warm full. i. 619. 

Baths, hot salt, use of, in tuberculosis of 
mediastinal lymph glands, iii, 506. 

Baths, hot sponge, use of, in pneumonia, 
ii. 232. 

Baths, hot tub, use of, in acute alcoholism, 
ii. 585; in after-treatment of morphin- 
ism, ii. 619; in arthritis deformans, ii. 
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fi!)!i; in asthenic form of measles, ii. 1.">1; 
in bronchopneumonia, iii. -118; in car- 
diac insufficiency, iii, (ITS; in cerebro- 
spinal meningitis, ii. 213; in chlorosis, 
iii. 813; in chronic opium poisoning, ii. 
615; con t ruin dictitcd in cerebral hyjwr- 
emia, iv. 3S5; contraindieated in chronic 
cerebral hyperemia, iv. 387; contraiiuM- 
cated in marantic sinus thrombosis, iv. 
427; contraindicated in multiple sclero- 
sis, iv. 281; in measles, ii. 150; in mi- 
graine, iv. 604; in myositis, iv. 615; in 
nephritis complicating scarlet fever, ii. 
133; in pellagra, ii. tHil); in pneumonia, ii. 
234; for relief of renal colic, iv. 101; 
in Rocky Mountain fever, ii. 5G1; in 
spasmodic laryngitis, iii. -S-t'J; in spinal 
syphilis, iv. 274; in wood alcohol 
poisoning, ii. 607. 
Baths, hydroelectric, use of, in cardiac in- 
sufficiency, iii. 634 ; indications for, 
iii. 635; physiological nclion of, iii. 634. 
Baths, iced, use of, in insolation, iv. 694. 
Baths, incandescent light, use of, in chronic 

bronchitis, iii. 378. 
Baths, medicated, use of, in leprosy, iv. 
830; of no value in treatment of 
nephritis, iv. 32. 
Baths, mercurial, use of, in hereditary syph- 
ilis, ii. 418; in syphilis, ii. 375. 
Baths, modified carbonated, use of, for relief 
of cardiac palpitation in neurasthenia, 
iv. 576. 
Baths, Hauheim. Sec Naulieim baths. 
Baths, oxygen, iii. 634. 
Baths, prolonged, hot tub, use of, for relief 

of spasticity in spinal syphilis, iv. 274. 
Baths, prolonged lukewarm, use of, in amy- 

tropic lateral sclerosis, iv. 259. 
Baths, prolonged warm tub, use of, for re- 
lief of spasticity in syringomyelia, iv. 
279; in spastic spinal paralysis, iv. 270. 
Baths, radium. See Radium baths. 
Baths, salt, use of, in chronic bronchitis, 
i protection against bron- 
chitis, iii. 351; in rachitis, ii. 806. 
laths, tepid full, use of, for relief of cardiac 

palpitation in neurasthenia, iv. 576. 
laths, tepid sponge, use of, in erysipehis, 
ii, 276; in infantile diarrhea, ii. 329; in 
neurasthe 
)aths, tepid tub, use of, in amytropic 
iteral sclerosis, iv. 259; in infantile 




diarrhea, ii. 329; in measles, ii. 149; 
in varicella, ii. 111. 

Baths, therapeutic, iv. 604; benefit of cold 
in, iv. 608; benefit of heat in, iv. 611; 
early use of, iv. 604; extremes of tem- 
perature applied by, means of, iv. 621 ; 
general, iv. 194; value of, in typhoid 
fever, iv. 639. 

Baths, tonic, use of, in multiple sclerosis, 
iv. 281; in tabes, iv. 200. 

Baths, turkish. See Turkish baths. 

Baths, warm full, in arteriosclerosis, iii. 760. 

Bath, warm shower, value of, in arterio- 
sclerosis, iii. 760. 

Bath, warm sponge, use of, in neurasthenia, 
iv. 553; to relieve insomnia in cardiac 
insufficiency, iii. 66. 

Baths, warm tub, use of, in anterior polio- 
myelitis, iv. 238, 240; for attacks of ex- 
citement in progressive paralysis of the 
insane, iv. 495; in cerebrospinal menin- 
gitis, ii. 213; in chronic myelitis, iv. 230; 
in delirium tremens, ii. 599; in diabetes 
mellitus, ii. 748; in nephritis compli- 
cating scarlet fever, ii. 133; in neuritis, iv. 
288; in paralysis following meningitis, ii. 
214; for relief of insomnia in chorea 
minor, iv. 679; for relief of lancinating 
pains in tabes, iv. 196, 200; for relief 
of pain in sciatica, iv. 299; in scarlet 
fever, ii. 125; in smallpox, ii. 47; in 
syphilis, ii, 354. , 

Batrachia, treatment of poisoning due to, 
iv. 699. 

Batimann, thyroidin first discovered by, 
iii. 924. 

Bavaria, introduction of vaccination into, 
ii. 61. 

Baton, treatment of leprosy by, with ex- 
tract from Kedrowskv's culture, V. 392. 

Beard, G. M., on hay fever, v. 670. 

Beard, on neurasthenia, iv. 529. 

Beck's bismuth paste, injection of, in 
treatment of ftstuLr complicating tuber- 
culosis, ii. 505. 

Bed, arrangement of, in bacillary dysen- 
tery, ii. 324. 

Bedbogs, as carriers of Indian relapsing 
fever, iv. 775. 

Bedding, care of, in tuberculosis, ii. 463. 

Bednar'b aphtha:, iii, 7; treatment of, 



Beosohes, precautions against, 






THERAPEUSIS 



myelitis, i 



224; precautions against, in 
9ft; in progressive paralysis 
me, iv. 495; treatment of, 
227; treatment of, 






of the insane, b 
in acute myelitis, 
in typhoid fever, i 

''Beosdres, acute," danger of, in cere- 
bral hemorrhage, iv. 392. 

Bbebe, on specificity of nucleo-proteins, v. 
756, 757. 

Beetle and Rogers' serum for Graves' dis- 
ease, v. 794. 

Beef agar for culture of gonococcus, v. 592. 

Beef juice, use of, for anemia accompany- 
ing rachitis, ii. 806; as article of in- 
valid dietary, i. 123. 

Beef pulp, as article of invalid dietary, i. 123. 

Beef tea, as article of invalid dietary, i. 122. 

Beef and pancreas infusion, use of, in dia- 
betes mellitus, ii. 746. 

Beer, as a cause of chronic myocardial in- 
sufficiency, iii. 729; prohibition or re- 
striction of, in cardiac insufficiency, iii. 
687. 

Beer heart, iii. 707. 

Bearing, active immunity against diph- 
theria with toxin-antitoxin mixtures ap- 
plied to man by, v. 444 experiments of, on 
anaphylaxis, v. 3(1; method of standard- 
ization of diphtheria antitoxin of, v. 437; 
modification of, of Romer's intracuta- 
neous method of estimating amount of 
antitoxin in blood, v. 443; tuberculose of, 
v. 324; tulasclkatin of, v. 324. 

Behring and Ehrliuh method of stand- 
ardization of diphl heria antitoxin, v. 438. 

Behring (Mi Wkhnu.'ke, discovery of anti- 
diphtheric serum by, 434. 

Belching, induction of, for relief of tachy- 
cardia, iii. 787. 

Belgium, introduction of vaccination into, 

ii. 60. 

Belladonna, use of, in acute bronchitis, iii. 
362; in acute enteritis, iii. 194; in acute 
myelitis, iv. 22fl; in bronchial asthma, 
iii. 383; in chronic dilation of stomach, 
iii. 180; in colon baciUuria, iv. 128; 
in enterocolitis complicating measles, 
ii. 161; for enuresis, iv. 122, 133; in 
epilepsy, iv. 663; in exophthalmic 
goiter, iii. 91S; in gastric hyperacidity, 
iii. 92, 95, 100; by inhalation in acute 
brooch it is, iii. 363; iodin combined with, 
to lessen ill effects of, ii. 393; to lessen 



irritabdity of bladder in tuberculous 
kidney, iv. 117; in membranous enteri- 
tis, iii. 208; mixture containing, in ves- 
ical crises of tabes, iv. 197; in peristaltic 
unrest, iii. 250; in prevention of scarlet 
fever, ii. 123; in rectal suppositories for 
acute or intermittent gastric hyper- 
secretion, iii. 102; in rectal suppositories 
for colitis, iii. 205; for relief of "colds" 
accompanying tuberculosis, ii. 504; for 
relief of cough in measles, ii. 153; for re- 
lief of headache from cardiac disease, 
iv. 613; for relief of profuse expectora- 
tion in chronic bronchitis, iii. 376; for 
relief of sciatic pain in iiinbet.es, ii. 751; 
for relief of vesical disturbance in tabes, 
iv. 198; in spaslic constipation, iii. 231; 
symptoms due to, in whooping-cough, 
ii. 175. 

Belladonna, hyoscyamus, and xanthoxylum, 
use of, in treatment of alcoholism, ii. 
594; in treatment of morphinism, ii. 
617. 

Belladonna fomentations, use of, in ad- 
enitis accompanying glandular fever, ii. 
572. 

Belladonna ointment, use of, in mumps, ii. 
170, 171. 

Bell's palsy. See Neuritis of seventh 



Belt, abdominal, i 
182. 



j of, in gastroptosis. i 



Beneke, Nauheim baths first recommended 
by, iii. 616. 

Benign growths of skin, value of X-ray 
therapy in treatment of, i. 540. 

Benign tumors of bhain, iv. 433 ; varieties 
of, iv. 434. 

Bennett, method of treating trigeminal 
neuralgia by osmic acid injection intro- 
duced by, iv. 342. 

Bennett, Hughes, leukemia first described 
by, in*. 854. 

Benzene, use of, as substitute for male fern, 
iv. 795. 

Benzldin dyes, use of, in trypanosomiasis, 
iv. 762. 

Benzln, injections of, to destroy larva? in 
myiasis, iv. 705. 

Benzoic acid, use of, in destruction of filaria 
bancrofti, iv. 802; in pyelitis with al- 
kaline urine, iv. 90. 

Benzoic acid combined with camphor, use. 
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in pneumonia of young children, ii, 
246. 
Benzoin, compound tincture of, use of, in 
bron chord it m complicating pneumonia, 

»ii. 253; in inflammation of larynx during 
smallpox, ii. 51; by inhalation in acute 
bronchitis, iii. 358; for relief of gan- 
grene of lung complicating pneumonia, 
ii. 253; in respiratory type of influenza, 
ii. 189. 
Benzoin, compound tincture of, and pare- 
goric, use of, by inhalation in spasmodic 
laryngitis, iii. 342. 
Benzolnated steam, inhalations of, in chron- 
ic atrophic laryngitis, iii. 343. 
Benzol treatment of leukemia, iii. 862; 
combined with radio therapy, iii. 863; 
method of administration of, iii. 862; 
result* of, iii. 863, 864; summary of, iii. 
865. 
Benzosol, use of, in chronic enteritis, iii. 
200; in chronic mucouB colitis, iii. 206; 

»in enlargement, of lymphatic glands com- 
plicating measles, ii. 162; in tubercu- 
losis of mediastinal lymph nodes, iii. 
507. 
Benzoylchlorid combined with nastin, use 

of in leprosy, iv. 831. 
Beraneck's tuberculin, preparation of, v. 

325. 
BBSGHAtTBEV, rules suggested by, for pre- 
vention of tetanus, ii. 340. 
Beri-beki, iv. 860; arsenic in food a pos- 
sible cause of, iv. 864; combination of 
factors as cause of, iv. 865; conditions 
influencing, iv. 861; definition of, iv. 
860; diet in, iv. 869; diet badly balanced 

I a predisposing cause of, iv. 863; due to 
lack of vitamines, i. 608; etiology 
of, iv. 861 ; as a form of multiple neuritis, 
iv. 322; infected food a possible cause 
of, iv. 864; infected places a possible 
cause of, iv. 865; infection theory 
of, iv. 865; intoxication from bacterial 
infection a possible cause of, iv. 865; 
nitrogen starvation a possible cause of, 
iv. 862; prophylaxis against, iv. 866; 
surgical measures in, iv. 870; treatment 
of, iv. 868. 
Berlin, mortality from smallpox in, be- 
fore and after vaccination, ii. 99. 
Bernheim, views held by, on hypnosis, iv. 



cancer, v. 77fi. 
liKwiiKOKA, investigations of, in sensitized 
i. 29; method of, for preparing 
gonococcal vaccines, v. 609; 
tfhods of, for prevention of anaphylac- 



tic reactio 


i, v. 102; procedure of 


anaphylax 


s, v. 98. 


Beta eucain, 


use of, as spray in 


vegetation 


H, iii. 27. 


Beta havs, 


462; penetration of 



brane, i. 486. 

Betanapthol, use of, as anthelmintic in 
hookworm disease, iv. 809; in chronic 
enteritis, iii. 200; to create intestinal 
antisepsis, in chlorosis, iii. 814; in 
diarrhea complicating septicemia, ii. 
283; in enti-rm'ulitis, d implicating mea- 
sles, ii. 161; in hookworm disease, iv. 
793; in typhoid fever, ii. 26. 

Betanaphthol ointment, use of, in craw- 



i. 708. 



>, relation of, to 
. 710; test for, in 



Beverages, as auxiliary articles of diet, i. 

71. 
Beverages, alcoholic. See Alcoholic 

beverages. 
Beverages containing caffein. See 

Caffein-containing beverages. 
Bichlorid of mercury. See Mercury bi- 

chlorid. 
Biedl and Khaus, on dosage of sennit iaal inn 

in experimental anaphylaxis, v. 41; on 

anaphylactoid phenomena, v. 105. 
Bier's method of artificial hyperemia, i. 

449; in arthritis deformans, ii. 692; 

in erysipelas, ii. 277; in gonococcal 

arthritis, ii. 307; for relief of boils in 

diabetes mellitus, ii. 750; for relief of 

muscular atrophy due to beri-beri, iv. 

854; for relief of trophic disturbances 

in syringomyelia, iv. 279. 
Biermer, use of lime-water in plastic 

bronchitis suggested by, iii. 392. 
Bierry and Pettit on specificity of nucleo- 

proteins, v. 756. 
Bighb, Dr. Herman, antituberculosis work 

done by, ii. 444. 
Bilateral empyema, See Empyema 





Bile, obtaining cultures of typhoid bacillus 
from, v. 204. 

Bile passages, diseases or, iii. 258. 

Bile salts, therapeutic use of, in tumors of 
pancreas, iii. 305. 

Biliary-hepatic disease, hydrotherapy 
for relief of, i. 633. 

Bilious pneumonia. Sec Pneumonia. 

Billings, Frank, on administration of mer- 
cury in syphilitic disease of liver, iii. 
265; on operation for gallstones, iii. 276; 
on value of salvarsan in syphilitic dis- 
ease of liver, iii. 265. 

Billings, results of, in vaccine treatment 
of Hodgkin's disease, v. 664. 

BiNSWANiiER, huths of graduated tempera- 
ture recommended by, in epilepsy, i. 
643. 

Binz, on effect of alcohol on temperature of 
body, ii. 231. 

Biological effects of the X-ray, i. 512, 

Biological treatment of cancer, bibliography 
on, v. 7S4-788; clinical data on, v. 773- 
782; criteria of therapeutic effectiveness, 
v. 770-772; experimental data on, v. 
751-769; introduction to, v. 750, 751; 
relationship between clinical and ex- 
perimental data in, v. 709; summary of, 
v. 782-784. 

Birds, immunity of, to rabies, v. 706. 

Bismuth, use of, in amyxoirhea gastrica. 
iii. 101; in Bednar"s aphtha?, iii. 8; in 
chronic enteritis of moderate severity, 
iii. 199, 200; in chronic mucous colitis, 
iii. 206; in cirrhosis of liver, iii. 281; 
in continuous gastric hypersecretion. 
iii. 106; to control diarrhea of Ad- 
dison's disease, iii. 902; to control diar- 
rhea in plague, iv. 843; to control 
diarrhea in tuljerctilosia of intestines, 
ii. 505; to control diarrhea in tubercu- 
lous kidney, iv. 117; to control gastric 
hemorrhage, iii. 113; to control in- 
fantile diarrhea, ii. 329; in enteritis of 
infancy, iii. 20.'); in enterocolitis com- 
plicating measles, ii. 160; in gastric 
hyperacidity, iii. 92; in intestinal ame- 
biasis, iv. 7'J.j; in gastrointestinal type 
of influenza, ii. 190; in non-bleeding 
gastric ulcer, iii. 134; on tampon for con- 
trot of epistaxis. iii. 3:15; in ulcerative 
colitis, iii. 211; in Vincent's angina, iii. 



Bismuth and opium, use of, for relief of 
pain in meat poisoning from B. enteri- 
tidis, ii. 637. 

Bismuth and sodium bicarbonate, use of, 
for relief of vomiting in acute gastritis, 
iii. 155. 

Bismuth, sodium bicarbonate, and nui 
vomica, use of, in delirium tremens, ii. 
599. 

Bismuth preparations, use of, in acute enter- 
itis, iii. 194. 

Bismuth sub carbonate, use of, in typhoid 
fever, ii. 26. 

Bismuth subgallate, use of, in enterocolitis 
complicating measles, ii, 161. 

Bismcth subnitrate, poisoning by, i. 197. 

Bismuth subnitrate, use of, in chronic stage 
of bacillary dysentery, ii. 318; to control 
diarrhea complicating septicopyemia, ii. 
283; as dusting powder in diabetic vul- 
vitis, ii. 751 ; as dusting powder in tropical 
phagedenic ulcer, iv. 884. 

Bitter waters, i. 657. 

Bitters, use of, in after-treatment of acute 
gastritis, iii. 157; in carcinoma of 
stomach, iii. 165; in chronic myocardial 
insufficiency, for relief of gastric intes- 
tinal symptoms, iii. 739; in depressive 
disorders of gastric secretion, iii. 150; in 
gastric atony, iii. 172; in secretory and 
motor gastric neuroses, iii. 188; in 
solution, in gastric lavage, iii, 172, 180; 
in tabes, iv. 213. 

"Black measles," ii. 154. 

Black wash, use of, in chancre of vagina 
or uterine neck, ii. 410; in exulcerated 
chancre, ii. 408; as gargle, in chancre 
of mouth, lips, or tongue, ii. 411; in 
secondary syphilis of mucosa' and muco- 
cutaneous surfaces, ii. 412. 

Black ley, Charles, experimentation of, on 
pollen as etiological factor of hay fever, 
v. 670. 

Blackwatek fever, iv. 754; definition 
of, iv. 754; preventive measures in, iv. 
757; remedial measures in, iv, 756; 
relation of, to malaria, iv. 754, 758; 
symptoms of, iv. 755; theories of causa- 
tion of, iv. 755. 

Bladder, aspiration of, See Aspiration; 
care of, in cerebrospinal meningitis, v. 
547; distinction between atony of, and 
paralysis of, iv. 124; disturbance of, in 
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spinal syphilis, iv. 271, 273; effect on, 
d£ epinephrin, i. 787; galvanization 
of, for relief of vesical disturbances 
in tabes, iv. 198; impairment in function 
of, in tabes, iv. 190; importance of atten- 
tion to, in acute myelitis, iv. 225; im- 
portance of attention to, in chronic 
myelitis, iv. 231 ; inflammation of, caused 
by colon bacillus, v. 238; irrigation of, in 
chronic cystitis, iv. 120; irrigation of, 
in cystitis complicating acute myelitis, 
iv. 227; irrigation of, in tabes, iv. 198; 
irritability of, a cause of enuresis, iv. 
129; measures for relieving distress from 
implication of, in tuberculous kidney, 
iv. 117; prevention of catheteral infec- 
tion of, iv. 120; prevention of infection 
of, by tubercle bacillus, iv. 119; preven- 
tion of spontaneous pyogenic infection 
of, iv. 119; treatment of functional neu- 
roses of, iv. 121. 

Bladder, diseases of, hydrotherapy for 
relief of, i. 630; radium treatment, of 
cancer of, i. 489; Spa treatment for 
relief of, i. 666. 

Bladder, functional neuroses of, iv. 
121; treatment of enuresis in, iv. 121; 
treatment of paralysis of bladder in, iv. 
123; treatment of reflex neuroses in, iv. 
122. 

Bladder, paralysis of, iv. 124. 

Bladder, reflex neuroses of, iv. 122. 

Bladder worm. See Echinococcus. 

Blaizot and Nicolle method in prepar- 
ing gonococcal vaccines, v. 608, 609. 

Blanket pack. See Pack. 

Blastomtcetes, examination and isolation 
of, v. 425; pathogenic properties of, v. 
425. 

Blastomycosis, examination and isolation 
of organism in, v. 425; morphology of, 
v. 425; pathogenesis of, v. 425; treat- 
ment of, v. 426; X-ray therapy for relief 
of, i. 540. 

Blaud's pills, use of, in chlorosis, iii. 816; 
in convalescence from acute endocardi- 
tis, iii. 746; in hookworm disease, iv. 
810; in neurasthenia, iv. 565; for relief 
of anemia in acute nephritis, iv. 62. 

Bleeders, vaccination contraindicated in 
case of, ii. 74. 

Bleeding. See Venesection; in prophylactic 
treatment of rabies, v. 718: for relief of 



cyanosis in chronic bronchitis, iii. 378, 
Blepharospasm, iv. 671. 
Blindness, due to wood alcohol poisoning, 
ii. 607; following cerebrospinal menin- 
gitis, v. 551. 

Blister, fly, use of, in syphilitic iritis, ii. 
414. 

Blisters, use of, contraindicated in active 
congestion of the lungs, iii. 406; over 
mastoid in aural vertigo, iv. 316; in 
pericarditis, iii. 518; for relief of inter- 
costal neuralgia, iv. 356; for relief of 
late pains in herpes zoster, iv. 359; for 
relief of pain in sciatica, iv. 299; for re- 
lief of pain in spinal syphilis, iv. 274; in 
rheumatic cases of facial paralysis, iv. 
311. 

Blood, action of radium upon, in leukemia, 
iii. 862; anaphylactic reaction in, v. 82; 
changes in, due to rachitis, ii. 808; 
coagulants of, See Coagulants; effect of 
cold baths upon, i. 609; effect of hot 
baths upon, i. 611; effect of massage 
upon, i. 294; effect of X-ray upon, i. 
521; examination of, for gonococcus, 
v. 594, 595; in gonococcal infections, 
v. 588, 589; mechanism of coagulation of, 
v. 795-798; of lepers, used in inoculation 
of horses in preparation of serum for 
treatment of leprosy, v. 387; in para- 
thyroid tetany, i. 715; therapeutic uses 
of leukocytic extracts, i. 828; trans- 
fusion of, i. 827; transfusion of, con- 
ditions treated by, i. 828; in treatment of 
poisons, i. 149; transfusion of, from 
normal woman for intoxications of 
pregnancy, v. 825; transfusion of, in 
hemorrhagic disease of the newborn, v. 
823; See also Transfusion of blood; 
whole, in treatment of hemorrhagic 
diseases, v. 820; whole, intravenous use 
of, v. 807, 808. 

Blood, defibrinated, in therapy hemorrhagic 
disease of the newborn, v. 822; in treat- 
ment of hemorrhagic diseases, v. 823; use 
of, by transfusion in pernicious anemia, 
iii. 835; by transfusion and intravenous 
injection of, in treatment of poisons, i. 
148. See also Defibrinated blood. 

Blood, lavage of. See Lavage of blood. 

Blood, transfusion of. See Transfusion of 
blood. 

Blood, withdrawal of. See Venesection. 
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Blood cultures in bacteriological diagno- 
sis of typhoid fever, v. 203. 

Blood diseases, bidneolngy fur relief of, i. 
665; causing cyanosis, iii. 894; concerned 
in causation of acute myelitis, iv. 221. 

Blood examination, in chlorosis, iii. 81(1; 
in pernicious anemia, iii. 822; in poly- 
cythemia with splenomegaly, iii. 895. 

Blood-forming organs, effect of X-rays 



", changes 
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Blood platelets, decrease of, in pernicious 
anemia, v. 808; decrease of, in purpura 
hemorrhagica, v. 814; hemorrhage and 
purpura and, v. 797. 
Blood pressure, iii, 550; action on, of ex- 
tracts of hypophysis, i. 734, 735, 736; 
auscultatory method, of determining, 
iii. 557; clinical determination of, iii. 
556; dosage of antimeningitis serum 
and, v. 523, 524; effect of amyl 
nitrite upon, iii. 609; effect of camphor 
upon, iii. 614; effect of erythrol te tri- 
nitrate upon, iii. 609; effect of meats 
upon, iv. 42; effect, of nitroglycerin upon, 
iii. 606; effect of potassium and sodium 
nitrite upon, iii. 607; effect of tobacco 
smoking upon, iii. 783, 784; factors in- 
fluencing, iii. 552; increase of, in chronic 
interstitial nephritis, iv. 66; increase of, 
by extract of pituitary gland, iv. 49; in- 
crease of, by extract of posterior lobe of 
hypophysis, i. 751; increase of, in neph- 
ritis, iv. 18; influence of high, in causa- 
tion of arterial sclerosis, iii. 757; injec- 
tion of cnt in icn iniiit.is scrum and, v. 528, 
529; lateral, iii. 550; lowering of, in 
pleurisy, iii. 556; maximal, iii, 553; mini- 
mal, iii. 553; normal values in, iii. 558; 
not increased by digitalis, iv. 49; path- 
ological considerations lowering, iii. 555; 
pathological conditions raising, iii. 554; 
physical variations in, iii. 554; pulse 
pressure due to, iii. 553; relation of 
maximal and minimal to chronic myo- 
cardial insufficiency, iii. 695; terminal, 
iii. 551; tests for myocardial insufficiency 
dependent upon, iii, 694; value of deter- 



mining, iii. 558; vewaty and, in". 55( . 
withdrawal of cerebrospinal fluid and, v, 
527. 
Blood sugar in diabetes mellitus, ii. 702. 
Blood therapy, v. 798. 

Blood vessel, anaphylactic reaction in, 

v. 70; effects of epinephrin upon, i. 786. 

Bloody vomit, measures for relief of, in 

yellow fever, iv. 872. 
Blue-book on vaccination, ii. 59. 
Blue mass, use of, in biliousness, iii. 260; 
for constipation in acute bronchitis, iii. 
354. 
Blumenthal, experiments of, with cancer 
vaccination, v, 765; method of, for pre- 
paring autolvzed vaccine for cancer v 
779, 780. 
Blumer and Thayer, gonococeua isolated 

from blood by, v. 579. 
Blundin, Dr. Emu, on infection by filaria 

loa, iv. 806. 
Boaroman, quantitative cutaneous tuber- 
culin tests of, for administration of tu- 
berculin, v. 347. 
Boas, formula for nutrient enema recom- 
mended by, iii. 119; poisoning from ab- 
sorption of magnesium sulphate demon- 



dby, i 



317. 



10; position 



Body, Iobs of heat from, i 

of. See Posture. 
Boot fluids, thyroid secretion and, i. 688. 
Body weight, average, at different ages, ii. 

772; secretion of sexual glands in rela- 






i. 778. 



Boer war, typhoid cases in British 

Army in, statistics of, v. 180; statistics 

of inoculated and unprotected, v. 180; 

statistics of typhoid losses in, compared 

with losses from other causes, v. 188-189. 
Boghean, apparatus for compressing thorax 

devised by, iii. 435. 
Bohemia, mortality from small-pox ii 

fore and after vaccination, ii. 99. 
Boiled rice, as article of invalid dietary, 

i. 125. 
Boils, accompanying diabetes mellitus, ii. 

750; electrotherapeutics for relief of, i. 

404. 
Bollinger, actinomyees first isolated by, 

v. 426. 
Bolton, on gastrotoxic ser 
Bolus alba. See Kaolin. 
Bone and periosteal headaches, i 
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Bonb Harrow, effect of X-rays upon, i. 
523. 

Bone marrow, therapeutic use of, iii. 841. 

Bone marrow extracts, i. 833. 

Bones, defective growth op, thyroid 
administration for, i. 702. 

Bones, syphilitic lesions of, local treat- 
ment of, ii. 415. 

Bones and joints, tuberculosis of, tuber- 
culin treatment in, v. 322. 

Bonnier's ztndrome, iv. 638. 

Bony ankylosis, following gonococcal ar- 
thritis of the spine, v. 580. 

Books, for patient's use in psychotherapy, 
iv. 558. 

Boracic acid, use of, as dusting powder in 
herpes zoster, iv. 359; effects of, upon 
metabolism, i. 190; for irrigation of 
bladder in acute cystitis, iv. 120; for ir- 
rigation of bladder in cystitis compli- 
cating acute myelitis, iv. 227. 

Boracic acid ointment, use of, in oriental 
sore, iv. 772. 

Borax, use of, to relieve itching in chicken- 
pox, ii. 113. 

Borax and boric acid, animal experiments 
concerning, i. 189; effects of, on diges- 
tion, i. 188; effects of, on mucous mem- 
branes, i. 189; poisoning by, i. 186; pre- 
servative properties of, i. 195. 

Borax and camphor water, use of, to relieve 
itching in hay fever, iii. 391. 

Borax ointment, use of, in non-bleeding gas- 
tric ulcer, iii. 133. 

Bordet and Gengotj, discovery of whoop- 
ing-cough bacillus by, v. 296; on comple- 
ment-fixation reaction, v. 126. 

Boric acid, use of, in acute glossitis, iii. 17; 
in catarrhal stomatitis, iii. 5; in chronic 
glossitis, iii. 18; in destruction of filaria 
bancrofti, iv. 803; as dusting powder in 
craw-craw, iv. 708; in gastric lavage for 
chronic gastritis, iii. 161; in hygiene of 
mouth, iii. 2; for injections in chancre 
with phimosis, ii. 409; for irrigation of 
abscess cavity in cervical glands in diph- 
theria, ii. 270; for irrigation of bladder in 
endemic hematuria, iv. 801; for irriga- 
tion of colon in colitis, iii. 205; as mouth 
wash in stomatitis herpetica, iii. 7; as 
nasal douche in membranous rhinitis, iii. 
330; in noma, iii. 13; in prophylaxis of 
symptomatic parotitis, iii. 28; in thrush, 



iii. 9; in varicella, ii. 113; on wet com- 
presses for inflamed chancre, ii. 408. 

Boric acid and sodium bicarbonate, use of, 
as douche in chronic nasopharyngitis, 
iii. 32. 

Boric acid mouth wash, use of, in measles, 
ii. 148; in mumps, ii. 171. 

Bosc, use of serum therapy by, in cancer, 
v. 773. 

Bostock, John, first to report hay fever 
case, v. 665. 

"Bostock's catarrh," v. 665, 674. 

Bosworth's method, of treating nose in 
acute rhinitis, iii. 327. 

Bottini's galvanocautery, use of, in reten- 
tion due to chronic prostatitis, iv. 168. 

Bouchard's method, for reduction of obe- 
sity, ii. 782.. 

Bougies, esophageal, passage of, in cicatri- 
cial stenosis of esophagus, iii. 49; in di- 
verticula of esophagus, ii. 62; in idio- 
pathic dilation of esophagus, iii. 58. 

Bouillaud, potassium iodid first employed 
by, iii. 765. 

Bouillon nitrate, Denys. See Denys. 

Botjveret, essentials for success in treat- 
ment of the neuroses emphasized by, iv. 
535. 

Bowditch, paracentesis in diseases of the 
pleura advocated by, iii. 457. 

Bowels, care of, in acute diffuse peritonitis, 
iii. 317; care of, in acute localized peri- 
tonitis, iii. 312; care of, in cerebrospinal 
meningitis, v. 547; care of, in chronic en- 
teritis, iii. 198; care of, in pyelitis, iv. 
89; care of, in typhoid fever, ii. 25; 
elimination through, in nephritis, iv. 32; 
elimination through, in uremia, iv. 51; 
evacuation of, in acute gastritis, iii. 
155; evacuation of, in acute infectious 
myocarditis, iii. 750; evacuation of, in 
cardiac insufficiency, iii. 572; evacuation 
of, in chronic bronchitis, iii. 372; evacu- 
ation of, in gastric atony, iii. 172; im- 
portance of attention to, in acute mye- 
litis, iv. 225; importance of elimination 
through, in pregnancy, iv. 82. 

Bowman's theory, of renal secretion, iv. 

"Box system," employment of, in scarlet 

fever, ii. 122. 
Brachial neuralgia. See Neuralgia, 

brachial. 
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Brachial neuritis. See Neuritia of bra- 
chial plexus. 
Brachial plexus, neuritis of. See Neu- 

Braddon's theory, as to causation of 
beri-beri, iv. 864. 

Bradycardia, aa a complication of pneu- 
monia, ii. 252; paroxysmal, iii. 787. 

Braid, pioneer in hypnotism in America, i. 



567. 



See Cerebral a 



cerebral anemia, iv. 381; cerebral hem- 
orrhage, iv. 388; hyperemia, of brain, iv. 
383. 

See Cerebral 



See Hyperemia of 



Brain 

hemorrhage. 

Bhain, parasites o 

iv. 460; introduction to subject of, iv. 
459; prognosis in, iv. 4GI); prophylaxis 
in, iv. 460; symptoms of, iv, 459; treat- 
ment of, iv. 461. 

Brain, softening of. See Cerebral sof- 
tening. 

Brain, syphilitic diseases or, iv. 471 ; 
basilar meningitis, Iv. 473; diagnosis of, 
iv. 476; etiology of, iv. 472; introduc- 
tion to subject of, iv. 471; mercury in 
treatment of, iv. 480; mortality from, 
iv. 477 ; pathological anatomy of, iv. 471 ; 
prognosis in, iv, 477; progressive par- 
alysis of the insane, iv. 489; prophy- 
laxis against, iv. 478; salvarsan treat- 



ed, i 



, 473; 



vascular type of, iv. 474. 
Brain, tumors of, iv. 432; as cause of 
comprcssini] I mil >;i r pum lysis, iv, 503; 
definition of, iv. 432; determination of 
depth of tumor, iv. 445; diagnosis of, 
iv. 436; differential diagnosis of, iv. 
436; etiology of, iv. 433; focal symp- 
toms of, iv. 435; general symptoms of, 
iv. 434; headache as symptom of, iv. 
618; hygienic treatment of, iv. 447; in- 
troduction of, iv. 432; localization of 
tumor, iv. 444; operability of, iv. 449; 
operation for, iv. 449; prognosis in, iv, 
446; prophylaxis against, iv. 446; re- 
gional diagnosis of, iv. 437; situalion of, 
iv. 434; special symptoms of, iv. 435; 
symptomatic treatment of, iv. 447; 



symptoms of, iv. 434; treatment c 
general, iv. 447; trephining operation 
for, with extirpation, iv. 451 ; varieties 
of, iv. 432. 

Brain abscess. See Cerebral abscess. 

Brain and spinal cord extracts, i. 831. 

Brain cove ri nub, diseases of, iv. 
acute inflammation of soft cerebral n 
branes, iv. 367; diseases of dura iridic, 
iv. 362; introduction to subject of, iv: 
362. 

Brain puncture, employment of, in acute" 
attacks of hydrocephalus, iv. 465; in hy- 
drocephalus, iv. M'i'i; in ixu'liymriiiiigtti.' 
hemorrhagica, iv. 364; in tuberculous 
meningitis, iv. 377. 

Brain syphilis. See Brain, syphilitic dis- 



Bramwell, Dr, Milne, statistics pub- 
lished by, on results of hypnotic sugges- 
tion on alcoholism, ii. 597. 

Bran, use of, to stimulate intestinal peri- 
stalsis in chrnnir' cods! ijiiLtion, iii. 

Bran baths. See Baths, bran. 

Brand, use of hydrotherapy in treatment 
of general infections introduced by, ii. 
16. 

Brand system of bathing, value of, in pneu- 
monia, i. 042; value of, in typhoid fever, 
i. 640, ii. 16. 

Brandy, use of, in acute diarrheas of the 
aged, iii. 195; in acute gastritis, ii 
as cardiac stimulant in blaekwatex fever, 
iv. 757; as cardiac stimulant in curare 
poisoning, iv. 810; as cardiac stimulant 
in malarial fever, iv. 743; as cardiac 
stimulant in strophantlm.-! poisoning, i> 
711; in syncope due to cerebral throm- 

Brantinu, physiology of medical gymnas- 
tics investigated by, i. 298. 

Brau and Denier, cxperi mentation of, 
with cholera immune i;cra, v. 288; pro- 
duction of cholera, toxin by, from chol- 
era vibrio, v. 282,. 

Brauer, introduction of operation called 
cardiolysis by, iii. .508; "open method" 
of producing arliticial ptinnutithorux ii 
tuberculosis devised by, ii. 530; i 
tion devised by, for relief of adhesive 
pericarditis, iii "•_N; TnTinuiuc of oper 
tion for relief of sidhi-siw pcrii-iinlM is, i 

529. 
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* Brauer apparatus, for use of differential air 
pressure, iii. 446, 447. 

Brauer's positive pressure device, use of, 
in traumatic hemothorax, iii. 490. 

Braun and Husler, test by, of cerebro- 
spinal fluid, v. 517. 

Brazil, infantile cachexia in. See In- 
fantile cachexia. 

Bread, 1 digestibility of, i. 99; overindul- 

•* * gence in, a cause of gastric hyperacidity, 
iii. 79; use of, in diabetes mellitus, ii. 
723. 

Bread making, i. 92. 

Bread pudding as article of invalid diet- 
ary, i. 127. 

Breast-feeding, importance of, in prophy- 
laxis against 1 rachitis, ii. 805; impor- 
tance of, in prophylaxis against tuber- 
culosis, ii. 452. 

Breath, offensive, iii. 2. 

Breathing exercises, i. 304; use of, in bron- 
chial asthma, iii. 380, 385; in bronchi- 
ectasis, iii. 393, 394; in chronic bronchi- 
tis, iii. 369. 

"Brehmer, hygienic-dietetic treatment tu- 
berculosis inaugurated by, ii. 473. 

Brill's disease/ benign and non-com- 
municable nature of, ii. 39; charac- 
teristic symptoms of, ii. 38; rela- 
tion between typhus fever and, ii. 38, 
39. 

Brindeau on therapeutic use of lactic acid 
bacilli, v. 834. 

British Army losses from typhoid in 
Boer War compared with losses from 
other causes, v. 188, 189. 

British Commission on results of serum 
treatment of plague in India, v. 275. 

Britonneau, first to describe diphtheria, 
v. 434. 

Broadbent, Sir William, use of cold ef- 
fusion in delirium tremens recommend- 
ed by, ii " ; 603. 

Bromid intoxication, from continuous use 
of bromids in epilepsy,, iv. 663. 

Bromid of ammonium, use of, in treatment 
of morphinism, ii. 616. 

Bromid of potassium. See Potassium bro- 

■ niid;^< 

Bromid of sodium. See Sodium bromid. 
Bromid of strontium. See Strontium bro- 
mid. '" 
Bromids, use of, in acute myelitis, iv. 226; 



with analgesics in post-infectious head- 
ache, iv. 622; for attacks of excitement 
in progressive paralysis of the insane, 
iv. 495; in aural vertigo, iv. 316; in 
bronchial asthma, iii. 384; in cardiac 
neurasthenia, iii. 778; in cerebrospinal 
meningitis, v. 548; for coi trol of con- 
vulsions in anterior myelitis, iv. 238; for 
control of convulsions in rachitis, ii. 
809; in delirium tremens, ii. 603; in 
diabetes insipidus, ii. 765; in the epilep- 
sies, iv. 662; in epilepsy due to cerebral 
palsies of children, iv. 413; for epilepti- 
form attacks in acute stage of cerebral 
palsies of children, iv. 412; in exophthal- 
mic goiter, iii. 918; in Graves' disease, v. 
792; before intubation in diphtheria, ii. 
267; in lathyrism, iv. 710; in migraine, 
iv. 603; in mumps, ii. 170; in neuras- 
thenia and psychasthenia, iv. 565, 573; 
objections to, for relief of insomnia due 
to cerebral anemia, iv. 383; in pericar- 
ditis, iii. 520; with quinin to obviate un- 
pleasant effects, iv. 742; by rectum, in 
cerebrospinal meningitis, ii. 214; by rec- 
tum, in gastric hyperacidity, iii. 95; by 
rectum, in hydrophobia, ii. 332; for re- 
lief of headache in acute cerebral men- 
ingitis, iv. 372; for relief of headache 
due to brain tumor, iv. 447; for relief of 
insomnia in cardiac insufficiency, iii. 
664; for relief of insomnia due to chronic 
cerebral hyperemia, iv. 387; for relief of 
insomnia in dengue, iv. 876; for relief of 
insomnia in neurasthenia, iv. 573; for 
relief of insomnia in neuritis, iv. 286; for 
relief of insomnia due to sunstroke, iv. 
695; for relief of pain in Rocky Moun- 
tain fever, ii. 561; for relief of restless- 
ness in acute ophthalmoplegia, iv. 510; 
for relief of restlessness in neurasthenia, 
iv. 576; for relief of spasmodic croup in 
measles, ii. 153; for relief of tinnitus and 
vertigo, iv. 317; in scarlet fever, ii. 127; 
in septicopyemia, ii. 283; in spasm of 
esophagus, iii. 58; in strophe nthus poi- 
soning, iv. 711; in tetary, iii. 927; in 
tuberculosis, ii. 503; in typhcid fever, ii. 
26. 

Bromin, poisoning by, i. 209. 

Bromoform, use of, in whooping-cough, ii. 
183; method of administering in whoop- 
ing-cough, ii. 182. 
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Brompto.y Hospita 


l, formula for expecto- 


rant mixture in 


ise at, iii. 373. 


Bromural, use of, t 


> induce sleep in acute 


bronchitis, iii. 362. 


Bronchi, diseases 


jp, iii. 350: acute bron- 


chitis, iii. 350; 


bronchiul asthma, iii. 


379; bronchiectasis, iii. 392; broncho- 


adenitis, iii. 398; 


lay fever, iii. 389; plas- 


tic bronchitis, iii 


391. 


HhuM'IIIM, ASTHMA 


-See Asthma. 


Bronchial muscle 


s, effect of epinephrin 


upon, i. 788. 




Bronchiectasis, ii 


392; as a complica- 


tion of influenza 


ii. 194; specific Imit- 


ment of, iii. 393 


surgii-al treatment of 


iii. 394; Hyiii])ti>i[iiitic treatment of, iii. 



395. 

Bronciiitih asthma. See Asthma. 

Bronchitis, acotb, iii. 350; complicating 
influenza, ii. 189; complicating measles, 
ii. 153; complicating Rocky Mountain 
fever, ii. 562; complicating tuberculosis, 
ii. 503; complicating; whooping-cough, ii. 
175; definition of, iii. 350; emetics in 
treatment of, iii. 364; hydrotherapy for 
relief of, L 626, iii. 352; internal medi- 
cation in, iii. 359; local treatment of, 
iii. 356; measures for relief of cyanosis 
in, iii. 3ti'i; pmphylnxis against, iii. 351; 
specific treatment of, iii. 354; sympto- 
matic treatment of, iii. 355; therapy for, 
in general, iii. 350; treatment of, when 
complicating whoo ping- cough, ii. 181; 
treatment of, when due to myocardial 
insufficiency, iii. 738. 

Bronchitis, chronic, iii. 366; climatic 
treatment of, iii. 366; clothing in treats 
ment of, iii. 368; contagion in, iii. 369; 
diet in, iii. 370; environment in treat- 
ment of, iii. 366; hydrotherapy for, iii. 
369; incandescent light baths for, iii. 
378; myocardial hiHUllicii-ncy associated 
with, iii. 710; physical exercises in treat- 
ment of, iii. 369; postural treatment of, 
iii. 376; serum therapy for, iii. 374; 
treatment of cyanosis in, iii. 378; 
treatment of, in general, iii. 370; treat- 
ment of myocardial insufficiency associ- 
ated with, iii. 731. 

Bronchitis, plastic, iii. 391. 

Bronchitis kettle, use of, in acute bronchitis, 
iii. 353. 

Broncuoadenitir. iii. 398. 



Bronchopneumonia, iii. 412; circulatory 
collapse in, iii. 420; as a complication of 
diphtheria, ii. 270; as a complication of 
influenza, ii. 191; as a complication of 
measles, ii. 158; as a complication of 
whooping-cough, ii. 175; complications 
in, iii. 421; oonvaleeoeDOe from, iii. 421; 
cough in, iii. 421; cyanosis in, iii. 419; 
dyspnea in, iii. 419; hydrotherapy for, 
iii. 419; hygienic measures in treatment 
of, iii. 416; pain in, iii. 421; prophylaxis 
against, iii. 412; specific treatment of, 
iii. 414; treatment of, in general, iii. 



414. 



i. 25:!. 



a citTuplica 



n of pneu- 



Brosch, case of poisoning from oysters re- 
ported by, ii. 641. 

Brouardel, early use of steam for disin- 
fection by, ii. 575. 

Broughton-Alcock, work of, on sensitised 
vaccines in typhoid immunization in 
man, v. 30. 

Brown, on results covering life duration 
following tuberculin I real ment at Sara- 
nac, v. 319; on results covering tubercle 
bacilli in sputum following tuberculin 
treatment at Saranac, v. 320. 

Brown, Lawrahojj, cases of tuberculosis 
considered suitable for sanatorium treats 
ment by, ii. 466. 

Brown-Seqdard, revival of organothera- 
peutics by, i. 673. 

Brl'cin, poisoning by, i. 227. 

Bruck on allergic reactions in gonococcal 
infections, v. 601 ; on vaccine treatment 
of gonococcal arthritis, v. 613. 

Bruck's "arthlgon," v. 610. 

Brun's symptom, iv. 460. 

Brunton, Sir Lai'der, experiments by, on 
effect of ice on mucous membrane, iii. 
518; use of amyl nitrite in angina pec- 
toris introduced by, iii. 768. 

Brtson, poisoning from use of mutton re- 
ported by, ii. 634. 

Buboes, surgical treatment, of, in plague, 



'.843. 



See Climatic buboes, 
due to hydrargyria. 



Buchner and hahn, tuberculin of, v. 326. 

Buckeye, poisoning by, ii. 647. 

Bun in-M alone y, method employed by, for 
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giving hot baths in cholera infantum, i. 

639. 
Buerger's posterior urethroscope, iv. 

167. 
Buffalo gnat. See Simulium reptans. 
BuFOTALiN, iv. 699. 
Bufotenin, iv. 699. 
Bufragin, iv. 699. 
Bulau, method of permanent aspiration of 

pleural cavity devised by, iii. 486. 
Bulbar paralysis, acute apoplectic, iv. 

502. 
Bulbar paralysis, asthenic, iv. 254; 

causes of, iv. 254; symptoms of, iv. 255; 

treatment of, iv. 256. 
Bulbar paralysis, chronic progressive, 

iv. 249; clinical phenomena of, iv. 249; 

duration of, iv. 250; exciting causes, iv. 

249; family form of, iv. 253; treatment 

of, iv. 250. 
Bulbar paralysis, compression, iv. 503; 

pathology of, iv. 503; prognosis of, iv. 

503; symptoms of, iv. 503; treatment 

of, iv. 504. 
Bulbar paralysis, progressive, iv. 498; 

definition of, iv. 498; differential diag- 
nosis of, iv. 499; etiology of, iv. 498; 

hygienic measures in, iv. 500; medicinal 

treatment of, iv. 501; prognosis in, iv. 

500; symptomatic treatment of, iv. 501; 

symptoms of, iv. 498; treatment of, iv. 

500. 
Bulbar paralysis without anatomical 

foundation. See Bulbar paralysis, 

asthenic. 
Bulbar symptoms, in myasthenia gravis, 

iv. 507; predominance of, in acute hem- 
orrhagic inferior polioencephalitis, iv. 

407. 
Bulbar type of myasthenia gravis, iv. 

508. 
Bulbs, esophageal, in acute esophagitis. 
j. iii. 65. 
Bulgarian buttermilk in treatment of 

Graves' disease, v. 792. 
Bulgarian sour-milk diet in treatment of 

typhoid carriers, v. 222. 
Bunting and Yates, experiments by, in 

Hodgkin's disease, v. 662. 
Burnett, results of serum treatment of 

plague in Queensland, v. 274. 
Burow'8 solution, use of, in inflamed 

chancre, ii. 408. 



Burton, on stenosis of salivary duct in 

mumps, ii. 171. 
Butler and Long on vaccine treatment of 

vulvovaginitis, v. 835. 
Butter, in diet of achylia gastrica, iii. 148; 

in diet of depressive disorders of gastric 

secretion, iii. 148; in diet of diabetes 

mellitus, ii. 720. 
Butterman, experiments by, on venesection 

in nephritis, iv. 45. 
Buttermilk mixture, use of, as food in 

cholera infantum, iii. 205; as food in 

enteritis of infancy, iii. 204. 
Butylchloral hydrate, use of, for relief of 

pain in neuralgia, iv. 340. 
Byrne's method of intraspinal injections 

for nervous syphilis, iv. 486. 

Cabot, modification of Brand bath recom- 
mended by, i. 640. 

Cabot, Follen, instructions given by, to 
patients with acute gonorrhea, iv. 
142. 

Cabot's operation, for resection of urethra, 
iv. 168, 173. 

Cachexia strumipriva, origin of term, i. 
682. 

Cacodylate of sodium. See Sodium cacody- 
late. 

Cacodylic acid, salts of, use of, in pernicious 
• anemia, iii. 828. 

Cactus, use of, in diphtheria, ii. 269. 

Cadaverin, isolation of, from B. piscicidus 
agilis, ii. 640. , 

Caffein, use of, in acute alcoholism, ii. 585; 
in acute infectious myocarditis, iii. 750; 
in acute opium poisoning, ii. 611; in 
acute vasomotor paralysis, ii. 753; in 
asthenic form of measles, ii. 153; in 
barbel cholera, ii. 640; in broncho- 
pneumonia complicating influenza, ii. 
192; as cardiac stimulant in beri-beri, 
iv. 869; as cardiac stimulant in bron- 
chopneumonia, iii. 421 ; as cardiac stim- 
ulant in strophanthus poisoning, iv. 
711; in cardiac toxemias of pneumonia, 
ii. 247; as cardiovascular stimulant 
pleurisy, iii. 469; in cerebrospinal 
meningitis, ii. 214; in cheese poisoning, 
ii. 643; in cholera infantum, iii. 205; 
combined with antipyrin or phenacetin, 
for relief of headache due to toxemia, 
iv. 620; in delirium tremens, ii. 602; 
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in diphtheria, ii. 209; as diuretic in acute 
nephritis, iv. 57; as diuretic in anuria 
due to nephrolithiasis, iv. 107; as diu- 
retic in chronic parenchymatous neph- 
ritis, iv. 6.4; as diuretic in nephritis, iv. 
48; as diuretic in pleurisy, iii. 52; 
as diuretic in uremia, iv. 53; in ery- 
sipelas, ii. 276; by hypodermic injec- 
tion in attacks of cardiac asthma, iii, 
737; by hypodermic injection in meth- 
emoglobiimria, iv. 5; by hypodermic 
injection in nephritis, iv. 48; by hy- 
podermic injection in paralytic ileus, 
iii. 238; by hypodermic injection in 
prevention of collapse from angina pec- 
toris, iii. 769; by hypodermic injec- 
tion in pulmonary edema, iii. 410; in 
influenza, ii. 187; in malignant endo- 
carditis, iii. 747; in migraine, iv. 603; 
in pneumonia, ii. 236; in poisoning 
by amanita phalioides, ii. 645; in 
poisoning by wood alcohol, ii. 607; 
in pulmonary thrombosis, iii. 411; for 
relief of edema in acute nephritis, iv. 
61; for relief of pain in syringomyelia. 
iv. 278; in scarlet fever with cardiac 
weakness, ii, 127; in septicopyemia, ii. 
607; as stimulant in collapse associated 
with renal colic, iv. 106; in toxemia 
complicating acute diffuse peritonitis, 
iii. 318, 

Caffein and epinephrin, use of, in Addison'* 
disease to relieve disturbances of cir- 
culation, iii. 902. 

Caffein citrate, use of, for relief of headache 
in neurasthenia, iv. 574. 



Caffein-frea coffee, use of, in cardiac in- 
sufficiency with insomnia, iii, 686. 

Caffein iodid, list 1 of. in bronchial asthma, 
iii. 384. 

Caffein salicylate, intramuscular injection 
or, in nephritis, iv. 48. 

Caffein sodium benzoate, use of, by hypo- 
dermic injection, as cardiac stimulant 
in pleurisy, iii. 469; by hypodermic 
injection in uremia, iv. 52; by intra- 
muscular injection in nephritis, iv. 48. 

Caffein sodium salicylate, us? of, by hypo- 
dermic injection in uremia, iv. 52. 

Caffein series, use of, in cardiac insuffi- 
ciency, iii. 601; beverages containing, 
iii, 603; derivation of, iii. 602; diuretic 






effect of, iii. 604; members of, iii. 601; 
physiological action of, iii. 602; struc- 
tural formula of, iii. 601; therapeutic 
value of, iii. 605. 

Cajeput, oil of, use of, for flatulency 
gastric atony, iii. 172. 

Calabar bean, use of, in tetanus, ii. 338. 

"Calabar swellings," iv. 806. 

Calcareous waters, action of, i. 85(1; classi- 
fication of, i. 657. 

Calcium, deficiency of, in causation of 
rachitis, ii.803; in theblood, v. 798; with- 
drawal of excess of, from diet in treat- 
of arteriosclerotic vertigoes, iv. 



: 



634. 

Calcium, i 



j of, i 



neuralgic headache, i 



Calcium chlorid, use of, in addition to 
norma! saline .solution in Asiatic cholera, 
iv. 850; in addition to salt bath in 
chronic bronchitis, iii. 367; to control 
gastric hemorrhage, iii. 112; in epi- 
demic dropsy, iv, 878; in hematemesis 
during cirrhosis of liver with ascites, iii. 
288; in hematuria complicating scarlet 
fever, ii. 134; in hemophilia, iii. 862; 
before operation in chronic catarrhal 
jaundice, iii. 284; use of, with quinin to 
obviate quinin intolerance, iv. 742. 

Calcium feeding in icterus, v. 796. 

Calcium hypochlorite, hypodermic injec- 
tion of, in solution for snake bite, iv. 

Calcium iodid, use of, in syphilis, ii. 395. 

Calcium lactate, use of, for control of epis- 
taxis, iii, 336; for control of hemor- 
rhage in pulmonary tuberculosis, ii. 
496; in hematuria, iv. 4; in scurvy, 



its relation to 
epilepsy, iv. 655. 

Calcium permanganate, use of, recom- 
mended by Rogers in Asiatic cholera, 
iv. 852. 

Calcium preparations, use of, in gastric 
hyperacidity, iii, 95. 

Calcium salts, use of, in bronchia! asthma, 
iii, 384; in chronic enteritis, iii. 200; in 
chronic pancreatitis ' as prophylactic 
against hemorrhage at operation, iii. 
300; in hemophilia, iii. 877, 884; in' 
tetany, iii. 927; i» tuberculous kidney, iv. 
117. 
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Calculi, pancreatic, iii. 302. 

Calculi, renal, formation of, iv. 108; 
treatment to dislodge, iv. 110. 

Calculus, vesical, as a cause of enuresis, 
iv. 130. " 

Calisaya, elixir of, use of, as tonic, in stoma- 
titis ulcerosa, iii. 10. 

Calisthenic exercises, value of, in treatment 
of asthma, iii. 380. 

Calmette, researches of, in snake venom 
antisera, v. 747. 

Calmette ophthalmo-tuberculin reac- 
tion, v. 158. 

Calmette's antivenin, use of, against scor- 
pion venom, iv. 701; against snake poi- 
son, ii. 708. v 

Calmette's tuberculin, *V. $24. 

Calomel, use of, in active congestion of 
lungs, iii. 405; in acute apoplectic bul- 
bar paralysis, iv. 503; in acute bron- 
chitis, iii. 354; in acute catarrhal jaun- 
dice, iii. 261 ; in acute diffuse peritonitis, 
iii. 317; in acute enteritis with vomiting, 
iii. 193, 195; in acute fibrinous pleurisy, 
iii. 467; in acute gastritis, iii. 155; 

' in acute laryngitis, iii. 3&8; in acute 
myelitis, iv. 225; in acute nasopharyn- 
gitis, iji. 31; in acute nephritis, iv. 57; in 
acute ophthalmoplegia, iv. 516; in acute 

- tonsillitis, iii. 31; in anterior polio- 
myelitis, iv. 237; in bacillary dysentery, 
ii. 326; in blackwater fever, iv. 756; in 
biliousness, iii. 258; in cardiac insuffi- 
ciency with general anasarca to create 
diuresis, iii. 677; in cerebral hyperemia, 
iv. 386; in chronic catarrhal jaundice, 
iii. 264; in chronic enteritis, iii. 200; in 
cirrhosis of liver, iii. 282, 286; contra- 
indicated as cathartic in nephritis, iv. 
33; in diarrhea* of septicopyemia, ii. 283; 
in disease of eighth nerve, iv. 316; as 
dressing for sores in framboesia tropica, 
iv. 781; as dusting powder in diabetic 
vulvitis, ii. 751; as dusting powder in 
exulcerated chancre, ii. 408; as dusting 
powder in mucous patches on genitalia, 
hV*413; as dusting powder in fefewJary 
syphilitic cutaneous lesions oF face, ii. 
411 J as dusting po% T der in syphilitic 
condylomata, ii. 413; as dusting powder 
in uncomplicated chancre, ii. 408; in 
MJiedematous laryngitis, iii. 341; in enteri- 
tis of infancy, iii. 201; to expel tape- 



worms, iv. 794; in glandular fever, ii. 
572; in herpes of mouth, iii. 7; in 
hydrocephalus, iv. 465; in infantile 
diarrhea, ii. 329; in influenza, ii. 187; 
as insoluble injection in syphilis, 
ii. 382; by insufflation in syphilis of 
upper respiratory tract, iii. 349; in meat 
poisoning from B. botulinus, ii. 635; in 
meat poisoning from B. paratyphosus, 
ii. 638; in membranous laryngitis, iii. 
342; in membranous rhinitis, iii. 330; 
in multiple neuritis, iv. 326; for oxyuris 
vermicularis, iii. 252; in phlegmonous 
pharyngitis, iii. 29; in plague, iv. 843; 
in pneumonia, ii. 228; for relief of 
constipation in tuberculosis, ii. 500; in 
spasmodic laryngitis, iii. 342; in sprue, 
iv. 878; by sublimation in membranous 
laryngitis, iii. 343; in treatment of gall- 
stones in transit, iii. 274; for trichiniasis, 
iii. 254; in typhoid fever, ii. 25; in ulcer- 
ous gingivitis, v. 637; in yellow fever, iv. 
871; on vaginal tampons for chancre of 
vagina and uterine neck, ii. 410. 

Calomel and santonin, use of, in ascariasis, 
iii: 251. 

Calomel and sodium bicarbonate, use of, in 
acute alcoholism, ii. 585; in chronic 
alcoholism, ii. 591; in delirium tremens, 
ii. 599; in Rocky Mountain fever, ii. 
561. 

Calomel ointment, use of, in chancre of 
integument, ii. 411; in chancre of lips, 
ii. 410; in exulcerated chancre, ii. 408; 
by injunction in prophylaxis of syphilis, 
ii. 362; in syphilitic alopecia, ii. 414. 

Calomel suppositories, use of, in rectal 
chancre, ii. 410. 

Calory, use of term as expression of food 
requirement, i. 72. 

Cammidge reaction, of no value in diag- 
nosis of pancreatic disease, iii. 298. 

Camomile tea, use of, for irrigation of 
colon in colitis, iii. 205. 

Campana, isolation by, from leprosy cases, 
of anaerobic acid-fast organisms, v. 383. 

Campbell's method, of administering izal 
by intratracheal injection, iii. 398. 

Camphor, uss of, in abortive treatment of 
acute bronchitis, iii. 354; in acute endo- 
carditis, iii. 747; in acute infectious 
myocarditis, iii. 750; in acute opium 
poisoning, ii. 611; in acute vasomotor 



THERAPEUSIS 



in diphtheria, ii, 26U; as diuretic in acute 
nephritis, iv. 57; as diuretic in anuria 
due to nephrolithiasis, iv. 107; as diu- 
retic in chronic parenchymatous neph- 
ritis, iv. 64; as diuretic in nephritis, iv. 
48; as diuretic in pleurisy, iii. 52; 
as diuretic in uremia, iv. 53; in ery- 
sipelas, ii. 276; by hypodermic injec- 
tion in attacks of cardiac asthma, iii. 
737; by hypodermic injection in meth- 
emoglobinuria, iv. 5; by hypodermic 
injection in nephritis, iv. 48; by hy- 
podermic injection in paralytic ileus, 
iii. 238; by hypodermic injection in 
prevention of collapse from angina pec- 
toris, iii. 769; by hypodermic injec- 
tion in pulmonary edema, iii. 410; in 
influenza, ii. 187; in malignant endo- 
carditis, iii. 747; in migraine, iv, 603; 
in pneumonia, ii. 236; in poisoning 
by amanita phalloides, ii. 645; in 
poisoning by wood alcohol, ii. 607; 
in pulmonary thrombosis, iii, 411; for 
relief of edema in acute nephritis, iv. 
61; for relief of pain in syringomyelia. 
iv. 278; in scarlet fever with cardiac 
weakness, ii, 127; in septicopyemia, ii. 
607; as stimnknt in collapse associated 
with renal colic, iv. 100; in toxemia 
complicating acute diffuse peritonitis, 
iii. 318. 

Caffein and epinephrin, use of, in Addison'* 
disease to relieve disturbances of cir- 
culation, iii. 902. 

Caffein citrate, use of, for relief of headache 
in neurasthenia, iv. 574. 

Caffeik-contaimng bevekaces, iii. 603. 

Caffein-free coffee, use of, in cardiac in- 
sufficiency with insomnia, iii. 686. 

Caffein iodid, use of, in bronchial aMhma. 
iii. 384. 

Caffein salicylate, intramuscular injection 
of, in nephritis, iv. 48. 

Caffein sodium benzoate, use of, by hypo- 
dermic injection, as cardiac stimulant 
in pleurisy, iii. 46(t; by hypodermic 
injection in uremia, iv. 52; by intra- 
muscular injection in nephritis, iv. 48. 

Caffein sodium salicylate, us? of, by hypo- 
dermic injection in uremia, iv. 52. 

Caffein series, use of, in cardiac insuffi- 
ciency, iii, 601 ; beverages containing, 
iii. 603; derivation of, iii. 602; diuretic 



effect of, iii. 604; members of, iii 
physiological action of, iii, 602; struc- 
tural formula of, iii. 601; therapeutic 
value of, iii. 605. 

Cajeput, oil of, use of, for flatulency in 
gastric atony, iii. 172. 

Calabar bean, use of, in tetanus, ii. 338. 

"Calabah swellings," iv. 806. 

Calcareous waters, action of, i. 659; classi- 
fication of, i. 857. 

Calcium, deficiency of, in causation of 
rachitis, ii. 803 ; in the blood, v. 796; with- 
drawal of excess of, from diet in treat- 
ment of arteriosclerotic vertigoes, iv. 
634. 

Calcium, use of, in neuralgic headache, iv. 
' 608. 

Calcium chlorid, use of, in addition to 
normal saline solution in Asiatic cholera, 
iv. 850; in addition to salt bath in 
chronic bronchitis, iii. 367; to control 
gastric hemorrhage, iii . 112; in epi- 
demic dropsy, iv. 876; in hematemesis 
during cirrhosis of liver with ascites, iii. 
288; in hematuria complicating scarlet 
fever, ii. 134; in hemophilia, iii. 862; 
before operation in chronic catarrhal 
jaundice, iii. 2(14; use of, with quinin to 
obviate quinin intolerance, iv. 742. 

Calcium feeding in icterus, v. 796. 

Calcium hypochlorite, hypodermic injec- 
tion of, in solution for snake bite, iv. 
698. 

Calcium iodid, use of, in syphilis, ii. 395. 

Calcium lactate, use of, for control of epis- 
tasis, iii. 336; for control of hemor- 
rhage in pulmonary tuberculosis, ii. 
496; in hematuria, iv. 4; in scurvy, 



its relation to 
epilepsy, iv. 655. 

Calcium permanganate, use of, recom- 
mended by Rogers in Asiatic cholera. 
iv. 852. 

Calcium preparations, use of, in gastric 
hyperacidity, iii. 95. 

Calcium salts, use of. in bronchial asthma, 
iii. 384; in chronie enteritis, iii. 200; in 
chronic pancreatitis ' as prophylactic 
against hemorrhage at operation, iii. 
300; in hemophilia, iii. 877, S84; in 
tetany, iii. 927; i" tuberculous kidney, iv. 
117. 
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Calculi, pancreatic, iii. 302. 

Calculi, renal, formation of, iv. 108; 
treatment to dislodge, iv. 110. 

Calculus, vesical, as a cause of enuresis, 
iv.130. *'" 

Calisaya, elixir of, use of, as tonic, in stoma- 
titis ulcerosa, iii. 10. 

Calisthenic exercises, value of, in treatment 
of asthma, iii. 380. 

Calmette, researches of, in snake venom 
antisera, v. 747. 

Calmette ophthalmo-tuberculin reac- 
tion, v. 158. 

Calmette's antivenin, use of, against scor- 
pion venom, iv. 701; against snake poi- 
son, iv. 708. *' 

Calmette's tuberculin,^. $24. 

Calomel, use of, in active congestion of 
lungs, iii. 405; in acute apoplectic bul- 
bar paralysis, iv. 503; in acute bron- 
chitis, iii. 354; in acute catarrhal jaun- 
dice, iii. 261 ; in acute diffuse peritonitis, 
iii. 317; in acute enteritis with vomiting, 
iii. 193, 195; in acute fibrinous pleurisy, 
iii. 467; in acute gastritis, iii. 155; 

' in acute laryngitis, iii. 3&8; in acute 
myelitis, iv. 225; in acute nasopharyn- 
gitis, iii. 31 ; in acute nephritis, iv. 57; in 
acute ophthalmoplegia, iv. 516; in acute 

- tonsillitis, iii. 31; in anterior polio- 
myelitis, iv. 237; in bacillary dysentery, 
ii. 326; in blackwater fever, iv. 756; in 
biliousness, iii. 258; in cardiac insuffi- 
ciency with general anasarca to create 
diuresis, iii. 677; in cerebral hyperemia, 
iv. 386; in chronic catarrhal jaundice, 
iii. 264; in chronic enteritis, iii. 200; in 
cirrhosis of liver, iii. 282, 286; contra- 
indioated as cathartic in nephritis, iv. 
33; in diarrhea* of septicopyemia, ii. 283; 
in disease of eighth nerve, iv. 316; as 
dressing for sores in framboesia tropica, 
iv. 781; as dusting powder in diabetic 
vulvitis, ii. 751; as dusting powder in 
exulcerated chancre, ii. 408; as dusting 
powder in mucous patches on genitalia, 
kV413; as dusting powder in fcycbhtiary 
syphilitic cutaneous lesions of face, ii. 
4I1J as dusting powder in syphilitic 
condylomata, ii. 413; as dusting powder 
in uncomplicated chancre, ii. 408; in 
MJ&dematous laryngitis, iii. 341; in enteri- 
tis of infancy, iii. 231; to expel tape- 



worms, iv. 794; in glandular fever, ii. 
572; in herpes of mouth, iii. 7; in 
hydrocephalus, iv. 465; in infantile 
diarrhea, ii. 329; in influenza, ii. 187; 
as insoluble injection in syphilis, 
ii. 382; by insufflation in syphilis of 
upper respiratory tract, iii. 349; in meat 
poisoning from B. botulinus, ii. 635; in 
meat poisoning from B. paratyphosus, 
ii. 638; in membranous laryngitis, iii. 
342; in membranous rhinitis, iii. 330; 
in multiple neuritis, iv. 326; for oxyuris 
vermicularis, iii. 252; in phlegmonous 
pharyngitis, iii. 29; in plague, iv. 843; 
in pneumonia, ii. 228; for relief of 
constipation in tuberculosis, ii. 500; in 
spasmodic laryngitis, iii. 342; in sprue, 
iv. 878; by sublimation in membranous 
laryngitis, iii. 343; in treatment of gall- 
stones in transit, iii. 274; for trichiniasis, 
iii. 254; in typhoid fever, ii. 25; in ulcer- 
ous gingivitis, v. 637; in yellow fever, iv. 
871 ; on vaginal tampons for chancre of 
vagina and uterine neck, ii. 410. 

Calomel and santonin, use of, in ascariasis, 
iii; 251. 

Calomel and sodium bicarbonate, use of, in 
acute alcoholism, ii. 585; in chronic 
alcoholism, ii. 591; in delirium tremens, 
ii. 599; in Rocky Mountain fever, ii. 
561. 

Calomel ointment, use of, in chancre of 
integument, ii. 411; in chancre of lips, 
ii. 410; in exulcerated chancre, ii. 408; 
by injunction in prophylaxis of syphilis, 
ii. 362; in syphilitic alopecia, ii. 414. 

Calomel suppositories, use of, in rectal 
chancre, ii. 410. 

Calory, use of term as expression of food 
requirement, i. 72. 

Cammidge reaction, of no value in diag- 
nosis of pancreatic disease, iii. 298. 

Camomile tea, use of, for irrigation of 
colon in colitis, iii. 205. 

Campana, isolation by, from leprosy cases, 
of anaerobic acid-fast organisms, v. 383. 

Campbell's method, of administering izal 
by intratracheal injection, iii. 398. 

Camphor, uss of, in abortive treatment of 
acute bronchitis, iii. 354; in acute endo- 
carditis, iii. 747; in acute infectious 
myocarditis, iii. 750; in acute opium 
poisoning, ii. 611; in acute vasomotor 
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paralysis, iii. 753; in barbel cholera, 
ii. 840; in cardhir iii-uiluaency, iii. 013; 
in cholera infantum, iii. 205; in collapse 
associated with renal colic, iv. 106; in 
collapse during pneumonia, ii. 236; to 
control cpistaxis, iii. 336; in delirium 
tremens, ii. 002; in destruction of tsetse 
fly, iv. 766; in diphtheria, ii. 269; in 
erysipelas, ii. 276; by hypodermic in- 
jection, aa a cardiac stimulant in bron- 
chopneumonia, iii, 421; by hypodermic 
injection in pulmonary edema, iii. 410; 
by hypodermic injection in pulmonary 
thrombosis, hi. 411; by intratracheal 
injection in chronic atrophic la:yngitia 
with involvement, of trachea, iii. 343; 
locally, in atrophic rhinitis, iii. 331; lo- 
cally, in chri'nii"' atr-ijihii' rhinitis, iii. 313; 
in me (hemoglobin aria, iv. 6; in pneu- 
monia, ii. 235, v. 501; in pneumonia 
with cardiac failure, ii. 245; in poison- 
ing by amanita phalloides, ii. 645; to 
raise blood pressure, it. 247; in scarlet 
fever with cardiac weakness, ii. 127; in 
septicemia, ii, 233; in toxemia compli- 
cating acute diffuse peritonitis, iii. 31S; 
in typhoid fever, ii, 23; with spirits of 
chloroform in acute catarrhal cholecysti- 
tis, iii. 267; in whooping-cough, ii. 182. 

Camphor and menthol, use of, to allay 
burning and itching caused by larv» or 
plants, iv. 202. 

Camphor, powdered, use of, as dusting 
powder in herpes zoster, iv. 359. 

Camphor, spirits of, inhalation of, for relief 
of cerebral anemia, iv. 382. 

Camphor, subcutaneous injections of. See 

Camphor monobromate, use o', in neuras- 
thenia, iv. 565, 573. 

Camphor oil, use of. in asthenic form of 
measles, ii, 154; by hypodermic injec- 
tion in septicemia, ii. 283. 

Camphorated oil, use of, in cardiac insuffi- 
ciency, iii. 614; hy hypodermic injection 
as cardiac stimulant in beri-beri, iv. 870; 
by hypodermic injection for relief of 
edema of glottis in acute nephritis, iv. 62. 

Camphorated sterile oil, use of, in pneu- 

Camphoric acid, use of, to control night 

sweats, ii. 501, iv. 117. 
Cancer, changes in size of, following treats 



ment, v. 770-772; circulatory changes in, 
following treatment, v. 770; criteria of 
therapeutic effectiveness in, v. 770-772. 

Cancer, biological treatment op: ac- 
tive immunization, v. 762-769, 775-782; 
bibliography, v. 784-788; clinical data, 
v. 773-782; experimental data, v. 751- 
769; passive immunisation, v. 751-762, 
773-775; relationship between experi- 
mental and clinical data, v. 769; sum- 
mary, v. 782, 783. 

Cancer of bladder, radium treatment 



■, radium treatment of, 



for, i. 4* 

Cancer of 
i. 487. 

Cancer of buccal mucodb 
radium in treatment of, i. 486. 

Cancer of lip, radium treatment of, i. 
487. 

Cancer of prostate, radium treatment 
of, i. 488. 

Cancer of rectum, radium treatment for, 
i. 489. 

Cancer of tongue, radium treatment of, 
i. 487. 

Cancer op uterus, autogenous 'vaccine 
and antistreptoeoceiis serum in post- 
operative treatment of, v. 829; radium 
treatment for, i. 488. 

Cancer antisera, intravital action of, in 
animals, v. 761, 762; specificity of, v. 
761, 762. 

Cancer cells, action of X-ray upon, i. 
541. 

Cancroin, in treatment of cancer, v. 783. 

Cane-sugar. See Saccharose. 

Cannabis indica, use of, in migraine, iv. 603; 
in neurasthenia, iv. 565, 573; for relief 
of headache in neurasthenia, iv. 574. 

Canned fish, poisoning due to, ii. 641. 

Canned meat, poisoning by Bacillus en- 
teritidis caused by, ii. 636. 

Cannon, Dr., work by, on gastric peri- 
stalsis, iii. 68. 

Cantharides, irritation of kidneys by, iv. 
14, 56. 

Cantbaridin, use of, dangerous in nephritis, 
iv. 48. 

Capps and Leurs, conclusions drawn by, 
as to cause of accidents following irri- 
gation of pleural cavity, iii, 487; inves- 
tigations by, on death rate from thora- 
centesis, iii. 418. 
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Carbohydrate and pat requirement, i, 

79; injurious effects of excess of fat, i. 

80; method of reckoning, for a diet of 

definite energy value, i. 82. 

Carbohydrate equivalents in food, ii. 

716. 
Carbohydrate metabolism, relation be- 
tween, ami iliiihelr\s mellitus, ii- 699. 
t Carbohydrates, classification of, as food, 
i. 67; in diet for acute nephritis, iv. 59; 
in diet of chronic parenchymatous neph- 
ritis, iv. 64; in diet for gastric hyper- 
acidity, iii. 81, 88; in diet for neuras- 
thenia, iv. 545; in diet for yellow fever, 
iv. 870; digestibility of, i. 98; extra sup- 
ply of, required during convalescence 
n pneumonia, ii. 254; function of, ii. 
; pancreatic secretion increased hy 
diet of, iii 307; presence of, in bread, i, 
; presence of, in breakfast cereals, i. 
; as source of fat, ii. 773; ss source of 
heat and energy, ii. 772; sugar derived 
from, ii. 772; in treatment of uremia, iv. 
50; value of, as food, i. 68. 
Carbolic acid, use of, in attenuation of 
rabies virus, v. 729; in atriplicism, iv, 

1709; in depressive disorders of gastric 
secretion, iii. 151; to dilute tuberculin, 
iii. 507; as gargle in acute nasopharyn- 
gitis, iii. 20; as gargle, with alum, in 
chronic pharyngitis, iii. 22; as gargle 
with compound antiseptic solution in 
acute tonsillitis, iii. 31; for irrigation of 
bladder in treatment of tubercular cys- 
titis, iv. 121 ; for irrigation of pleural 
cavity followed by poisoning, iii. 487; 
objections to, for vesical irrigation in 
cystitis complicating acute myelitis, iv, 
227; in plague, iv. 843; for relief of itch- 
ing in varicella, ii. 113; in scarlet fever, 
ii. 120; in treatment of abscess due to 
cervical adenitis complicating diphthe- 
ria, ii. 269. 
Carbolic acid and alcohol injections in 

Graves' disease, v. 793. 
Carbolic acid and water, use of, as spray in 

smallpox, ii. 49. 
Carbolic acid lotion, u 



r. 708. 
Carbolic acid pills, i 



Carbolic solution, 
n myiasis, iv. 7 



eof, n 




e of, to destroy larva? 



Carbon dioxld baths. See Baths. 

Carbon dloiid gas, use of, as a cutaneous 
stimulant in tabes, iv. 200. 

Carbon monoxid, poisoning by, i. 211. 

Carbonic acid gas, in balneology, i. 653; in- 
halations of, during paroxysm of asthma 
proposed as relic! for, iii. 389. 

Carbuncles, treatment of, by electricity 
conjoined with X-ray, i. 404; vaccine 
therapy for, v. 632. 

Carcinoma, Abderhalden test for, v. 145; 
as a cause of chronic intestinal obstruc- 
tion, iii. 242; as cause of esophageal 
stenosis, iii. 48; blastomycosis and, v, 
425, Set also Cancer; miostagmin reac- 
tion in, v. 146, See alio Miostagmin re- 



action in 
therapy in 


i. 544. 


na; value of X-ray 


Carcinoma of 


esophagus. See Esophagus. 


Carcinoma of 


LIVER, 


iii. 291. 


Carcinoma o 


> LUNG, 


results of operation 


for, iii. 448 






Carcinoma o 




as, iii. 303. 


Carcinoma o 




h. See Stomach. 



Carcinomata o 

Carcinomata, 

improvement in, due to X-ray treats 

ment, iii, 502. 
Cardamom, compound tincture of, use of, in 

pneumonia, for relief of gas accumulated 

in stomach, ii. 252; for relief of hiccough, 

ii. 252. 
Cardiac asthma. See Asthma. 
Cardiac beat, cause and origin of, iii. 533. 
Cardiac OOWnx ration, preservation of, 

iii, 698; restoration of, iii. 715. 
Cardiac cycle, events of, iii. 541. 
Cardiac dilatation. See Dilatation of 

Cardiac dibeahf.s, balneology for relief of, 
i. 665; complicating rheumatic fever, ii. 
304. 

Cardiac hypertrophy, in nephritis, iv. 
20; from overwork, a cause of height- 
ened blood pressure, iii, 555; in pyelitis, 
iv. 94. 

Cardiac inhibition, following injection of 
antimeningitis serum, v. 530. 

Cardiac insufficiency, iii. 571; absolute 
rest important in, iii. 571 ; alcohol in, iii. 
687; carbon dioxid baths for relief of, 
■See Nauheim baths; climatic influence 
upon, iii. 664; as a complication of 
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chronic pulmonary emphysema, iii. 438; 
constipation due to, iii. 684; diet in 
treatment of, iii. 573, 683; digitalis for 

relief of, iii. 575; drugs in treatment of, 
iii, 575; evacuation of bowels in, iii. 
572; general treatment of, iii. 571; gym- 
nastics in treatment of, iii. 636; hydro- 
electric baths in, iii, 634; hydrotherapy 

' (or, iii. 615; marriage in, iii. 680; motor- 
ing as recreation in, iii. 666; Nauheim 
hatha for, iii. (ilft; nitroglycerin and the 
nitrites for relief of, iii. (K)5; occupation 
in, iii. 1178; paracentesis for relief of 
serous effusion in, iii, 674; parturition 
dangerous in. iii 681; pregnancy dan- 
gerous in, iii. 681; recreation in, iii. 
682; relative rest in treatment of, iii. 
574; removal of edema in, iii. 674; re- 
sumption of vocation in, iii. 662; sleep 
in, iii. 603; strophanti ins for relief of, 
iii. 599; strychnin for relief of, iii. 614; 
travel in, iii, 665; treatment of general 
anasarca in, iii, 672; treatment of serous 
effusion in, iii, 673; venesection for re- 
lief of, iii. 667. 

Cardiac neurasthenia, iii. 773; angina 
pectoris nervosa in, iii. 778; arrhythmias 
associated with, iii. 774; diet in, iii. 776; 
exercise in, iii. 775, 776; medicinal treat- 
ment of, iii. 778; prophylaxis against, 



iii. 774; rest i 



776; 



treatment of, iii. 777; symptoms of, iii. 
773; treatment of, iii. 775. 

Cardiac neuroses, general, iii. 773; 
cardiae neurasthenia, iii. 773; mechano- 
therapy for relief of, i. 352; reflex, iii. 
778; toxic, iii. 782; with well-defined 
syiiiptimis, iii. 786. 

Cardiac neuroses, reflex, iii. 778; of 
gastro-inli'siiiiul origin, iii. 778; of res- 
piratory origin, iii. 781; of sexual origin, 
iii. 781. 

Cardiac neuroses, toxic, iii. 782; due to 
iileohol, iii. 786; due to coffee and tea, 
iii. 786; due to tobacco, iii. 782. 

Cardiac neuroses with well-defined 
symptoms, iii, 7S<i; i-ssi-m in] paroxysmal 
tachycardia, iii. 786; paroxysmal brady- 
cardia, iii. 7S7; phrenocardia, iii. 788. 

Cardiac rhythm, irregularities in, iii. 
570. 

Cardiac st. 
digitalis, 



* indication for i 



Cardiac b 



, anspbylactii 



, presence of, in 



Cardiac toxemias, blood pressure affected 
by, in pneumonia, ii. 246; radiant light 
and heat in treatment of, i. 455; treat* 
ment of, in pneumonia, ii. 238; vaso- 
motor centers in spinal cord affected by. 

Cardiac weakness, as a complication of 
scarlet fever, ii. 127. 

Cardio-cibcplatory disturbances, as a 
complication of influenza, ii. 193. 

Cardiolysis, employment of, in cardiac in- 
sufficiency due to coneretio pericardii, 
iii. 730; introduction of, by Brauer, iii. 
508; technique of, iii. 509. 

Cardiospasm, iii. 56. 

Cardiovascular diseases, electrothera- 
peutics for relief of, i. 425. 

Cardiovascular disturbances, accom- 
panying or following paracentesis, iii. 
285. 

Cardiovascular i 
gout, ii. 675. 

Cardiovascular stimulant See Btintalanta 

Carious teeth, correction of, to prevent 
focal infection, v. 172. 

Carlsbad, treatment at, benefit from, in 
brachial neuritis accompanying diabetes 
mellitus, ii. 751 ; benefit from, in non- 
bleeding gastric ulcer, iii. 134. 

Carlsbad salts, use of, in cerebral hyper- 
emia, iv. 386; in constipation accom- 
panying cirrhosis of liver, iii. 281. 

Carlsbad water, use of, in treatment of non- 
MmliiiK. gastric ulcer, iii. 133, 

Carlson, observation by, on cardiac con- 
traction in Limulus polyphcmus, iii. 535. 

Carminatives, use of, in ]*ristaltic unrest, 
iii. 250. 

Carnivora, treatment of bites by, iv. 700, 
701. 

Carnotite, definition and location of, i. 
461; as a source of radium, i. 461. 

Carotid artery, ligature of, for relief of 
trigeminal neuralgia not to be recom- 
mended, iv. 354. 

Carpenter, W. B., anecdote of, iv. 338. 

Carrasquilla, experiments of, in treatment 
of leprosy by serum, v. 387. 

Carriere and Tomahxin, production by, 
of serum for Asiatic cholera, v. 285. 

"Carriers," of cholera, iv, 844; of dyoen- 
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tery, ii. 320; of meningococcus, t. 563, 
564; of pneumonia, ii. 222; of typhoid 
fever, ii. 2, 6, 9. See Typhoid carriers. 

Cascara preparations, use of, in acute in- 
fectious myocarditis, iii. 750; in aneu- 
rysm, iii. 765; in cardiac insufficiency, 
iii. 573. 

Cascara sagrada, use of, after hemorrhage 
in tuberculosis, ii. 497; in chronic con- 
stipation, iii. 233; to control constipa- 
tion in tuberculous kidney, iv. 117; in 
nephritis, iv. 33; in neurasthenia, iv. 
550; to promote evacuation of bowels 
in gastric atony, iii. 172; for relief of 
constipation in tuberculosis, ii. 501. 

Casein milk. See Eiweiss milk. 

Casper and richter, phlcridzin injection 
test developed by, iv. 24. 

Cassava root, poisoning by, ii. 646. 

Castellani, experiments by, on nature of 
frambcesia tropica, iv. 778, 779. 

Castellani and Chalmers, on treatment 
of epidemic dropsy, iv. 876. 

Castellani and Woollet, on use of lep- 
romata in treatment of leprosy, v. 389. 

Castlebury method of feeding diphtheria 
cases after intubation, ii. 268. 

Castor oil, use of, in acute enteritis, iii. 193; 
in acute gastritis, iii. 155; in bacillary 
dysentery, ii. 316; in barbel cholera, ii. 
640; in Bednar's aphthae, iii. 8; in 
chronic intestinal obstruction, iii. 242; 
in chronic mucous colitis, iii. 206; in 
diarrhea accompanying septicemia, ii. 
283; in diarrhea of tuberculosis, ii. 501; 
in enteritis of infancy, iii. 201 ; in herpes 
of the mouth, iii. 7; in infantile diarrhea, 
ii. 329; in Lambert's method of treating 
alcoholism, ii. 594; in Lambert's method 
. of treating morphinism, ii. 618; in meat 
poisoning due to B. paratyphosus, ii. 
638; in membranous enteritis, iii. 210; 
in muscarin poisoning, ii. 644; in peri- 
carditis, iii. 515; in tabes, iv. 198. 

Castor oil and eucalyptus oil, use of, in in- 
testinal distomiasis, iv. 798. 

Castor oil and opium, use of, in ulcerative 
colitis, iii. 211. 

Castor oil and santonin, use of, for ascari- 
asis, iii. 251. 

Castor oil bean, proteid character of 
poisonous elements in, ii. 632. 

Casts, urinary. See Urinary casts. 



Catacrotic waves op the pulse, iii. 
560. 

Cataplasms, hot, use of, in myositis, iv. 615. 

Cataract, accompanying diabetes mellitus, 
ii. 752. 

Catarrh, summer, etiology of, v. 673, 674. 

Catarrhal conditions, influence of cli- 
mate in treatment of, i. 281. 

Catarrhal stomatitis, iii. 5; treatment of, 
in. 5. 

"Catarrhus jestivtjq" v. 667; etiology of, 
v. 673, 674. 

Catharsis, employment of, in acute nephri- 
tis, iv. 56; necessity for caution in, for 
nephritis, iv. 32; for relief of anuria in 
acute nephritis, iv. 61; for relief of 
anuria in nephrolithiasis, iv. 107; for 
relief of dyspnea in chronic interstitial 
nephritis, iv. 70; for relief of lightning 
pains and crises in tabes, iv. 198. 

Cathartics, use of, in acute gout, ii. 703; in 
anuria, iv. 3; in beri-beri, iv. 868; con- 
traindicated in acute intestinal obstruc- 
tion, iii. 240; contraindicated in acute 
localized peritonitis, iii. 312; contrain- 
dicated in spastic constipation, iii. 231; 
in enterocolitis complicating measles, ii. 
160; in gastric irritability of septicemia, 
ii. 283; in reduction of obesity, ii. 800. 

Cathartics, cholagog, use of, contraindi- 
cated in acute catarrhal jaundice, iii. 
260. 

Cathartics, concentrated saline, objections 
to use of, in gastric atony, iii. 172. 

Cathartics, drastic, use of, in pachymenin- 
gitis interna hemorrhagica, iv. 364. 

Cathartics, hydragog, use of, in pleurisy, iii. 
469. 

Cathartics, saline, use of, in acute catarrhal 
jaundice, iii. 261; in acute diffuse peri- 
tonitis, iii. 317; in acute nasopharyngi- 
tis, iii. 20; in acute nephritis, iv. 56; in 
acute rhinitis, iii. 327; in acute tonsilitis, 
iii. 31; in barbel cholera, ii. 640; in bil- 
iousness, iii. 258 Rafter calomel, in active 
congestion of lungs, iii. 405; after calo- 
mel in acute bronchitis, iii. 354; after 
calomel in acute gastritis, iii. 155; after 
calomel in acute laryngitis, iii. 338; 
after calomel in acute myelitis, iv. 225; 
after calomel in anterior poliomyelitis, 
iv. 237; after calomel in plague, iv. 843; 
after calomel in yellow fever, iv. 871; 
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in cerebral hyperemia, iv. 386; chronic 
catarrhal jaundice, iii. 264; in chronic 
constipation, iii. 234; in cirrhosis of 
liver, iii. 283; in constipation associated 
with gastric hyperacidity, iii. 94; con- 
traindicated in aneurysm, iii. 765; con- 
traindicated in cardiac insufficiency, 
iii. 885; con traindicated in chronic 
mucous colitis, iii. 206; contra indicated 
in chronic myocardial insufficiency, iii. 
721; in delirium tremens, ii, 599; in in- 
fluenza, ii. 187; in kidney of pregnancy, 
iv. 82; in Lambert's method of treating 
alcoholism, ii. 563, 594; in meat poisoning 
due to B. botulinus, ii. 635; in meat 
poisoning due to B. enteritidis, ii. 637; 
in meat poisoning due to B. paratypho- 
sus, ii. 638; in multiple neuritis, iv. 326; 
in mumps, ii. 170; in muscarin poisoning, 
ii. 644; in nephritis, iv. 32, 33; in 
nephritis complicating scarlet fever, ii. 
133, 134; in optic neuritis without appar- 
ent cause, iv. 306; for oxyuris vermicu- 
laris, iii. 252; in phlegmonous pharyn- 
gitis, iii. 40; in phosphorus poi soil- 
ing, ii. 624; in pleurisy, iii. 468; in 
pneumonia, ii. 228; in prophylaxis of 
cerebral hemorrhage, iv. 391; for re- 
lief of migraine, iv. 603; in treatment of 
gallstones in transit, iii. 274; in uremia, 
iv. 61. 

Cathartics, strong saline, use of, contra- 
indicated in chronic gastritis, iii. 162, 

Cathartics, vegetable, use of, in acute 
nephritis, iv. 57; in chronic gastritis, iii. 
162; in constipation associated with 
gastric hyperacidity, iii. 95; in nephritis, 
iv. 33. 

Cathelin's epidural Injections, method of, 
iv. 134; for relief of lale pain in herpes 
zoster, iv. 360; for relief of pain in 
sciatica, iv. 296, 300. 

Cathelin's treatment, for enuresis, iv. 122. 

Catheter, technique of irrigating urethra 
with, iv. 157; technique of irrigating 
urethra without, iv. 157. 

Catheterization, asepsis in, iv. 157; indica- 
tions for, in paralysiB of bladder, iv. 
124; necessity for, in cerebral hem- 
orrhage, iv. 392; neeessily for, in curare 
poisoning, iv. 710; for retention of urine 
in tabes, iv. 198. 

Cathode stream, in x-ray work, i. 495. 



Cats, importance of, in prevention 
plague, iv. 838; katayams disease trans- 
mitted by, iv. 802; rabies in, v. 705. 

Cattle, rabies in, v. 705. 

Caudle, as article of invalid dietary, 
125. 

Causal therapy, for tabes, iv. 193. 

Caustic, lunar, use of, in herpes of 
mouth, iii. 7. 

Caustic alkalies, poisoning by, i. 21 

Caustic potash, poisoning by, i. 220. 

Caustic potash, use of, in treatment of 
thrax, ii. 323. 

Caustic soda, as a disinfectant for tuber- 
culosis, ii. 449; poisoning by, i. 220. 

Caustics, use of, eontraindicated in leu- 
koplakia, iii. 19. 

Cauterization, of accidental syphilitic le- 
sions, ii. 363; of bite of rabid animal, 
ii. 326; in chronic tonsillitis, iii. 36; of 
mucous patches, ii. 413; of sloughing 
tonsils compli eating scarlet fever, ii. 
130; in noma, 13; in syphilitic onychia, 
ii. 414. 

Cauterization of bladder, objections to re- 
moval of tubercular lesions by, iv. 121. 

Cauterization of wounds, in prophylactic 
treatment of rabies, v. 718. 

Cautery, actual, use of, in bite of rabid 
animals, ii. 326; in chronic myelitis, iv. 
231; in chronic nasopharyngitis, iii. 21, 
22; in chronic pharyngitis, iii. 22; in 
gangrenous or phagedenic chancre, ii. 
409; in laryngeal tuberculosis, ii. 489; 
for relief of lancinating pains in tabes, 
iv. 197; for relief of pain in pyelitis, iv. 
88; for relief of pain in spinal syphilis, 
iv. 274; in snake bite, iv. 698; in syph- 
ilitic onychia, ii. 414; in ulceration of 
cornea in smallpox, ii. 50. 

Cazenave, of Bordeaux, on hay fever, v. 
668. 

Cell count, of blood, in cerebrospinal men- 
ingitis, v. 518-519; of cerebrospinal 
fluid, in syphilis of central nervous sys- 
tem, v. 404, 405. 

Celli, on prophylactic use of quinin i 
malaria, iv. 751. 

Cellular membranes, i. 53. 

Central convolution, diagnosis of bra 
tumor in, iv. 437; localization of symp- 
toms of brain tumor in, iv. 

Central nervous system, anaphyla 
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Cei 

: 



eed by, v. 88; syphilis of, 

See Syphilis of criitrul nervous fcyutoni. 
Cereal breakfast foods, digestibility of, 



Cereals, cooking of, i. 92; in diet for 
nephritis, iv. 41. 

Cerebellar ataxia. See Ataxia. 

Cere hello pontine recess, localizing 
symptoms of tumor in, iv. 444. 

Cerebellum, atrophy and sclerosis op, 
514; treatment of, ii. 515. 

Cehehellum, diseases of, iv. 514; at- 
iphy and sclerosis, iv. 514; hereditary 
cerebellar ataxia, iv. 515. 

, tumor in, general symptoms 
of, iv. 443; local symptoms of, iv. 443. 
-HJtAi, abscess, iv. 419; diagnosis of, 
. 420; diagnosis between, and brain 
tumor, iv. 437; etiology of, iv. 419; 
headache as symptom of, iv. 619; intro- 
duction to subject of, iv. 419; micro- 
organisms present in, iv. 419; mortality 
following operation for, iv. 424; mor- 
tality from, iv. 421; occurrence of, iv. 
421; operation for, iv. 423; otitic form 
of, iv. 421; prognosis in, iv. 421; pro- 
phylaxis against, iv. 422; surgical pro- 
phylaxis against, iv. 422; symptoms of, 
iv. 420; traumatic form of, iv. 421; 
treatment of, iv. 423; varieties of, iv. 
420. 

Cerebral abscess, traumatic, iv. 421. 

Cerebral anemia, iv, 381; hydrotherapy 

^for relief of, i. 642; introduction to sub- 
ject of, iv. 381; prognosis in, iv. 382; 
prophylactic treatment for, iv. 381; 
treatment of, during attack, iv. 382. 
Cerebral circulation, vertigoes due to 

impairment of, iv. 633. 
Cerebral conditions, blood pressure 

raised by, iii. 555. 
Cerebhal cortex, indications of a tumor 



-. 445. 
Cerebral diplegia ttpe of cerebral 

Cerebral embolism, iv. 400; differential 
diagnosis in, iv. 400; etiology of, iv. 
400; in gonococcal endocarditis, v. 588; 
pathology of, iv. 401; prognosis in, iv. 
401; symptoms of, iv. 400; treatment 



of, iv. 402. 

Cerebral hemorrhage 

treatment of, iv. 3S 



«; after 



stitial nephritis a cause of, iv. 71; 
complication of whooping-cough, ii. 175; 
diagnosis of, iv. 390; etiology of. 
388; hydrotherapy for relief of, i. 643; 
prognosis in, iv. 390; prophylaxis 
against, iv. 390; symptoms of, iv. 
treatment of, iv. 391. 
Cerebral hyperemia, active, iv. 
hydrotherapy for relief of, i. 643; 



Cerebral meningitis, acote. See Menin- 
gitis. 

Cerebral palsies of children, iv. 409; 
cerebral diplegia type of, iv. 410; classi- 
fication of, iv. 409; diagnosis of, iv. 411; 
etiology of, iv. 409; hemiplegic type 
of, iv. 410; prognosis in, iv. 411; pro- 
phylaxis against, iv. 412; surgical treat- 
ment of, iv. 413; treatment of acute 
stage of, iv. 412; treatment of, in gen- 
eral, iv. 412; treatment of paralytic 
stage of, iv. 413; cerebral embolism, 



i traumatic hema- 



■. 400. 

Cerebral f 
toma, iv. 366. 

Cerebral softening, iv. 395. 

Cerebral symptoms of poison, i. 143. 

Cerebral thrombosis, iv. 395; differen- 
tial diagnosis in, iv. 397; etiology of, 
iv. 395; pathology of, iv. 396; prog- 
nosis of, iv. 396; symptoms of, iv. 395; 
treatment of, iv. 398. 

Cerebral venous thrombosis, as a cause 
of cerehral palsies of children, iv. 410. 

Cerebritis, complicating cerebral hemor- 
rhage, iv. 392. 

Cerebrobulbar globbopharynqolabial 
paralysis, iv. 504. 

Cerebrospinal fluid, v. 400; bacterio- 
logical examination of, v. 517, 518; cell 
count of, v. 404, 405, 416; changes in, 
after administration of anti meningitis 
sernm, v. 561, 562; chemical examina- 
tion of, v. 516, 517; clearing of, after 
treatment, v. 533; color of, v. 516; cyto- 
logical examination of, v. 518-519; effect 
of serum treatment on, v. 520, 521, 533; 
examination of, in diagnosis of tubercu- 
lous meningitis, iv. 376; fibrin content of, 
v. 518; guide to treatment in syphilis, v. 
400; in chronic meningitis, v. 520; in 
fully developed epidemic meningitis, 
v. 520; in prcmeningitic stage, v. 519; 
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pressure of, v. S15, 516; protein content 
of, v. 516; technique of examining, v. 
515-521 ; withdrawal of, in cerebro- 
spinal meningitis, v. 527. 

Cerebrospinal fluid in btfhilib, v. 399, 
404-W7; globulin content of, v. 405; 
pleocytoeis of, v. 404, 405; pressure of, 
v. 416; Wassermaun reaction in, v. 405- 
407. 

Cerebrospinal ueningitib, ii. 199;aseptic, 
v. 513; bacterial, v. 513; bacterial sup- 
purative, v. 518; cases of, v. 530, 531, 
534, 535, 537, 540, 541, 543, 546, 547, 
551, 552, 554. 555-557; cerebrospinal 
fluid in, v. 520; classification of, v. 513, 
514; complications of, v. 548-558; 
definition of, ii. 199; diagnosis between, 
and typhus fever, ii. 39; diagnosis of, v, 
514, 515; diet to be employed in, ii. 215; 
drugs in treatment of, ii. 213; due to 
gonocoecus, v. 588; epidemic form of, ii. 
200; etiology of, ii. 199; examination of 
cerebrospinal fluid in, v. 515-521; ful- 
minating, v. 536; gavage in treatment 
of, ii. 212; general treatment of, v. 547, 
548; hydrotherapy for relief of, i. 642; 
influenzal form of, ii. 210; method and 
technique of administering an timeningitis 
serum in, v. 527-529; mortality in, v. 
560; mortality in, with and without 
serum treatment, v. 562, 563; non- 
bacterial, v. 513; organisms causing, ii. 
199; pneumococcus form of, ii. 210; 
posterior basic, v. 535; treatment of, v. 
5-12 545, 51)1; jirciiiciiiiigil <•■ svmplnrjis 
of, v. 530; primary, v. 514; prognosis of, 
v. 559-563; prophylaxis in, ii. 211 ; relapse 
in, v. 558; secondary, v. 514; secondary 
syphilitic, cell count of cerebrospinal 
fluid in, v. 404, 405; serum treatment of, 
u. 200, v. 521-540; serum treatment of, 
and prognosis, v. 559, 560; serum treat- 
ment of general bacteriemia preceding 
and during course of, v. 535-540; specific 
treatment in, ii. 200; staphylococcus 
form of, u. 211, v. 514; streptococcus 
form of, ii. 210, v. 514; subacute, treat- 
ment of, v. 540-545; symptomatic treat- 
ment of, ii. 213; treatment of, in general, 
ii. 212; treatment of complications of, 
v. 548-558; treatment of convalescent:. 
in, v. 548; treatment of hydrocephalus 
in, v. 539, 540; treatment of relapse in, 



209; 



v. 558; treatment of, by sinus 
v. 544; tuberculous form of, i 
typhus fever differentiated from. 
with dry canal, treatment of, ' 
with thick plastic exudate, treatment of, 
v. 534, 535. 

Cerebrospinal meningitis, chronic, cere- 
brospinal fluid in, v. 520; classification 
of, v. 540; mild form of, v. 541; severe 
form of, v. 540; treatment of, v. 540- 
545; vaccine treatment of, v. 540. 

Cerebrospinal meningitis, epidemic, ii. 
200; diagnostic inferences from lumbar 
puncture in, ii. 204; indications for 
lumbar puncture in, ii. 202; prophylaxis 
in, v. 563-576; technique of lumbar 
puncture in, ii. 202; serum treatment of, 
ii. 200; urotropin treatment for, ii. 213. 

(.'KKKHIWISI'INAL SYTKILIS, Sit! Syphilis of 

central nervous system. 
Cerium oxylate, use of, for relief of gastric 

crisis in tabes, iv. 197. 
Ckknovodeanl' and Henni on absorption: 

of tetanus toxin, v. 456. 
Cervical adenitis. See Adenitis. 
Cerhcoocclpital neuralgia. See Neu- 

Chair, for use in active stage of tuberculo- 
sis, n. 481. 

Chalybeate waters, action of, i. 659; classi- 
fication of, i. 657; location of, i. 657. 

Chamot, statistics of phosphorus poisoning 
published by, ii. 622. 

Champagne, use of, in acute gastritis, iii. 
157; as stimulant in cerebral anemia, 
iv. 382. 

Chancre, v. 397. 

Chancre, excision of, ii. 365; method t 
ployed for, ii. 366. 

Chancre, local treatment nf, ii. 1(17; chancre 
of general integument, ii. 411; chancr 
of lips, mouth, or tongue, ii. 410; c! 
ere with paraphimosis, ii. 410; chancr 
with phimosis, ii. 408; chancre 
vagina and uterine neck, ii. 410; 
uleerated chancre, in 4( 
or phagedenic chancre, ii. 40! 
tive measures in gangrenous c 
denic chancre, ii. 409; operative n 
ures in urethral chancre, ii. 410; n 
chancre, ii. 410; urethral chancre, i 






410. 



Chai 
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Change of climate, importance of, in sprue, 
iv. 878. 

Change of employment, as a therapeutic 
measure in occupation neuroses, iv. 
677. 

Change of scene, importance of, in con- 
valescence from beri-beri, iv. 870; in 
convalescence from dengue, iv. 876; in 
convalescence from multiple neuritis, 
iv. 328; in convalescence from neuritis, 
iv. 289. 

Chantemesse, experiments of, on ophthal- 
mic diagnostic reaction in typhoid, v. 209 ; 
on immune serum therapy in typhoid 
fever, v. 226; typhoid-ophthalmo reac- 
tion of, v. 158. 

Chaplin, Arnold, creosote vapor bath in 
bronchiectasis suggested by, iii. 395. 

Charcoal, suspensions of, use of, in alka- 
loidal poisoning, i. 148. 

Charcoal mixtures, use of, for flatulency in 
gastric atony, iii. 172. 

Charcot, arthropathies present in tabes 
first described by, iv. 191 ; as pioneer in 
hypnotism, i. 567; use of quinin in 
nervous deafness and aural vertigo in- 
troduced by, iv. 317. 

Charrin, isolation of microorganisms path- 
ogenic for fish by, ii. 640. 

Charrin and Langlois, organotherapy first 
employed in Addison's disease by, iii. 
899. 

Chart, showing blood and temperature in 
a case of African tick fever, iv. 774; 
showing comparative effect of nitro- 
glycerin, erythrol tetranitrates, and 
sodium nitrite, on blood pressure, iv. 
47; showing relation between rainfall, 
mosquitoes, and malarial fever, iv. 748; 
showing spleen index, iv. 730; showing 
temperature curve in blackwater fever, 
iv. 756; showing temperature curve in 
malarial abscess of spleen, iv. 745. 

Chaulmoogra oil, use of, in leprosy, iv. 830, 
831. 

Cheese, use of, in diabetes mellitus, ii. 720. 

Cheese poisoning, ii. 643. 

Chekan, use of, for relief of bronchorrhea 
complicating pneumonia, ii. 253. 

Chelodonium, tincture of, use of, in treat- 
ment of gallstones in passing, iii. 274. 

Chemical v agents, as cause of acute 
nephritis, iv. 28. 



Chemnitz, mortality in, from small-pox 
during epidemic in 1870, ii. 102. 

Chemotherapy, in pncumococcus infections, 
v. 496-500. 

Chetwood's galvanocautery, use of, in reten- 
tion due to chronic prostatitis, iv. 168. 

Chetwood's tube, use of, for rectal douche 
in chronic gonorrheal urethritis, iv. 165. 

Chicken broth, as article of invalid diet- 
ary, i. 122. 

Chicken jelly, as article of invalid diet, i. 
122. 

Chicken pea, poisoning by. See Lathyrism. 

Chicken-pox. See Varicella. 

Chiggers, iv. 706; preventive measures 
against, iv. 707; remedial measures for, 
iv. 707. 

Childhood, prophylaxis against the neu- 
roses in, iv. 524. 

Childhood sports, as a cause of cardiac 
insufficiency, iii. 699. 

Children, diabetes in, ii. 752; effect of 
X-ray therapy upon tissues of young, i. 
527; empyema in, see Empyema; ma- 
laria in, iv. 744; protection of, against 
tuberculosis, ii. 454; reduction of obesity 
in, ii. 777. 

Chill and fever, association of, with renal 
colic, iv. 106. 

Chills, as a symptom of cerebral abscess, 
iv. 420; as symptom of pneumonia, ii. 
227; as symptom of typhus fever, ii. 35. 

Chin-cough. See Whooping-cough. 

Chinese, infrequency of typhoid among, 
ii. 2; inoculation for small-pox as prac- 
ticed among, ii. 52. 

Chinosol, use of, in leprosy, iv. 816; in 
sprue, iv. 878. 

Chipault, mortality after operation for 
infectious thrombosis reported by, iv. 
430. 

Chittenden and Geisb, work done by, on 
effect^ of boracic acid on metabolism, i. 
190. 

Chloral, in treatment of cerebrospinal men- 
ingitis, v. 548. 

Chloral and morphin, use of, to relieve in- 
somnia associated with mediastinal 
tumors, iii. 504. 

Chloral hydrate, use of, in acute bron- 
chitis, iii. 363; in apoplectic *orm 
of vestibular vertigo, iv. 639; as an 
antagonist to strophanthus poisoning, 
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iv. 711; in bronchial asthma, iii. 389; 
in cerebrospinal meningitis, ii. 214; con- 
traindicatcd iii aleohrilism, ii. 591; con- 
traindicated in neurasthenia, iv. 566, 
573; to control motor excitement in 
acute hemorrhagic inferior polioen- 
cephalitis, iv. 408; to control restlessness 
in uremia, iv. 53; to control violent 
movement in chorea, iv. 679; danger- 
ous in pericarditis, iii. 520; in delirium 
tremens,. .ii. 603; for deodorization of 
sputum in pulmonary abscess or gan- 
grene, iii. 141; in eclampsia of preg- 
nancy, iv. 83; in epilepsy, iv. 663; 
by hypodermic injection in carcinoma 
of stomach, iii. 166; to induce sleep in 
acute bronchitis, iii. 362; in measles, 
ii. 152; in migraine, iv. 603; mixture 
containing, for relief of vesical crises in 
tabes, iv. 197; in pneumonia of alco- 
holics, ii. 250; for prevention of anaphy- 
lactic reaction, v. 100; by rectum in 
acute hemorrhagic polioencephalitis with 
extreme motor excitement, iv. 408; by 
rectum in cerebral hyperemia, iv. 387; by 
rectum to control restlessness due to 
uremia, iv. 53; by rectum in hydro- 
phobia, ii. 332; by rectum in laryn- 
gismus stridulus complicating tetanus, 
ii. 810; by rectum for relief of con- 
vulsions in acute stage of cerebral 
palsies of children, iv. 412; by rectum 
for relief of serial convulsions due to 
brain tumor, iv. 448; by rectum in renal 
colic, iv. 106; for relief of arterio- 
sclerotic vertigo, iv. 634; for relief of 
convulsions in rachitis, ii. 837; for relief 
of insomnia associate 1 with mediastinal 
tumors, iii. 504; for relief of insomnia 
due to brain tumor, iv. 449; for relief 
of insomnia in dengue, iv. 876; for relief 
of insomnia in erysipelas, ii. 276; for 
relief of insomnia in multiple neuritis, 
iv. 327; for relief (if insomnia in typhoid 
fever, ii. 26; in renal colic, iv. 106; to 
secure sleep in neuritis, iv. 286; in 
scarlet fever for prevention of nephritis, 
ii. 133; in tetany, iii. 927. 

Chloral hydrate and bromids, administra- 
tion of, by enemata for relief of rest- 
lessness in cerebral hemorrhage, iv. 
392. 

Chloralamid, use of, contraindicated in 




cardiac insufficiency, iii. 664; 
duce sleep in acute bronchitis, ii 
in nervous type of influenza, ii. 1 

Chlorate of potash. See Potassium 
chlorate. 

Chloric ether, use of, in pneumonia, to 
relieve accumulation of gas in stomach, 
ii. 252. 

Chlorid of gold. See Gold chlorid. 

Chlorin, poisoning by, i. 209. 

Chlorinated lime, as a disinfectant in 
tuberculosis, ii. 449, 454. 

Chloroform, inhalation of, in cough of 
tuberculosis, ii. 494; in gallstone colic, 
iii. 386; in laryngeal crises of tabes, iv. 
197; in laryngismus stridulus compli- 
cating rachitis, ii. 810; in paroxysms 
of asthma, iii. 386; in paroxysms of 
hydrophobia, ii. 332; in pulmonary 
edema, iii. KVl: for relief of convulsions 
from acute alcoholism, ii. 585; for relief 
of convulsions in acute stage of cerebral 
palsies of children, iv. 412; for relief of 
convulsions in anterior myelitis, iv. 238; 
for relief of convulsions in pregnancy, 
iv. 83; for relief of dyspnea due to 
pressure from a mediastinal tumor, iii. 
927; for relief of serial convulsions due to 
brain tumor, iv. 448; in renal colic, iv. 
104; in strophanti) us poisoning, iv. 711; 
in tetanus, ii. 338, 342; in tetany, iii. 
927; in v.-hoopmg-fi>ugh, ii. 180. 

Chloroform, injections of, to destroy larvse 
in myiasis, iv. 705. 

Chloroform, internal use of, in cholecystitis, 
iii. 266; in intestinal distomiasis, iv. 
798. 

Chloroform, local use of, in atriph'cism, iv. 
709. 

Chloroform and creosote vapor, inhalation 
of, in acute rhinitis, iii. 328. 

Chloroform and menthol, inhalation of, in 
acute rhinitis, iii. 328. 

Chloroform anesthesia, use of, in cauteriza- 
tion of wounds made by rabid animals, 
ii. 326; in chronic myocardial insuffi- 
ciency, iii. 743; contraindicated 
adenectomy, iii, 25, 26; contraindicated 
in retropharyngeal abscess, iii. 
contraindicated in tonsillectomy, 
37; danger from, in operation for liver 
abscess, iv. 727; injury of kidney by. 
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loroform liniment, use of, for relief of 
n cheat accompanying tuberculosis, 
ii. 502; for relief of pain in syringo- 
myelia, iv. 278. 

809; arsenic in treatment 
of, iii. 819; Wood (Kami nation in, iii. 
810; cholesterin in treatment of, iii. 
820; complications in, iii. 810, 821; 
constipation in, iii. 821; definition of, 
iii. 809; diaphoresis in treatment of, 
iii. 813; diet in, iii. 812, 821; headache 
due to, iv. 621; hydrotherapy for, i. 
627, iii. 812; intestinal iwrtinrpniii in 
treatment of, iii. 814; iron treatment 
of, iii. 811, SI 4; manganese in treatment 
of, iii. 819; mechanotherapy for, i. 348; 
symptoms in, iii. 821; plas- 
matic treatment of, iii. 81!); piasmo- 
therapy for, iii. B20j serum therapy for, 
iii. 820; symptoms of, iii. 820; treatment 
of, v. 808; treatment of, in general, iii 
811; treatment of special symptoms of, 

i of, in tetanus, ii. 338; 



i a symptom of 
a symptom of 



s to anl-iplaiiui' 
a early and free use of 
:rum, v. 272; results of 
on serum treatment of 



in tetanus 

ii. 345. 
Chocolate, food value of. 
Choked disk, iv. 305; 

brain tumor, iv. 435 

serous meningitis, iv 

tCHOKSY, investigation by, 
serum, iv. 842; 
plague immune 
investigations o 
plague, v. 272. 
Cholagogs, use of, in chronic catarrhal 
jaundice, iii. 264; in chronic chole- 
cystitis anil cholelithiasis, iii. 273. 
Cholecystectomy in treatment of typhoid 

Cholecystitis, us cause of gastric disease, 
iii. 180; as complication of typhoid 
fever, ii. 28; due to influenza bacillus, 
ii. 190. 

Cholecystitis ami chi ilkanoeitib, surgical 
treatment of, to prevent local disease, 
v. 172. 

Cholecystitis and cholelithiasis, iii. 
265; arguments for considering chronic 
recurrent gall bladder disease a 
medical disease, iii. 277; arguments for 
considering chronic or recurrent gall 
bladder disease a surgical disease, iii. 




277; drugs in treatment of, iii. 273; 
general considerations concerning, iii. 
265; indications for medical treatment 
of, iii. 279; indications for surgical 
treatment of, iii. 279; olive oil in treat- 
ment of, iii. 273; relation between can- 
cer and, iii. 278; respective indications 
for medical or surgical treatment of, 
iii. 275; results of surgical interference 
in, iii. 278; treatment of acute catarrhal 
cholecystitis, iii. 266; treatment of 
chronic cholecystitis, iii. 269; treatment 
of gallstone colic, iii. 267; treatment of 
gallstones in transit, iii. 273. 

Cholecystotomy, performance of, suggested 
in distomiasis, iv. 796. 

Cholelithiasis, association of, with chronic 
pancreatitis, iii. 298, 299; hydrotherapy 
for relief of, i. 633. 

Cholera, Asiatic. See Asiatic cholera. 

Cholera immune sera, effect of, in man, v. 
288; immunizing properties of, v. 286; in 
treatment of Asiatic cholera, v. 288. 

Cholera infantum, iii. 204; hydrotherapy 
for relief of, i. 639. 

Cholera m 

Cholera n 

Cholera serum of Brau and Denier, prepara- 
tion of, v. 288; results with, v. 288, 
289. 

Cholesterin, therajieutic use of, in chlorosis, 
iii. 820; in paroxysmal hemoglobinuria, 
iii. 883; in pernicious anemia, iii. 840, 

Cholin, as a cause of food poisoning, ii. 



treatment of acute 



i acute gonorrhea 



Chologogue cathartics ir 
typhoid carrier, v. '£. 

Chordee, treatment of, 
iv. 141. 

Chorea, as a complication of acute rheu- 
matism, ii. 295; degenerati' 
electrica, iv. 680; electrotherapy for 
relief of, i. 431; hydrotherapy for relief 
of, i. 643; infectious, .SV« Chorea 

Chorea minor, iv. 678; chorea electrica, 
iv. 680; chronic form of, iv. 679; coni 
ital form of, iv. 680; definition 
iv. 678; degenerative form of, iv. 680 
habit choreas, iv. 680; Huntingtoi 
choreas, iv. 680; imitative form of, iv 
680; as isolated phenomena, iv. 681 
in pregnancy, iv. 679; treatment of, 
iv. 678. 
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Choroid, tubercles in, a diagnostic sign 
in tuberculous meningitis, iv. 375. 

Choroiditis, suppurative, complicating 
cerebrospinnl meningitis, v, 550. 

Chromaffin system, i. 782. 

Chromic acid, local use of, in chronic 
rhinitis, iii. .'S3; in herpes of the lips, iii. 
7; in mucous patches, ii. 413; in stomati- 
tis due to hydrargyrism, ii. 372; in syphi- 
lis of the mouth, iii. 15; in tertiary syphi- 
litic lesions of mucous and mucocu- 
taneous surfaces, ii. 412; in Vincent's 
angina, iii. 29. 

Chromosantonin, use of, in sprue, iv. 878. 

Chkomotropic influences, on cardian 
muscle, iii. 537. 

Chiysarobin, use of, in plague, iv. 832. 

Chrysomyea 

Chrysomyea 

Chock ERBDTTr, potassium iodid first in- 
troduced into England by, iii. 765. 

Chvostek's method, of employing elud rieity 
in exophthalmic goiter, iii. 916. 

Chvostek's symptom in tetany compli- 
cating rachitis, ii. 809. 

Chylothorax, iii. 4S9; treatment of, iii. 
490. 

Cicatrices, radium in treatment of, i. 480. 

Cicuta maculata. See Cicuta roots. 

Cicuta roots, poisoning by, ii. 647. 

Cigarette smoking, effects of, iii. 783; 
prohibition of, in cardiac insufficiency, 
iii. 689. 

Cinchona, alkaloids of, use of, as sub- 
stitutes for quinin, iv. 742. 

Cinchona bark, use of, in depressive dis- 
orders of gastric secretion, iii. 150. 

Cinchona, ferrated elixir of, use of, as tonic, 
in acute ulcerous gingivitis, iii. 10. 

Cinchona, tincture of, use of, in depressive 
disorders of gastric secretion, iii. 150. 

Cinchonin and ipecac, use of, in acute laryn- 
gitis in young children, iii. 339. 

Circulation, collapse of, in broncho- 
pneumonia, iii. 420; disturbances of, 
in Addison's disease, iii. 902; effect of 
epinephrin upon, i. 787; influence of 
pleural exudates upon, iii. 460. 

Circclation, disorders or, due to use of 
arsenobenzol in syphilis, ii. 401; hydro- 
therapy for relief of, i. 623; massage and 
gymnastics in treatment of, i. 301; in 
typhoid fever, ii. 23. 



Circulation time, iii. 544. 

Circulatory apparatus, physiological ef- 
fects of massage upon, i. 294. 

Circumcision, performance of, in excision 
of chancre, ii, 366. 

Cirrhosis, fibrinogen insufficiency in, v. 
796. 

Cirrhosis of liver, iii. 280; drugs in 
treatment of, iii . 282 ; electrothera- 
peutics for relief of, i. 423; operative 
measures for relief of ascites in, iii. 287; 
organotherapy for, iii. 286; paracentesis 
for relief of, iii. 284; treatment of, in 
develop men till stage, iii. 280; treatment 
of, in terminal stage, iii. 287. 

Clsterna, for hydrocephalic conditions, v. 
544, 

Citrate of iron and strychnin, hypodermic 
injection of, in atrophic rhinitis, iii. 



Citrate of 

Citrates, use of, as diuretics in acute 

nephritis, iv. 57. 
Citric acid, destruction of cholera germs bv, 

iv.845. 
Citrin ointment, use of, in syphilitic onychia, 

ii. 415. 
Claisse, P., formula suggested by, for use 

as an inhalation in acute bronchitis, iii. 

358. 
Clark's method for use of opium in acute 

diffuse peritonitis, iii. 31fi. 

., egotism due to, ii. 



216. 

Cleanliness, importance of, in acute mye- 
litis, iv. 22-1; importance of, in acute 
urethral gonorrhea, iv. 137. 

Cleansing solutions. See Solutions, cleans- 
ing. 

Cleaves, marine searchlight adapted to 
therapeutic use by, i. 441. 

Ciegg, isolation by, from leprosy cases, of 
acid-fast organisms which produce yel- 
low or orange-colored colonies, v. 383. 

Clegg bacillus of leprosy, treatment of 
leprosy with vaccines prepared from, v. 



imate, altitude in relation to, i. 255; 
atmospheric humidity as a factor in, i. 
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250; barometric pressure a factor in, i. 
257; definition of, i. 246; dust and at- 
mospheric impurities a factor in, i. 275; 
electricity a factor in, i. 257; factors in, 
i. 247; influence of, upon acute inflam- 
mation of nasal sinuses, hi. 333; influ- 
ence of, upon acute nephritis, iv. 29; in- 
fluence of, upon asthma, ill. 380; influ- 
ence of, upon atrophic rhinitis, ill. 330; 
influence of, in bronchiectasis, iii. 393; 
influence of, upon cardiac insufficiency, 
iii. 665; influence of, in choldra infan- 
tum, iii. 205; influence of, upon chronic 
interstitial nephritis, iv. 68; influence 
of, upon chronic laryngitis, iii. 340; in- 
fluence of r upon chronic parenchymatous 
nephritis, iv. 30, 63; influence of, upon 
chronic pulmonary emphysema, iii. 433; 
influence of, in convalescence from 
bronchopneumonia, iii. 421; influence 
of, in convalescence from neuritis, iv. 
289; influence of, in exophthalmic goiter, 
iii. 915; influence of, upon neuralgia, 
iv. 338; influence of, upon neurasthenia 
and psychasthenia, iv. 563; influence 
of, upon pneumonia, i. 281; influence 
of, upon pulmonary disturbances asso- 
ciated with cardiac insufficiency, iii. 
731; influence of, upon respiratory affec- 
tions, i. 281; influence of, upon rheu- 
matoid affections, i. 281; influence of, 
upon skin diseases, i. 283; influence of, 
upon tabes, iv. 213; influence of, upon 
tuberculosis, i. 278; influence of, upon 
tuberculosis of larynx, iii. 344; influence 
of vegetation upon, i. 258; isolation a 
factor in, i. 273; land and water as fac- 
tors in, i. 249; light a factor in, i. 274; 
physiological adaptation of human be- 
ings to, i. 247; physiological influence of 
atmospheric humidity in, i. 263; physio- 
logical influence of diminished baro- 
metric pressure in, i. 268; psychology 
of, i. 277; reaction of human beings to, 
I. 246; soil as a factor in, i. 258; of Spas, 
i. 663; temperature a factor in, i. 248; 
winds a factor in, i. 253. 

Climates beneficial in tuberculosis, ii. 
470. 

Climatic buboes, iv. 880. 

Climatic treatment, of acute bronchitis, 
iii. 351; arteriosclerosis, iii. 760; of 
bronchitis due to chronic myocardial in- 



sufficiency, iii. 738; of chronic bron- 
chitis, iii. 366; in chronic rhinitis, iii. 
328; in convalescence from pneumonia, 
ii. 254; in tuberculosis, ii. 468; in tuber- 
culosis of mediastinal lymph nodes, iii. 
506. 

Climatology, i. 245; application of, to 
treatment of disease, i. 278; meteoro- 
logical, i. 247; physiological and medical, 
i. 259; physiological reaction to ex- 
ternal temperature, i. 230; scope of, i. 
245. 

Clitoris, adherent, as a cause of enuresis, 
iv. 130. 

Cloetta's digalen. See Digalen. 

Clonorchis epidemicus, iv. 795; pa- 
thology of, iv. 796. 

Clonorchis sinensis, iv. 795. 

Clonorchis watsoni, iv. 797. 

Clopatt, method employed by, for X-ray 
treatment of mediastinal tumors, iii. 
502. 

Closure time of heart, iii. 542. 

Clot-cultures of typhoid bacillus in 
diagnosis of typhoid fever, 205. 

Clot formation, physiology of, v. 820. 

Clothing, choice of, in acute rhinitis, iii. 
326; choice of, in chronic bronchitis, 
iii. 368; choice of, in tuberculosis, ii. 485; 
choice of, in tuberculosis of kidney, iv. 
115; disinfection of, in tuberculosis, ii. 
463; protection against plague by means 
of, iv. 841. 

Clubfoot, following progressive neural 
muscular dystrophy, iv. 266; prevention 
of, after anterior poliomyelitis, iv. 241. 

Coagulability of blood, anaphylaxis and, 
v. 82. 

Coagulants of blood, use of, in hemophilia, 
iii. 877; mineral ions in, iii. 877; sub- 
stances forming complex insoluble col- 
loids, iii. 878. 

Coagulation of the blood, mechanism of, 
v. 795-798. 

Coagulins. See Precipitins. 

Coagulin, in serum therapy for purpura, iii. 
874. 

Coagulose, use of, in hemophilia, iii. 882. 

Coal miners, frequency of asthma among, 
iii. 425. 

jCoal tar derivatives, use of, in bilious- 
ness, iii. 259; conditions contraindi- 
cating, in typhoid fever, ii. 26; con- 
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traindicated in plague, iv. 843; con- 
tra indicated in pleurisy, iii. MS; diiiijii'i- 
oua as substitute for quinin, iv. 742; in- 
troduction of, into medicine, ii. 18; met- 
hemoglobinuriadueto, iv. 4; precautions 
against mcthemoglobinuria from, iv. 5; 
for relief of headache in acute nephritis, 
iv. 62; for relief of headache in cerebral 
thrombosis, iv. 399; for relief of head- 
ache in chronic interstitial nephritis, iv. 
71; for relief of headache due to high 
blood pressure, iv. 47; for relief of head- 
ache in paehy meningitis interna hem- 
orrhagica, iv. 304; for relief in headache 
in typhoid fever, ii. 27; for relief of 
headache due to uremia, iv. 52; for re- 
lief of lancinating pains in tabes, iv. 
196; for relief of neuralgic headache, iv. 
608; for relief of pain in neuritis, iv. 
285; for relief of pain in neuralgia, iv. 
339; for relief of pain in pyelitis, iv. 88; 
for relief of sciatic pain in diabetes mel- 
litus, ii. 751; in scarlet fever, ii. 127; 
symptoms due to misuse of, in whoop- 
ing-cough, ii. 175. 

Cobra antlvealn, administrations of, v. 747; 
preparation of, v. 747. 

Cobra venom, action of, on blood cells, v. 
744, 745; separation of hemolytic from 
neurotoxic constituents of, v. 744; solu- 
tions of, in diagnosis of syphilis, v. 745; 
solutions of, in diagnosis of tuberculo- 
sis, v. 746. 

Coca and Giliian, use of unaltered vac- 
cines by, for cancer, v. 777. 

Coca, Dorrance, and Lebredo, report 
e therapy in cancer, v. 777, 



778- 
Cocaln, 



i acute inflammation of 
iii. 333; in acute opium 
poisoning, ii. 611; as anesthetic in cau- 
terization of bites from rabid animals, 
ii. 326; as anesthetic in cauterisation 
for chronic pharyngitis, iii. 22; as anes- 
thetic in chronic rhinitis, iii. 329; as 
anesthetic in excision of chancre, ii. 366; 
as anesthetic in laryngeal tuberculosis, 
iii. 346; as anesthetic in operation for 
:i|>l" mli'-itis, iii. 220; as anesthetic in 
scarification of larynx, iii. 341; as anes- 
thetic in thoracentesis, iii. 474; as anes- 
thetic in tonsillectomy, iii. 38; in 
asthma, iii. 386; in chancre with paraphi- 



mosis, ii. 410; tocont.rol spasmodic cough 
in chronic pro^ri-esive bulbar paralysis, 
iv. 253; by epidural injection for relief 
of pain in sciatica, iv. 296, 300; in hay 
fever, iii. 390; by hypodermic injection 
for relief of pain in neuritis, iv. 285; by 
hypodermic injection in trigeminal neu- 
ralgia, iv. 342; following injection of an- 
timeningitis serum, v. 529; as mouth 
wash in stomatitis due to hydrargyrism, 
ii. 372; for otitis complicating scarlet 
fever, ii. 131 ; for relief of gastric irrita- 
bility, in typhoid fever, ii. 25; for relief 
of pain following bite of scorpions, iv. 
701; for relief of vomiting due to brain 
tumor, iv. 448; in small-pox accompan- 
ied with dysphagia, ii. 47; as spray in 
asthma, iii. 386; as spray to relieve 
painful deglutition in laryngeal tuber- 
culosis, iii. 347; by subarachnoid injec- 
tion in radicular sciatica, iv. 296; sub- 
stitutes for, for relief of pain in multiple 
neuritis, iv. 285; in tertiary .syphilitic 
lesions of mucous and mucocutaneous 
surfaces, ii. 412; in Vincent's angina for 
relief of dysphagia, iii. 65; in whooping- 
cough, ii. 183. 

Cocain and tmtlpvrln, use of, in acute 
pharyngitis, iii. 21; on tampon, for 
trol of epistaxis, iii. 335. 

Cocain and oxylate of cerium, use of, for 
relief of gastric crises in tabes, 

Cocain habit, danger of, from u 

cain in asthma, iii. 387; danger of, from 
use of cocain in hay fever, iii. 390; dan- 
ger of, from use of cocain to relieve pain 
in neuritis, iv. 285; precauti 
in writing prescription for cocain. iii. 
328; Town's specific treatment for, ii. 
593. 

Cocain ointment, use of, in herpes zoster, 
iv. 359. 

Cocain poisoning, i. 239; treatment of, i. 
240. 

Cocain suppositories, use of, for relief of 
pain of nervous character in t 
perineum, or rectum, iv. 358. 

Cocainism. See Cocain habit. 

Coccygodynia, treatment of, iv. 3 

Cochin China diarrhea, iv. 812; para- 
site causing, iv. 812; preventive n 
ures in, iv. 813; remedial n 
813. 
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Cocoa, use of, as article .if invalid dietary, 
. 127; in diet for gastric hyperacidity, 



i. 91. 



: article of invalid 



n article of invalid did, 



COCOA WITH » 

dietary, LI! 

Cocoa junket, 
i. 126. 

Cod liver oil, use of, in after-treatment of 
herpes zoster, iv. 359; in bronchial 
asthma, iii. 3X5; in bronchoadenilis, iii. 
399; in chronic bronchitis, iii. 371; in 
convalescence from pneumonia, ii. '251; 
in endemic hematuria, iv. 801; in laryn- 
geal tuberculosis, iii. 348; in measles 
complicated with enlargement of lym- 
phatic glands, ii. 162; in rest cure for 
neurasthenia, iv. 565; in treatment of 
enuresis, iv. 133; in tuberculosis of 
mediastinal lymph glands, iii. 507. 

Cod liver oil and phosphorus, use of, in 
rachitis, ii. 807. 

Cod liver oil, deodorized, use of, as spray 
n hay fever, iii. 301. 

Codein, use of, in acute bronchitis, iii. 361; 
to allay irritation in laryngeal tubercu- 
losis, iii. 34G; in bronchitis complicating 
influenia, ii. 189; in bronchitis due to 

chronic myocardial insufficiency, iii. 738; 
in cardiac asthma due to chronic myo- 
cardial insufficiency, iii. 737; in cerebro- 
spinal meningitis, v. 548; in chronic in- 
testinal obstruction, iii. 242; in chronic 
opium poisoning, ii. 616; eontraindicated 
in chronic bronchiectasis complicating 
influenza, ii. 195; to control cough in 
active stage of tuberculosis, ii. 478; to 
control cough due to chronic bronchitis 
associated with cardial: insufficiency, iii. 
731; to control eough in laryngeal tu- 
berculosis, ii. 494; to control cough in 
measles, ii. 153; in diabetes mellitus, ii. 
744; in edematous laryngitis due to 
foreign body, iii. 341; in gastric hyper- 
acidity, iii. 95, 100; by hypodermic in- 
jection in carcinoma of stomach, iii. 166; 
by hypodermic injection for relief of 
vomiting in cerebral abscess, iv. 423; 
following mt.raspinnus injection of se- 
rum in cerebrospinal syphilis, v. 418; in 
laryngismus stridulus complicating ra- 
chitis, ii. 810; in migraine, iv. 603; in 
. 170; for relief of cervicoOc- 
cipital neuralgia, iv. 356; for relief of 




dyspnea due to chronic myocardial in- 
sufficiency, iii. 736; for relief of insomnia 
in cardiac insufficiency, iii. 664; for re- 
lief of pain in neuralgia, iv. 340; for re- 
lief of pain in neuritis, iv. 286; for relief 
of pain in small-pox, ii. 47; for relief of 
pain and cough in broncho-pneumonia, 
iii. 421; for relief of pain and cough in 
pneumonia, ii. 227, 249; for relief of 
painful erection or chordee in acute 
urethral gonorrhep, iv. 141; for relief of 
vomiting due to brain tumor, iv. 448; 
to restrain delirium in pneumonia, ii. 
229; in serum sickness, v. 558; as sub- 
stitute for morphin in treatment of mor- 
phin habit, ii. 614; by suppositories, to 
relieve pain in acute gastritis, iii. 156; 
in varicella, ii. 113; in whooping-cough, 
ii. 181. 
Coefficient, of distribution, i. 19; of par- 
tition, i. 19. 
Coffee, abuse of, a cause of chronic gas- 
tritis, iii. 159; abuse of, a cause of gas- 
tric hyperacidity, iii. 76; as cause of 
reflex cardiac neuroses, iii. 786; prohi- 
bition of, in brain tumor, iv. 447. 
Coffee, administration of, by rectum, in 
pneumonia, with marked cardiac de- 
pression, ii. 231, 241; as article of in- 
valid dietary, i. 128; benefit from, dur- 
ing attack of angina pectoris, iii. 769; in 
diet for chronic parenchymatous nephri- 
tis, iv. 65; in diet for gastric hyperacid- 
ity, iii. 90; in diet for nephritis, iv. 43, 
58; to prevent collapse in snake poison- 
ing, iv. 699; as stimulant in cerebral 

Coffee, strong, use of, in acute opium poi- 
soning, ii. 611; in diet of pneumonia, ii. 
231; in septicopyemia, ii. 283. 
Cohen, directions by, for use of quinin and 
urea hydro^hlorid in pneumonia, ii. 
236. 
Cohnheim, calcium salts recommended by, 
i chronic enteritis, iii. 200; oil treats 
lent for gastric ulcer recommended by, 
..i. 136. 

Colls and transformers, i. 367. 
Coujhicum, poisoning by, i. 234. 
Colchlcum, use of, in acute gout, ii. 680; in 
iral vertigo, iv. 316. 

as cause of nephritis, 
of neuritis of third, 
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fourth, and sixth nerves, iv. 308; as 
cause of sciatica, iv. 208. 

Cold, application of, to head, i. 618; thera- 
peutic use of, i. 608; degree of, required 
for stimulation, i. 610; general applica- 
tions of, i. 622; local applications of, i. 
622; mitigation of shock to, i. 611 ; phys- 
iological effects of, i. 60S. 

Cold and heat, alternation of, in treatment 
of cerebral anemia, iv. 382. 

Cold, wet, importance of protection 
against, iri chronic interstitial nephritis, 
iv. 68. 

Cold applications. So' Applications, cold. 

Cold sores. See Herpes of lips. 

Cold storage system, rink of food poi- 
soning from, ii. 633. 

Colds, poe uino coccus in, v. 469; pneumonia 
and, V. 470. See also Nasopharyngitis, 

Coleman, Warhem, studies of diet in ty- 
phoid fever by, ii. 13. 

Coleman and Buxton on post-typhoid al 
elevations of temperature due to reap- 
pearance of bacilli in blood stream, v. 
205. 

Coley's fluid, use of, suggested in rhino- 
scleroma, iii. 332. 

Coley's mixed toxins of streptococcus, ef- 
fect of, on mediastinal tumors, iii. 



501. 



i leukemia, i 



Colsy's serum, u 
Coley's toxins, ii 

783, 784; in treatment of Hodgkin's 






Sre Enteritis, membran- 



Colic, renal. See Renal colic. 

Colitis, iii. 205; casern of, with colonic ten- 
derness and diarrhea, iii. 206; chronic 
mucous, iii. 206; pain in bladder due to, 
iv. 122. 

Colitis, ulcerative, due to Balantidiuni 
coli, iv. 776; treatment of, iv. 778. 

Collapse, accompanying renal colic, iv. 
106; danger of, in attack of angina pec- 
toris, iii. 767; stage of, in Asiatic diar- 
rhea, iv. 849. 

Collapse of lung, production of, as thera- 
peutic measure in abscess and gangrene 
of lung, iii. 445. 

Collapsing pulse, iii. 560. 

Collargolutn, use of, in supjx>sitory form, in 



polymyositis, ii. 663; in thyroiditis acuta 
and struma intlammatoria, iii. 908. 

C0I,LES-BaUm6h LAW, ii. 417. 

Collodion, flexible, use of, in cervical ade- 
nitis complicating scarlet fever, ii. 131. 

Colloidal gold reaction of Lanoe, v. 
3; diagnostic ilitTerc-iiualiou by means 
of, v. 4; Zsigmondy findings on, v. 
3. 

Colloidal state, definition of, i. 5; effect 
of external conditions upon, i. 28. 

Colloids, i. 4; classification of. i, 6; defini- 
tion of, i. 682; difference between crys- 
talloids and, i. 4; diffusibility of, i. 6, 
17; discovery of, i. 4; effects of, upon 
crystalloids, i. 34; hydration capacity 
of, i. 33; osmotic pressure in. i, 4; rela- 
lion of, to gland fund ion, i. (i.sj; satura- 
tion of, with water, i. 42. 

Colon bacilluria, as a cause of enuresis, 






See Bacillus c 



Colonic flushing, employment of, in acute 
enteritis, iii. 195; in acute gastritis, iii. 
155; in chronic catarrhal jaundice, iii. 
263; in ehronic cholecystitis, iii. 270; in 
chronic enteritis, iii. 200; in chronic gas- 
tritis, iii. 162; in colitis, iii. 205; in colon 
bacilluria, iv. 128; in constipation, iii. 
230; contraindicated in acute catarrhal 
jaundice, iii. 261; in fecal impaction, iii. 
239; in gastric ulcer, iii. 188; in infantile 
diarrhea, ii. 329; in intestinal amebiasis, 
iv. 725; in septicemia, ii. 282, 283; in 
severe cases of chronic enteritis, iii. 200; 
in spastic constipation, iii 231; in treat- 
ment of galMoncs in transit, iii. 274; in 
tricocephalus dispar. iii 255; in tuber- 
culosis of intestines, ii. 501 ; in ulcera- 
tive colitis, iii. 211. 

Colonic Irrigation. See Colonic flushing. 

Colon-ttphoid bacilli, differentia- 
tion of, by agglutination reaction, v. 
237; by cultural characteristics, v. 237. 

Color, as property of rildiant energy, i. 



436. 
Colored s 



eof, i 



light therapy, i. 



Columbian spirits. See Wood alcohol. 
Coma, as a symptom of cerebral thrombo- 
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Combined pseudosystem disease. See 
Myelitis, funicular. 

Combined sclerosis of spinal cord. 
See Myelitis, funicular. 

Comby, case cited by, of mumps during 
pregnancy and appearance of, in child 
at birth, ii. 167. 

Communal prophylaxis, in Asiatic cholera, 
iv. 844. 

Compensatory dilation of heart, iii. 
547. 

Complement, anaphylactic reaction in, v. 
84. 

Complement-fixation in echinococcus 
disease and other tenias, v. 140; 
clinical value of test in, v. 141; prepara- 
tions of antigen in, v. 140; technique of 
test in, v. 140. 

Complement-fixation in gonococcal 
infections, v. 137, 600 ; clinical value 
of tests in, v. 139; significance of test 
in, v. 139; preparation of antigen in, v. 
137; technique of: titration of ambocep- 
tor, v. 137, titration of antigen, v. 138; 
carrying out of test, v. 138. 

Complement-fixation following menin- 
gococcus vaccination, v. 571. 

Complement-fixation in glanders, v. 
657. 

Complement-fixation in malta fever, v. 
660. 

Complement-fixation in sporotricho- 
sis, v. 423, 424. 

Complement-fixation in syphilis, v. 127. 

Complement-fixation in tuberculosis, 
v. 141. 

Complement-fixation reaction, as index 
of efficiency of vaccine inoculation in 
gonococcal infections, v. 610; in diagno- 
sis, v. 125; in diagnosis of gonococcal in- 
fections, v. 603-606. 

Complement-fixation test of blood se- 
rum after meningococcus vaccina- 
tion, v. 573; technique of, v. 573, 574. 

Complexes, as a psychological mechanism, 
i. 589. 

Compound, antiseptic powder, use of, in 
acute laryngitis, iii. 339; in acute rhini- 
tis, iii. 327; as douche for nasopharynx, 
iii. 20. 

Compound cathartic pills, use of, in treat- 
ment of chronic alcoholism, ii. 594; in 
treatment of morphinism, ii. 617. 



Compound ipecacuanha powder, use of, to 
control cough in chronic bronchitis, iii. 
375. 

Compound jalap powder, use of, in pleurisy, 
iii. 469; in uremia, iv. 51. 

Compound liquorice powder, use of, in acute 
catarrhal jaundice, iii. 261; after hem- 
orrhage in pulmonary tuberculosis, ii. 
497; in chronic constipation, iii. 232; to 
correct constipation in tuberculous kid- 
ney, iv. 117. 

Compound mustard liniment, use of, for re- 
lief of pain and cough in pneumonia, ii. 
227. 

Compound spirits of ether, use of, in car- 
diac failure complicating influenza, ii. 
193; in delirium of pneumonia, ii. 246; 
in pneumonia with cardiac toxemia, ii. 
246; for relief of gas in stomach during 
pneumonia, ii. 252; for relief of hiccough, 
ii. 252; as stimulant in cerebral anemia, 
iv. 382; as stimulant in curare poison- 
ing, iv. 710. 

Compound spirits of lavender, use of, in 
pneumonia with cardiac toxemia, ii. 246. 

Compress, abdominal, i. 618; combination, 
i. 618; wet, i. 617. 

Compress, ammonia, use of, for relief of 
bite by poisonous arthropod, iv. 701. 

Compressed air, inhalation of, in treatment 
of whooping-cough, ii. 179. 

Compresses, alcohol, use of, to relieve pain 
in acute gastritis, iii. 156. 

Compresses, cold, use of, in acute bronchi- 
tis, iii. 357; in acute gout, ii. 702; in 
acute laryngitis, iii. 338; in acute ton- 
sillitis, iii. 3.2; in adenitis accompany- 
ing glandular fever, ii. 572 $►<«*,, mem- 
branous laryngitis, iii. 343; to reduce 
temperature in pneumonia, ii. 234; for 
relief of cardiac symptoms in chronic 
progressive bulbar paralysis, iv. 253; 
for relief of headache in neurasthenia, iv. 
574; for relief of night sweats in tuber- 
culosis, ii. 501 ; for relief of pain in acute 
fibrinous pleurisy, iii. 466; for relief of 
pain in acute gastritis, iii. 156; for relief 
of pain in pulmonary thrombosis, hi. 
411. 

Compresses, hot, use of, in gastric hyper- 
acidity, iii. 100; over inflamed joints 
associated with acute endocarditis, iii. 
746; for relief of headache in neuras- 
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thenia, iv. 574; for relief of pain in legs 
in beri-beri, iv. 869; for relief of pain 
in pleurisy, iii. 466, 468. 

Compress, hot wet, use of, to relieve pain 
in bronchial neuritis accompanying dia- 
betes mellitus, ii. 751. 

Compresses, Priessnitz. See Priessnitz, 



Compresses, warm wet, use of, in acute 
catarrhal cholecystitis, iii. 266. 

Compresses, wet, use of, in gastric hyper- 
acidity, iii. 100. 

Compression apparatus, advantages of, in 
X-ray treatment of mediastinal tumors, 



Compression bulbar paralysis. See Bul- 
bar paralysis. 

Compression of head, as a means of relief 
in hydrocephalus, iv. 465, 466. 

Compression of outlet, as cause of chronic 
dilatation of stomach, iii. 179. 

Concretio pericardii, chronic myocardial 
insufficiency and, iii. 708; treatment of, 
iii. 730. 

Condensation as a part of dream mechan- 
ism in psychotherapy, i. 590. 

Condiments, avoidance of, in chronic 
parenchymatous nephritis, iv. 64; avoid- 
ance of, in pyelitis, iv. S8; irritalion of 
kidneys by, iv. 56, 58; objections to, in 
nephritis, iv. 42, 58; prohibition of, in 
acute urethral gonorrhea, iv. 138; use 
of, contraindicated in cirrhosis of liver, 
ii. 280. 

Condiments and spices, as auxiliary ar- 
ticles of diet, i. 71; over-indulgence in, a 
cause of gastric hyperacidity, iii. 77; use 
of, in diet for gastric hyperacidity, iii. 



IB, for nerve fibers of 



90. 

Conducting. 

Conductivity, as etirdiae function, iii. 536. 

Condurango, use of, in combination with 
cnlumba, for chronic enteritis, iii. 200. 

Condurango preparations, use of, in carci- 
noma of stomach, iii. 165. 

Condyloma latum, local treatment of, ii. 
413. 

CONGENITAL CHOREA, IV. 680. 
CONGENITAL FACIAL PARALYSIS, IV. 314. 

Congenital heart lesions, treatment of 
chronic myocardial insufficiency caused 
by, iii. 734. 



Congenital hydrocephalus. See Hydro- 
cephalus. 
Congenital syphilis of liver, iii. 265. 
Coniin poisoning, i. 235; treatment of, 



of, in tetanus, : 

Conjunctiva, incision of, 
during small-pox, ii. 50. 

Cl I N J 1 : NT'Tl v a l-tu b erculin 
158. 

Conjunctivitis, complicating meningitis, 
v. 550. 

Covradi, obtaining of dysentery toxin by, 
v. 254. 

Consciousness, loss of, significance of, in 
differential diagnosis between cerebral 
thrombosis and embolism, iv. 399; as 
symptom of basilar syphilitic menin- 
gitis, iv. 473; as symptom of cerebral 
thrombosis, iv. 396. 

Constant current, determining character- 
istics of, in electrotherapeutics, i. 367; 
explanation of term in electrotherapeu- 
tics, i. 366; use of, for paralysis accom- 
panying meat poisoning, ii. 636. 

Constant current, interrupted, as an electro- 
mechanical method, i. 390. 

Constipation, accompanying chlorosis, iii. 
821; accompanying pernicious anemia, 
iii. 843; accompanying tuberculosis, ii. 
500; due to administration of iron in 
chlorosis, iii. 816; associated with scurvy, 



ii. 551; elec- 
424; hydro- 
massage and 
!3; meehano- 



danger from, in aneurysm, iii. 765; dan- 
ger from, in angina pectoris, iii. 770 
danger from, in arteriosclerosis, iii. 75,S' 
diet for advanced oases of, ii. 551; elec- 
trotherapy for relief of, i. 424; hyi 
therapy for relief of, 
gymnastics for relief of, i. 323; mechi 
therapy for relief of, i. 352; relation be- 
tween infection of Madder and, iv. 119; 
relief of, in gonorrheal epididymitis, iv. 
151 ; sinusoidal current in treatment of, 
i. 375; as a .symptom of neurasthenia, iv. 
574; treatment of, in eanliaciiLSUlliciency, 
iii. 684; treatment of, in gastric atony, 
iii. 171; treatment of, in chronic gastri- 
tis, iii. 162; in tuberculous peritonitis, 
iii. 321. 
Constipation, chronic, iii. 221; causes of, 
iii. 232; classification of, iii. 221; defini- 
tion of, iii. 221 : diet schemes for use in, 
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iii. 225, 220, 227; dipt in treatment of, 
iii. 222; drugs in treatment of, iii. 232; 
electricity in treatment of, iii. 229; 
enterospasm, iii. 231; habitual form of, 
iii. 221; hydrotherapy for relief of, iii. 
230; mechanotherapy for relief of, 
iii. 227; due to obstruction, iii. 238; 
operative measures in, iii. 237; spastic 
form of, iii. 223, 231; treatment of, by 
diet, iii. 224; vibratory massage in treat- 
ment of, iii. 230. 

Constitutional causes, of multiple neu- 
ritis, iv. 283; of sciatica, iv. 298. 

"Constitutional make-up," significance 
of term in psychotherapy, iv. 583. 

Constitutional treatment, of syphilis, ii. 402. 

Constriction of extremities, edema during 
pneumonia prevented by, iii. 406. 

Continuous bath. See Bath. 

Continuous intermittent treatment, ad- 
ministration of mercury by, in syphilis, 
ii. 404. 

Continuous treatment, administration of 
mercury by, hi syphilis, ii. 403. 

Contracted kidney, presence of, in chronic 
myocardial insufficiency, iii. 730. 

Contractility, as cardiac function, iii. 536. 

Contraction wave, initiation and propa- 
gation of, iii. 540. 

Contractures, treatment of, when due to 
beri-beri, iv. 870; when due to multiple 
sclerosis, iv. 281; when due to muscular 
dystrophy, iv. 264. 

"CONTROLLED AUTOINOCCLATION," ii. 522. 
CoNUB MYELITIS, IV. 223. 
CoNUB TABES, IV. ISA. 

Convalescence, mechanotherapy in, i. 
348. 

Convallerln, use of, as cardiac stimulant in 
beri-beri, iv. 869. 

Convexity of brain, syphilid of, iv. 475. 

Conveyances, disinfection of, in cases of 
tuberculosis, ii. 450. 

Convulsions, characteristics of, in para- 
sites of brain, iv. 459; as a symptom of 
basilar syphilid ic meninnit is, iv. 473; 
a symptom of brain tumor, iv. 435; as 
a symptom of rachitis, ii. 809; as a symp- 
tom of traumatic ciinia, iv. 3ti5; iri'Mi- 

ment of, in cerebrospinal nhifcitis, ii. 

215. 

•is, serial, due to brain tumor, 
s for relief of, iv. 448. 




Convulsive seizures, fatal, 
during irrigation of pleural 



Cooking, i 

in bread making, i. 92; upon cereals, i. 

92; upon meats, i. 91; upon vegetables, 

i. 92. 
Coolidoe-tttbe for x-ray, i. 509. 
Copaiba, use of, in acute urethral gonorrhea, 



Copalbal poisoning, iv. 141. 

Copper, poisoning by, i. 173; fatal dose 
in, i. 176; poisonous action of copper in, 
i. 175; post-mortem appearances in, i. 
176; symptoms of, i. 176; treatment of, i. 
176. 

Copper sulphate, use of, by instillation, in 
chronic gonorrheal urethritis, iv. 160; 
locally, in membranous rhinitis, iii. 330; 
locally, in oriental sore, iv. 772; locally, 
in Bcurvy, iii. 892; in treatment of acute 
phosphorus poisoning, ii. 623; in treat- 
ment of blastomycosis, v. 426. 

Cord fains, accompanying pernicious ane- 

Corn, association of, with pellagra, ii. 

655. 
Corn cockle, poisoning by, ii. 647. 
Cornea, ulceration of, in small-pox, ii. 



i, radium in treatment of, 



50. 

Corneal u 
i. 483. 

Cornet method of hydrotherapy, i. 638. 

Coronary circulation, iii. 544; action of 
digitalis upon, iii. 586. 

Coronary scLEiiosrs. associate with an- 
gina pectoris vera, iii. 767. 

Corporations, disinfection in tuberculosis 
and, ii. 449. 

Corpus luteum In organotherapy, i. 814, 
819, 820; specific role of, i. 812; prepara- 
tions of, i. 820. 

Corpus luteum therapy, i. 817. 

Corrosive poisons, antidote for, i. 147. 

Corrosive sublimate. See Mercury bi- 
chlorid. 

Corset, use of, as support for prolapsed liver, 



Cory, Dr., vaccination by, with virus from 
syphilitic patient, ii. 88. 
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CORYNBACTEKIUM GRANULOMATI8 MALIGN! , 
V. 662. 

Cobvza, accompanying tuberculosis, ii. 
603; acute, See Rhinitis, acute; recur- 
rent, iii. 326. 
Cough, in bronchiectasis, iii. 395; due to 
bronchitis associated with chronic myo- 
cardial insufficiency, iii. 731; control 
of, in bronchopneumonia, iii. 421; con- 
trol of, in pericarditis, iii. 515; measures 
for relief of, in acute bronchitis, iii. 37'2, 
373; measures for relief of, in chronic 
bronchitis, iii. 372, 373; measures for 
relief of, in pleurisy, iii. 468; in pneu- 
monia, ii. 227, 249; significance ot, 
during thoracentesis, iii. 477. 
Cough in pulmonary tuberculosis, ii. 
491 ; causes of, ii. 491 ; control of, during 
active stage, ii. 478; control of, in laryn- 
geal complications, ii. 487, 494; locd 
measures for relief of, ii. 493; prophy- 
lactic measures for relief of , ii. 492; seda- 
tive drugs for relief of, ii. 493; suppres- 
sion of, ii. 492; varieties of, ii. 491. 
Councilman, studies by, on small-pox or- 
ganisms, ii. 41, 104. 
Counterirritants, use of, in hydrocephalus, 

iv. 465. 
Counter irritation, use of, in active conges- 
tion of lungs, iii. 405; in brachial neural- 
gia, iv. 357; in bronchopneumonia com- 
plicating measles, ii. 159; in chronic 
myelitis, iv. 231 ; contraindicated in 
acute myelitis, iv. 225; for enlarged 
spleen in malaria, iv. 744; in Landry's 
paralysis, iv. 329; in neuralgias duo to 
chlorosis, iii. 822; in neuritis, iv. 286; 
in neuritis of third, fourth, and sixth 
nerves, iv. 308; in phrenic neuritis, iv. 
289; in reflex tenderness of scalp, iv. 610; 
for relief of cough in tuberculosis, ii. 493; 
for relief of endocarditis complicating 
pneumonia, ii. '2-jJ; fur relief of lancinat- 
ing pains in tabes, iv. 196; for relief of 
pain In chest in tuberculosis, ii. 502; for 
relief of pain in sciatica, iv. 299; for relief 
of pain in spinal syphilis, iv. 274; for re- 
lief of pain in syringomyelia, iv. 278; 
over spine in lathyrism. iv. 709; without 
value in cerebrospinal meningitis, ii. 213. 
Cow-pox, ii. 56. 
Craig, experiments by, showing interval of 



time between infection and beginning <.f 
symptoms in dengue, iv. 875; on prophy- 
lactic use of r|iiiniii in miliaria, iv. 752. 
Cramerifl, lozenges of, use of, in acute 






. 24. 





Cranial foramina, alcohol injection at, for 
trigeminal neuralgia, iv. 346. 

diseases of optic norve, iv. 305; neu- 
ritis of eighth nerve, iv. 314; neuritis of 
eleventh nerve, iv. 320; neuritis of ninth 
nerve, iv. 318; neuritis of seventh nerve, 
iv. 310; neuritis of tenth nerve, i 
neuritis of tliird, fourth, and sixth 
iv. 308; neuritis of twelfth 
321 ; periodical ocular paralysis, 
trigeminal neuritis, iv. 309. 
Craniotabeb, ii. 807. 
Craniotomy, indications for, in paclrj 

gitis interna hemorrhagica, iv. 364. 
Cranium, neuritis over, electrothera- 
peutics for relief of, i. 417. 
Chaw-craw, iv. 707; remedial 

for, iv. 708. 
Cream, as article of diet, in acute nephritis, 
iv. 58, 59; in diabetes mellitus, ii. 720; in 
nephritis in general, iv. 41; in uremia, 
iv. 51. 
Cream of tartar, use of, in cirrhosis of liver, 

iii. 286. 
Creatinin, elimination of, with difficulty 
by kidney, iv. 59; execrelion of, in pneu- 
monia, ii. 230. 
Credo's ointment, use of, in derm ato- 
my ositis, iv. 330; in multiple sclerosis, 
iv. 281. 
Creolia, irrigation nf bowels with a solution 
of, in chronic stage of hitcillnry dys- 
entery, ii. 318; local use of, in rfTiMIt, iii. 
337; use of, as lotion in pustular or 
ulcerative sypluloderm, ii. 411. 
Creosotal, use of, in pneumonia, ii. 236. 
Creosote, use of, in bronchiectasis with fetid 
expectoration, iii. 395; in broncho- 
pneumonia, iii. 415; in chronic enteri- 
tis, iii. 200; in depressive disorders of 
gastric secretion, iii. 151; in enlarge- 
ment of lymphatic glands complicating 
measles, ii. 162; as expectorant In 
bronchiectasis, iii. 396; as expectorant 
in chronic bronchitis, iii. 376; in gastric 
atony, iii. 172; by inhalation in bron- 
■.!■• iii. 396; by inhalation in 
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whooping-cough, ii. 181; in laryngeal 
tuberculosis, iii. 348; in pneumonia, ii. 
236; for relief of expectoration in pul- 
monary tuberculosis, ii. 494; in tuber- 
culosis of mediastinal lymph nodes, iii. 
507. 

Creosote bath. See Bath. 

Creosote ointment, use of, in ulcerating 
granuloma of pudenda, iv. 882. 

Creosote vapor, inhalations of, in plastic 
bronchitis, iii. 392. 

Creta preparata, use of, in phosphaturia, iv. 

9. 

Cretinism. See Athyrea and Hypothyrea. 

Chile, on artificial respiration in treatment 
of post-hemorrhagic anemia, iii. 808; 
on Graves' disease, v. 790. 

Crises, presence of, in tabes, iv. 190; treat- 
ment of, iv. 197, 198. 

Crocker, lotion recommended by, for 
itching in diabetes mellitus, ii. 749. 

"Cross-fire" method of applying radium, 
i. 466; in treatment of angiomata and 
nevi, i. 478; in treatment of squamous- 
celled epitheliomata, i. 485; in treatment 
of keloids, i. 480. 

Croton oil, use of, in acute nephritis with 
coma, iv. 57; in cerebral hemorrhage, 
iv. 391; in cerebral hyperemia, iv. 386; 
externally in hydrocephalus, iv. 465; 
in nephritis complicating scarlet fever, 
ii. 134. 

Croup, diphtheritic, administration of 
antitoxin in, ii. 261, 262, 267. 

Croup, false. See Laryngitis, spasmodic. 

Croup, membranous. See Laryngitis, 
membranous. 

Croup, non-diphtheritic, as a compli- 
cation of measles, ii. 157. 

Croup, spasmodic. See Laryngitis, spas- 
modic. 

Croup kettle, use of, in cough of tuberculosis, 
ii. 493; in laryngeal complications of 
diphtheria, ii. 157; in membranous 
pharyngitis, iii. 28; in spasmodic laryn- 
gitis, iii. 342. 

Croup tent, use of, in acute laryngitis, iii. 
338; in membranous laryngitis, iii. 343. 

Crural neuralgia. See Neuralgia, crural, 

Cryptogenetic anemias. See Anemias. 

Crystalloid al state, i. 5. 

Crystalloids, i. 7; difference between 
colloids and, i. 4; diffusibility of, i. 4, 5, 



17; discovery of, i. 4; effects of col- 
loids upon, i. 34; groups of, i. 7; os- 
motic pressure in, i. 4. 
Crystallose, as substitute for sugar in 

diabetes mellitus, ii. 727. 
Cuba, history of vaccination in, ii. 103. 
Cubeb, use of, in acute urethral gonorrhea, 

iv. 141. 
Culex fatiganb, dengue transmitted by, 

iv. 875. 
Cullen, on headache, iv. 606. 
Culture, method of taking, in membranous 

laryngitis, iii. 343. 
CuMMiNGS, modification of fixed virus by, 

by dialysis, v. 729, 730. 
"Cumulative action" of X-ray, i. 516. 
Cups, dry, use of, in active congestion of 
lung, iii. 405; in acute bronchitis, ii. 
357; in anterior poliomyelitis, iv. 237; 
in anuria, ir. 3; in beri-beri, iv. 870; in 
cerebral hyperemia, iv. 386; in nephritis 
complicating scarlet fever, ii. 133; for 
relief of anuria in nephrolithiasis, iv. 
107; for relief of cyanosis in acute bron- 
chitis, iii. 363; for relief of cyanosis 
and dyspnea in bronchopneumonia, iii. 
419; for relief of headache due to brain 
tumor, iv. 448; for relief of lancinating 
pains in tabes, iv. 197; for relief of pain 
in pleurisy, iii. 468; for relief of pain in 
pulmonary thrombosis, iii. 411; for 
relief of pain in sciatica, iv. 299. 
Cups, wet, use of, in active congestion of 
lungs, iii. 406; in acute bronchitis, iii. 
357; in cerebral hyperemia, iv. 386; in 
pachymeningitis interna hemorrhagica, 
iv. 364; in pneumonia, together with 
inhalations of oxygen, ii. 238; in pul- 
monary thrombosis, iii. 411; for relief 
of anuria in nephrolithiasis, iv. 107; 
for relief of cyanosis in acute bronchitis, 
iii. 363; for relief of headache due to 
brain tumor, iv. 448; for relief of pain 
in cerebral abscess, iv. 423; for relief 
of pain in nephritis, iv. 88; for relief of 
pain in pulmonary thrombosis, iii. 411; 
for relief of pain in sciatica, iv. 299; 
for relief of vomiting due to cerebellar 
tumor, iv. 448. 
Curare, use of, in tetany, iii. 927. 
Curare poisoning, iv. 710. 
Curarin, iv. 710. 
Curettage, employment of, in adenectomy, 



THEKAPEUSIS 



iii. 25; in chronic tonsillitis, iii, 36; in 
laryngeal tuberculosis, ii. 489; to re- 
move nas:il obstruction, iii. 26; to re- 
move tubercular deposits in laryngeal 
tuberculosis, iii. 347. 
Curettage of bladder, objections to removal 

of tubercular lesions by, iv. 121. 
Cubie, definition of, i. 467. 
Curie, Mme., discovery of radium by, i. 

460. 
Cvrrie, use of hydrotherapy in general 

infections first advised by, ii. 16- 
Currie, Clego and Hollmann, experi- 
ments of, in treatment of leprosy with 
serum made by injecting live cultureH of 
acid-fast bacilli in normal saline solu- 
tion, v. 388; treatment of leprosy with 
vaccines by, v. 390. 
Curscbmann, cannula? devised by, iii. 676. 
Curscbmann's 'Spirals, presence of, in' 

bronchial asthma, iii. 379. 
Cubbing, Dh. E. W., on water in diet of 

typhoid fever, ii. 14. 
Cubbing, Harvey, on operation for sub- 
dural hemorrhage from prolonged labor, 
iv. 367. 
dishing decompressive operation, for relief 

of brain tumor, iv. 451. 
Ccbbney, on digitalis and blood pressure, 

iv. 49. 
Ciibhny, A. R., on value of heroin hydro- 

chlorid, iii. 361. 
Cuspidors, disinfection of, in tuberculosis, 

ii. 449. 
Custard, baked, as article of invalid die- 
tary, i. 127; soft, as invalid dietary, i. 
' 126. 



phoid, v. 210. 
Cutaneous g 

Cutaneous h 

gonococcal vaccines, 600-602. 
Cutaneous test f 
CutaNbohb trophic 



ClITAiraOCS TUBERCULIN TEST, V. 155. 

Cutaneous tubekculosis, act ion of radium 

upon, i. 489. 
Cyantd of gold and potassium, injection of, 

Ctanosih in blood diseases, iii. 877; in 
bronchopneumonia, iii. 419; in chronic 



bronchitis, bleeding for, iii. 378; ei 



polycyther 
877. 



bronchitis, 
with spleno 



CyCLABTIA 6 

Cyclones, i. 254. 
Cyclotbtmia, iv. 624. 
Cyllin, use of, in sprue, : 
Cynanche i 
Cyprus oil, i 
181. 



\ 878. 

See Mumps, 
■hooping-cough, ii. 

of, to relic 



Cystitis, iv. 
myelitis, i 



pyelitis, 



Cystectomy, perfor 

of tubercular cystitis, i 
Cybticercub cellclobjE, iii. 255; Bflfeotfl 

brain, iv. 459. 
Cystic growths of bratn, iv. 433. 

119; associated with i 
. 227; as a cause of enuresis, 
:i c'iiujiUcmI inn of iicute gon- 
150; as a complication of 
. 94; due to Bacillus coli, v. 
; hydrotherapy for, 
organisms present in, iv. 
tion of gonorrheal, iv. 11©; prophyla: 
against,, iv. 119; treatment of acut«, i 
120; treatment of chronic, iv. 120; treat- 
ment of tuberculous, 
treatment of colon bacillus, v. 244. 
Cystocele, as a cause of pain in bladder, 

iv. 123. 
Cybtobcopy, employment of, in 
of tuberculous kidney, iv. 114. 
Cysts, pancreatic, iii. 302. 
Cytolysinb, specificity of, v. 753 
Cytolytic e 

tumor cells, v. 758, 75fl;of iso-and auto- 
antibodies, v. 766, 767. 
Cytolytic i 
757-759. 
Cytorrbycteh V 



Dale on anaphylactic reaction on a 

muscle of viscera, v. 76. 
Dana, condition called "wet brain," first 

described by, ii. 605. 
Dancing, injury from, in cardial 

ciency, iii. 682. 
Darier, trachoma successfully treated with 

radium by, i. 483. 
Darnel, tbe, poisoning by, ii. 647. 
Davainea asiatica. iv. 793. 
Davainea madagascariensis, iv. 7( 
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Davenport and Weekes, investigation by, 
on inheritance of epilepsy, iv. 656. 

Davidson, Dr. Mackenzie, investigations 
by, on value of radium therapy in oph- 
thalmology, i. 482, 483. 

Da vies, treatment of leprosy by, with injec- 
tions of extract made from Bayon's ba- 
cillus, v. 392. 

Dead, disposal of, in the plague, iv. 841; 
in small-pox, ii. 45. 

Deafness, complicating cerebrospinal men- 
ingitis, v. 551, 552. 

Dearden, on constitutional effects of phos- 
phorus poisoning, ii. 625. 

Death, from collapse during or after 
thoracentesis, iii. 480; from convul- 
sive seizures during irrigation of pleu- 
ral cavity, iii. 487; from pleural exu- 
date, iii. 461. 

Deaver, on indications for operation in ty- 
phoid cholecystitis, iii. 275; on mor- 
tality following operation for acute 
diffuse peritonitis, iii. 313. 

Decompression, indications for, in optic 
neuritis, iv. 305. 

Deehan on cutaneous diagnostic reaction in 
typhoid, v. 210. 

Deeks and James, on administration of 
quinin in tropical malaria by hypoder- 
moclysis, iv. 738. 

Deep irradiation, uniformity of, in X-ray 
treatment, i. 509. 

Deep structures op body, effects of X-rays 
upon, i. 521. 

Defibrinated blood, v. 805, 806; in treatment 
of acute anemia following hemorrhage, 
v. 811 ; in treatment of chronic secondary 
anemia following hemorrhage, v. 811; in 
treatment of hemorrhage in typhoid 
fever, v. 814; in treatment* of hemor- 
rhagic diseases, v. 821; in treatment of 
hemorrhagic diseases of the newborn, v. 
823; in treatment of pernicious anemia, 
v. 809, 810; in treatment of splenic ane- 
mia, v. 810; intravenous administration 
of, v. 806; mode of action of, v. 805, 806; 
preparation of, v. 806. 

Deformities, accompanying rachitis, ii. 
806. 

Degenerative chorea. See Chorea. 

Degrais, Dr., work done by, on radium, i. 
460. 

Dehypnotization, process of, i. 572. 



De* jerine and Gauckler, diet of, for psycho- 
neurotic patients, iv. 547. 

"Dekofa," use of, as substitute for coffee 
in cardiac insufficiency with insomnia, 
iii. 686. 

"Delayed resolution," treatment of, in 
pneumonia, ii. 249. 

Delbet, use of unaltered vaccines by, in 
cancer, v. 776. 

Delirium, in gonococcal infections, v. 588. 

Delirium states, in epilepsy, iv. 634. 

Delirium tremens, ii. 598; alcohol in cau- 
sation of, ii. 604; diet in, iii. 600; drugs 
in, ii. 601; hypnotics in, ii. 602; mor- 
tality from, ii. 604; in multiple neuritis 
due to alcohol, iv. 323; treatment of, 
at beginning of attack, ii. 597; treat- 
ment of, at height of attack, ii. 600; 
"wet brain" in, ii. 605. 

Dembskaja on vaccine treatment of gonor- 
rheal infection of female genitalia, v. 
732. 

Dementia, in progressive paralysis ot the 
insane, iv. 492. 

Dementia paralytica. See Insane, pro- 
gressive paralysis in. 

Dementia precox, comparison between, 
and hysteria, iv. 592; headache in, iv. 
625. 

Dementia of schizophrenia, iv. 594. 

Demulcent drinks, use of, in barbel cholera, 
ii. 640. 

Demulcent substances, use of, to relieve 
cough in tuberculosis, ii. 492. 

Demulcents, use of, in acute urethral gon- 
orrhea, iv. 139. 

Dengue, iv. 874; convalescence from, iv. 
876; definition of, iv. 874; diet in, iv. 
876; mortality from, iv. 874; prognosis 
in, iv. 874; prophylaxis against, iv. 
875; symptoms of, iv. 874; theories 
concerning etiology of, iv. 874; trans- 
mission of, iv. 875; treatment of, iv. 
875. 

Denier, statistics of cholera cases treated 
by, with Serums A and B, v. 288. 

Denison on results with tuberculin treat- 
ment, v. 317. 

Denmark, antituberculosis work in, ii. 438; 
introduction of vaccination into, ii. 60. 

Dennet, on treatment of summer diarrhea 
by withdrawal of sugar from food, 
iii. 202. 
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Dennet'b formula, for Eiweiaa milk, i 



Dents on results of tuberculin treatment, \ 

317. 
Denys bacfllen nitrate, use of, in tube) 

culoais of larynx, iii. 346. 
Denys bouillon filtrate, ii. 508, v. 330; prep 

aration of, v. 324; use of, in tuberculosa 



n antistrepto- 



ii. 509. 
Denys and Leclef, work of, 
coccus serum, v. "BO. 

Di-JI'ltKSSION, ATTACKS OF, 

paralysis of the insane, iv. 495. 
Dermatitis, due to X-rays, acute, i. 518; 

chrome, i. 51S." 
Dermatology, vaccine therapy in, v. 623; 

value of ra.iliii.nt light anil heat in, i. 458; 

value of radioactivity in, i. 472; value of 

X-ray therapy in, i. 530. 
D e km atomy osi tis. See Polymyositis, acute. 
Dermatoses or fheusancy, normal scrum 

in treatment of, v. 825. 
Dermoid cysts of mediastinum, iii. 500. 
1)hsensiti7.atio_\ for antimeningitis serum, 

v. 557. 
D'Esfine, Adolf he, results of seaside 

residence on enlargement of bronchia! 

glands reported by, iii. 398. 
Desserts, use of, in diet of gastric hyper 

Destructive symptoms, of brain tumor, 



Detox icai 



n, thyroid secretion i 



Detre on iioin[>li-]ii!'iLt-li\ani>n in syphilis, 
v. 127. 

Detweiler, rest in treatment of tubercu- 
losis advocated by, ii. 473. 

Deutschmann's serum, v. 654. 

De Witt, Lydia M., on antagonism be- 
tween diphtheria bacilli and staphylo- 
cocci in throat, v. 449. 

Dextrose, administration of, by rectum, 
in acute diffuse peritonitis, iii. 317; 
subcutaneous injection of, in diabetic 
coma, ii. 743. 

Deyckb and Much, tuberculin of, v. 320. 

Deycke-Pascha, acid-fast strcpt nth rices 
isolated in leprosy cases by, v. 383. 

Deycke-Pascha and Rerchad-Bey, experi- 
ments of, with the "streptothrix lep- 
roides," v. 385. 

Diabetes, oroanotherafy in, i. 773. 



Diabetes, clinical, administ ratio 
pancreas preparations in, i, 767; due to 
extirpation of pancreas, i. 758; relation 
to, in animals, of pancreatic diabetes, i. 
769; relation to, of endocrine glands and 
organs, i. 771. 

Diabetes, renal, ii. 703; complications of, 



Diabetes insipidus, ii, 764; causes of, ii. 
764; definition of, ii. 764; diet in, ii. 
765; drugs in treatment of, ii. 768; 
hydrotherapy in treatment of, i. 627; 
organic extracts in l refitment of, ii. 
767; symptoms of, ii. 764; treatment of, 
ii. 765. 

Diabetes mellitl's, ii. 00)1; acidosis in, ii. 
709; in the aged, ii. 753; alcohol in, ii. 
721 ; Allen method of treatment of, ii. 
732; angina pectoris associated with, ii. 
755; arteriosclerosis associated with, ii. 
754; bananas in treatment of, ii. 740; 
blood sugar in treat mi >nl nf, ii. 71)2; boils 
as a symptom nf, ii 750; in children, ii. 
752; classification of, ii. 727; coma in, ii. 
740; complications of, ii. 754; diabeto- 
phobia and, ii. 757; diagnosis of, ii. 729; 
diet lists for use in, ii. 731; dietetic 
regimen, general tables for, ii. 714; drugs 
in, ii. 744; electrotherapy for relief of, i. 
423; energy requirements in, ii. 703; eti- 
ology and pathogenesis of, ii. 698; exer- 
cise in, ii. 749; eye affections accom- 
panying, ii. 7">2; fasting treatment of, ii. 
732; foods allowable in, ii. 731; foods al- 
lowable in, under restrictions, ii. 715; 
foods forbidden in, ii. 731; frequency of, 
ii. 697; gangrene accompanying, ii. 752; 
general principles in treatment of, ii. 
728; "green days" in treatment of, ii. 
739; health resorts in, ii. 74S; heredity in, 
ii. 698; history of, ii. 696; hydrotherapy 
for, i. 627, ii. 747; impotence in, ii. 751; 
itching in, ii. 749; marriage and, ii. 757; 
massage and gymnastics in treatment of, 
i. 327; mechanic* her" |iy for relief of, i. 
348; mortality from, ii.697; nephritis as- 
sociated with, ii. 704; neuritis as a symp- 
tom of, ii. 751; non-fasting treatment of, 
ii. 736; oatmeal treatment for, ii. 736; 
occurrence of, ii. 60S; opotherapy for, 
ii. 746; pancreatic deficiency causing, i. 
772; potato treatment of, ii. 749; powei 
to use sugar in, ii. 702; in pregnancy, ii 
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753; prognosis of, ii. 712; prophylaxis in, 
' ii. 713; prostatic disease as a symptom of, 
ii. 752; relation of pancreas to, ii. 699; 
sciatic pain accompanying, ii. 751 ; 
l therapy in, i. 77S; sources of 
sugar in the body, ii. 704; substitutes for 
sugtir and vegetable starch in, ii. 725; 
sugar present in urine of, ii. 700; sugar 
present in. urine of, beside glucose, ii, 
■707"; surreal operations in, ii. 756; 
surgical treatment of. ii. 74-1 ; syphilis as- 
sociated with, it. 755; thyroid gland and 
,. its influence upon, ii. 755; transient 
glycosuria in, ii, 706: treatment of, ii, 
728; treatment of acidosis in, ii. 740; 
treatment of coma accompanying, ii, 
740; treatment of special symptoms in. 
.. 749; tuberculosis associated with, ii. 
54; vulvitis accompanying, ii. 750; 
xanthoma diabeticorum as a symptom 
i. 750. 

iabetic acidoscsi ii, 709; as ft cause of 

diabetic coma,n. 710; cause of, ii. 709; 

diabetic coma unaccompanied by, ii. 711; 

treatment of, ii, 740, 

Diabetic coma, ii. 740; acidosis as cause of, 

ii. 740; alcohol in, ii. 742; bleeding in, ii. 

742; blood transfusion in, ii. 743; circu- 

»nin, ii. 742; diet, in, ii. 74,'S; prognosis 

i. 741; treatment of, ii. 740. 

Diabetic 

Diabetic 

Diabetic headaches. See Headache, dia- 

DlABETlC NECRALfllA, ii. 7fil. 

Diabetic neukitis, ii. 751!. 

Diabetic prubitub, ii- 75&- 

Diabetic vulvitis, ii. 750. 

Diabetics, pneumonia of, ii. 250. 

Diabetophobia, ii. 757. 

Diacetio acid, test for, ii. 711. 

Diagnosis, immunological reactions in, v. 
117. 

Diagnostic reactions in patient, v. 151 
conjunct ival-tul icreulin reaction in, v 
15S; cutaneous gonococcal reaction iti 
V. 159; cutaneous gonococcal reaction iti 
v. 159; cutaneous lubeivulin test in, v 
a gonococcal infections, v. 159; ii 
syphilis, v, 159; in tuberculosis, v. 151 
in typhoid fever, v. 159; intracutaneous 
gonococcal reaction in, v. 159; intracu- 
i tuberculin reaction in, v. 157; 




luetin reaction in, v. 159; ophthahnu- 
tuberculin reaction in, v. 158; percuta- 
neous tuberculin test in, v. 157; subcu- 
taneous gonococcal reaction in, v. 159; 
subcutaneous tuberculin test in, v. 151; 
typhoid-ophthalroo reaction in, v. 158, 

Diagnostic reactions in vitro, v. 117; 
agglutination reaction in, v. 119; agglu- 
tination reaction in. specificity of, v. 
120; complement -fixation reaction, v. 
125; complement-fixation in echinococ- 
cus disease and other tenias: chemical 
value of test in, v. 141; preparation of 
antigen in, v. 140; technique of test in, v. 
141; complement-fixation in gonococcal 
infections: clinical value of tests in, v. 
140, preparation of antigen in, v. 138, 
significance of test, v. 140, technique of, 
v. 138; complenii'iit-lixatioii reaction in 
syphilis, v. 127, 5m also Wassermann 
reaction; complement -fixation in tuber- 
culosis, v. 141 ; complement-fixation with 
spirochetal antigen in, v. 127: influence 
of treatment on, v. 135, nature of, v. 
133, technique of, v. 127; epiphanin re- 
action, v. 147; preparation of antigen in, 
v. 148, technique of, v. 148; immime-fer- 
ment reactions, v. 141 ; Abderhalden tost 
for carcinoma in, v. 145; serodi agnosia 
of pregnancy in, v. 143; methods of ob- 
taining serum in: in large quantities, v. 
118, in small quantities, v. 117; mic- 
stagmin reaction, v. 145: in carcinoma, 
v. 146, in tuberculosis, v. 147; opsonic 
reaction, v. 148: clinical value of, v. 
151, significance of, v. 149, technique of. 
v. 149; precipe! in reactions, v. 125; Was- 
sermann test in diseases other than 
syphilis, v, 134; Wassermann reaction 
in syphilis: clinical value of, v. 133; 
Widal reaction, v. 119, 120. 

Dialysis, modification of fixed virus by, v. 
729, 730. 

Diaphoresis, use of, in chlorosis, iii. 813; 
dangerous, in pericarditis with effusion, 
iii. 522; for relief of anuria in nephro- 
lithiasis, iv. 107; in uremia, iv. 52. 

Diaphoretics, use of, in acute myelitis, iv. 
225; in cerehral hyperemia, iv.- 386; in 
epidemic dropsy, iv. fi~l>; in pleurisy, iii. 
470. 

Diarhhea, accompanying tuberculosis, it 
501 ; administration of epinephrin in 
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cases of, i. 776; concentrated diet for, 

ii. 552; hydrotherapy fur relief of, i. 634; 

in gonococccmia, v. 588. 
Diarrhea, acute, peculiarities of, in older 

people, iii, 195. 
Diarrhea, Cochin China. See Cochin 

Diarrhea, hill. See Hill diarrhea. 
Diarrhea, infantile, treatment of, ii. 318. 
Diarrhea, morning, iii. 250. 
Diarrhea, nervous, iii. 249. 
Diarrhea, premonitory, in Asiatic chol- 



DlARRBEAH, ', 

Diathermia, i. 621. 

Dlazo reaction of Ehrllch in gonococcal sep- 
ticemia, v. 591. 

Dicotyledon-ex, structural characteristics 
and com]xisil ion of pollen of, v. 673, 674. 

Diet, in acute nephritis, iv. 58; in acute 
urethral gonorrhea, iv. 138; auxiliary ar- 
ticles of, i. 71; in beri-beri, iv. 869; as 
cause of enuresis, iv. 127; change of, im- 
portant in epidemic dropsy, iv. 876; in 
chronic interstitial nephritis, iv. 66; in 
chronic parom.Tr "liatous nephritis, iv. 
64; in chronic progressive bulbar par- 
alysis, iv. 251 ; Dejerine and Gauckler, 
for psychoneurotic patients, iv. 547; in 
diabetes, ii. 738; for epilepsy, iv. 661; 
fever, i. 120; relation of thyroid to, i. 
687; in gonococcal infections, v. 607; in 
Graves' disease, v. 792; in kidney of 
pregnancy, iv. 82; in nephritis, iv. 40; 
in nephrolithiasis, iv. IDS. principles for, 
in neurasthenia, iv. 542; in prophylaxis 
of cerebral hemorrhage, iv. 391; in pro- 
phylaxis of cerebral hyperemia, iv. 385; 
in pyelitis, iv. 87; in tabes, iv. 213; in 
tuberculosis of kidney, iv. 116; in ure- 
mia, iv. 50. 

Dietaries for children, method of calculat- 
ing, i. 74. 

Dietary, for invalid, .SVe Invalid dietary; in 
obesity associated with chronic myocar- 
dial insufficiency, iii. 725. 

Differential air pressure, employment of, 
in tumors of lung, iii. 446. 

Diffuse erythema, 



Diffusion in living tissues, i. 16. 
DIgalen, use of, during attack of cardiac 
asthma, iii. 737: by intravenous injec- 



tion, in chronic myocardial insufficiency, 
iii. 718, 719; therapeutic value of, iii. 
595. 

DIgalen, Cloetta's, toxic effect of, iii. 584. 

Digestibility ok foods, i. 93. 

Digestion, effect upon, of beverages con- 
taining eaffein, iii. rS03; influence of ap- 
petite upon, i. 94; influence of fat-con- 
tent upon, i. 96. 

Digestive disturbances, secretion ther- 
_ apy for, i. 778. 

Digestive tract, parathyroid tetany and, 
i. 714. 

Digipuratum, use of, as cardiac stimulant in 
fibrinous pleurisy, iii. 469; as diuretic 
in acute nephritis, iv. 57; diuretic effect 
of, iii. 597; by hypodermic injection, iii. 
598; by intravenous injection, iii. 598; 
by intravenous injection in severe cases 
of chronic myocardial insufficiency, iii. 
718, 719; method of dosage for, iii. 598; 
method of preparing, iii. 596; physiolog- 
ical action of, iii. 597; preparations of, 
in use, iii. 596; therapeutics of, iii. 596; 
toxic effects of, iii. 597. 

Digital compression, use of, in aneurysm of 
the abdominal aorta, iii. 767. 

Digitalis, poisoning by, i. 233. 

Digital In, therapeutic value of, iii. 595; in 
delirium, ii. 604. 

Digitalis, action of, on coronary circula- 
tion, iii. 586; action of, in general, iii. 
577; active principles, iii. 594; blood 
pressure not increased by, iv. 49; con- 
tinuous administration of, Hi. 599; cu- 
mulative effect of, iii. 584; diuresis as an 
indication of effect, of, iii. 580; dosage of, 
iii. 593; effect produced by, on pulmo- 
nary circulation, iii. 405; history of, iii. 
575; influence of, on blood pressure, iii. 
578; influence of, on kidney, iii. 579; in- 
fluence of, on pulse, iii. 579; limited 
value of, in cardiac neurasthenia, iii. 
778; loss of susceptibility to, iii. 583; 
method of administering, iii. 592; phar- 
macology of, iii. 577; physiologically 
standardized Galenical preparations of, 
iii. 595; powdered leaves of, iii. 593; 
pulse pressure as indication of effect 
produced by, iii. 580; pulse rate as indi- 
cation of efftct produced by, iii. 581; 
ii-iii'.;d- of, unsuitable, in pneumonia, 
iii. 251; results of, when efficient, iii. 






GENERAL INDEX 



65 



591; standardization of, iii. 582; substi- 
tutes for, iii. 599; tincture of, iii. 592; 
toxic action of, iii. 584; variations in 
strength of preparations, iii. 581. 
Digitalis, therapeutic use of, in acute in- 
fectious myocarditis, iii. 750; in acute 
myelitis, iv. 226; in acute vasomotor 
paralysis, iii. 753; in amyloid kidney, 
iv. 81; in angina pectoris, iii. 770; in 
aortic insufficiency, iii. 733; in arrhyth- 
mias, iii. 590; in broncho-pneumonia 
complicating influenza, ii. 192; in car- 
diac dilation associated with acute en- 
docarditis, iii. 746; in cardiac failure 
complicating influenza, ii. 193; in car- 
diac insufficiency, iii. 575; in cardiac 
toxemias of pneumonia, ii. 241; as car- 
diac stimulant in after-treatment of 
cerebral thrombosis, iv. 398; as cardiac 
stimulant in beri-beri, iv. 869, 870; as 
cardiac stimulant in cerebral embolism, 
iv. 402; as cardiac stimulant in multi- 
ple neuritis, iv. 326; as cardiac stimu- 
lant in pericarditis, iii. 520; as cardiac 
stimulant in plague, iv. 843; as cardiac 
stimulant in Rocky Mountain fever, ii. 
562; in cardiovascular disturbances fol- 
lowing paracentesis, iii. 285; in cerebro- 
spinal meningitis, ii. 214; in chronic 
bronchitis, iii. 378; in chronic myocar- 
dial insufficiency, iii. 722; in chronic 
myocardial insufficiency due to chronic 
nephritis, iii. 730; contraindications to, 
iii. 588; in delirium tremens, ii. 601; in 
diphtheria, ii. 269; as diuretic in acute 
nephritis, iv. 57; as diuretic in chronic 
parenchymatous nephritis, iv. 64; as di- 
uretic in nephritis, iv. 49; as diuretic in 
uremia, iv. 52; in epilepsy, iv. 663; in 
erysipelas, ii. 276; by hypodermic injec- 
tion in secondary chronic gastritis, iii. 
159; in hypostatic congestion of lungs, 
iii. 707; in malignant endocarditis, iii. 
747; in mild cases of chronic myocardial 
insufficiency, iii. 715; in nephritis com- 
plicating scadct fever, ii. 134; by rec- 
tum, ii. 594; for relief of dyspnea in 
acute nephritis, iv. 62; for relief of dysp- 
nea in chronic interstitial nephritis, iv. 
70; for relief of edema in acute nephri- 
tis, iv. 61; for relief of edema of glottis 
in acute nephritis, iv. 62; for relief of 
gastrointestinal symptoms in chronic 



myocardial insufficiency, iii. 738; in 
pleurisy, iii. 469; in scarlet fever with 
cardiac weakness, ii. 127; in septicemia, 
ii. 283; in sunstroke, iv. 695; in toxemia 
complicating acute diffuse peritonitis, 
iii. 318; in typhoid fever, ii. 23. 

Digitalis and squills, use of, as a diuretic in 
hydrocephalus, iv. 465. 

Digitalis bodies, use of, by intravenous in- 
jection, in cardiac insufficiency, iii. 577; 
in chronic myocardial insufficiency, iii. 
718, 719. 

Digitoxin, early use of, iii. 577; therapeutic 
value of, iii. 594; toxic effects of, iii. 584. 

Dilation of heart, acute, iii. 548; com- 
pensatory, iii. 546; pathological physiol- 
ogy of, iii. 546, stasis and, iii. 547. 

Dilation of stomach, acute, as a com- 
plication of pneumonia, ii. 251. 

Dilation of urethra, in chronic gonor- 
rheal urethritis, iv. 161; contraindica- 
tions to employment of, iv. 163; limits 
of, iv. 163; technique of, iv. 162; in 
urethral stricture, iv. 168, 169. 

Dilator, esophageal, iii. 49. 

Dilator, rubber-bag. See Rubber-bag dila- 
tor. 

Diluents, use of, in acute urethral gonor- 
rhea, iv. 139. 

Dimethyl xanthin, use of, as diuretic in 
acute nephritis, iv. 57. 

Dinner pill, formula for. See Formula. 

Dionin, substitution of, for morphin in 
treatment of morphinism, ii. 614; use of, 
for relief of lancinating pain in tabes, 
iv. 196; use of, for relief of pain in an- 
gina pectoris, iii. 768; use of, for relief 
of pain in syringomyelia, iv. 278. 

Diphtheria, ii. 258; adenitis complicating, 
ii. 269; alcohol in, ii. 268; anaphylaxis 
following injection of antitoxin in, ii. 
263; antitoxin treatment of, ii. 261, v. 
445; bacteriology of, ii. 258; broncho- 
pneumonia complicating, ii. 270; classi- 
fication of, ii. 260; complications of, ii. 
268; definition of, ii. 258; diet in, ii. 257; 
discovery of serum therapy of, v. 434; 
dose of antitoxin for, ii. 261 ; hydrother- 
apy for, i. 215; immunization against, ii. 
260'; indications for use of antitoxin in, 
ii. 261; intubation for, ii. 264; irrigation 
of ear in, ii. 270; irrigation of naso- 
pharynx in, ii. 263; kidney complica- 
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lions in, ii. 271; larynx affected in, ii, 
264; local treatment for, ii, 2(51}; locution 
of membrane in, ii. 201 ; medicinal treat- 
ment of, ii. 267; mental apathy in, ii. 
262; method of feeding after intubation 
in, ii. 268; mode of injecting antitoxin 
in, ii. 262; nursing in, ii. 267; operative 
measures for cervical adenitis compli- 
cating, ii. 209; otitis media complicat- 
ing, ii. 269; physician's duty as regards 
infection in, ii. 2511; postdiphtheritic 
paralysis following, ii. 270; pretracheal 
abscess complicating, ii. 271 ; prophy- 
laxis against acute myocarditis in, iii. 
749; prophylaxis in, ii. 258; quarantine 
in, ii. 259; Schick's test of immunity to, 
v. 441; site for injection of antitoxin in, 
ii. 261; skin affections complicating, ii. 
271; use of sprays in, ii. 264; use of 
stimulants in, ii. 269; toxalbumins ob- 
tained from, ii, 632; tracheotomy in, ii. 
271; treatment of, in general, ii. 260. 
Diphtheria, eraoicating Diphtheria 
bacilli from throat in, by staphylo- 
coccus inoculations, v. 449; by staphylo- 
coccus sprays, v. 449; by subcutaneous 
antitoxin injections, v. 449; by vaccines 
of chloroform devitalized diphtheria ba- 
cilli, v. 450; by vaccine of diphtheria 
hacilli prepared in intense cold and fil- 
tration, v. 450. 



440; conditions calling for, v. 440, 451 ; 
disadvantages of, v. 440; Schick's test 
to limit use of, v. 441. 
Diphtheria, 



cm, v. 442; heterologous, v. 443; homol- 
ogous, v. 443; immunizing effects of, v. 
443,444. 

Diphtheria op the mouth, iii. 13; treat- 
ment of, iii. 14. 

Diphtheria antitoxin, v. 445; anaphylaxis 
following use of, ii. 263; in diphtheria, 
ii. 261; in diphtheria of the mouth, iii. 
14; dosage of, ii. 261; dosage of, factors 
governing, v. 445; early administration 
of, v. 445; effect of, on nephritis in diph- 
theria, v. 446; effect of, on postdiphther- 
itic paralysis, v. 446; eruptions follow- 
ing in diphtheria, ii. 261 ; indications for, 
in diphtheria, ii. 275; in laryngeal com- 



plications of measles, ii. 157; intramus- 
cular injection of, v. 447; intravenous 
method of administering, v. 447; meth- 
ods of administration of, v. 448; mode 
of injecting, ii. 262; in pneumonia, ii. 
240; in postdiphtheritic paralysis, ii. 270; 
site for injection of, ii, 262; subcutane- 
ous injection of, v. 447; in typhus fever, 
ii. 37. 
Diphtheria antitoxin, estimating tjnit 
of, Behring's method of, v. 437 ; Behring 
and Ehrlich's method of, v. 438; Ehr- 
lich's method of, v. 438; Ehrlich and 
Wassermann's method of, v. 437, 438; 
present method of, v. 438; Roux's meth- 
od of, v. 437. 

duction of, v. 425; animals used in, v. 
435; collection of blood in, v. 435, 436; 
obtaining antitoxic plasma in, v. 436; 
concentration of diphtheria antitoxin in, 
v. 436; concentration of diphtheria anti- 
toxin in, by tiicl IkhI of ( iiljMin and Banz- 
haf, v. 436; distribution of, v. 439; Ehr- 
lich's standard unit of, v. 438; govern- 
ment regulation of manufacture of, v. 
440; keeping qualities of, v. 439; official 
standard unit of, in Germany, v. 438; 
official standard unit of, in the United 
States, v. 438; standardization of, v. 
437. 

Diphtheria bacllos, action of, v. 434; 
history of, v. 434. 

Diphtheritic croup. See Croup. 

Diphtheritic serum, injection of, for control 
of hemorrhage in hemorrhagic form of 
measles, ii. 155. 

Diphtheritic stomatitis. See Diph- 
theria of the mouth. 

Diphtheroid organism in Hodgkin's dis- 
ease, v, 662, 663, 

DiPLOcoccua pneumohi*. See Pneumo- 
coccus. 

Diploconopori's granmb, iv. 792; mode 
of infection by, iv. 793, 

Diplopia, measures for relief of, when as- 
sociated with neuritis of third, fourth, 
and sixth nerves, iv. 309. 

Dipsomania, ii. 587; treatment of, ii. 597. 

Disease, certain forms of, & r. 
cause of alcoholism, ii. 586. 

DISEASES OF REMOTE ORIGIN, a! 

130. 
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' toxic origin, electrothera- 
peutics for relief of, i. 408. 

JlSEASEB OF UNCERTAIN ETIOLOGY, iv. 

JO; nkatama, iv. 879; beri-beri, iv. 860; 
climatic buboes, iv. 880; dengue, iv. 
S74; epidemic dropsy, iv. 870; epidemic 
gangrenous proctitis, iv. 882; gaitgosa, 
iv. 880; goundoo, iv. 884; hill diarrhea, 
iv. S7S; hyperpyrexia! fever, iv. SSI; ku- 
bisagari, iv. 870; onyalai, iv. 877; sprue, 
iv. 877; tropical sloughing phagedena, 
iv. 882; ulcerating granuloma of puden- 
da, iv. 881 ; undjlTerent iated tropical 
fevers, iv. 8S5; verruga peruviana, iv. 
879; yellow fever, iv. 871. 

Disinfectants, for use in tuber miosis, ii. 448. 

Displacement, as a part of dream mech- 
anism, in psychotherapy, i. 591. 

Dihtomiasib, iv. 795; hepatic, iv. 795; in- 
testinal, iv. 796. 

District of Columbia, antituberculosis 
work in, ii. 440. 

Diuresis, due to ad minis! rat ion of hypoph- 
ysis extract, i. 736, 737; as an indi- 
cator of effective digitalis action, iii. 
580; methods for increasing, in cardiac 
insufficiency, iii. 676. 

Diuretics, use of, in acute myelitis, iv. 225; 
in acute nephritis, iv. 57; in beri-beri, 

Iiv. 868; in chronic parenchymatous ne- 
phritis, iv. 64; in cirrhosis of liver with 
ascites, iii. 284; con train di cat ed in non- 
obstructive form of anuria, iv. 3; to de- 
lay accumulation of fluid in cirrhosis of 
liver, iii. 286; in nephritis, iv. 48; in ne- 
phritis complicating scarlet fever, ii. 132, 
133; in pericarditis with effusion, ii. 
526; in pleurisy, iii. 469; in pyelitis, iv. 
89; for relief of anuria in nephrolithiasi:; 
iv. 107; in scarlet fever, ii. 125; in severe 
cases of myocardial insufficiency, wit li 
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Diuretics, alkaline. Si't: Alkaline diuretics. 
Diuretin, use of, in acute nephritis, iv. 57; 
to induce diuresis in cardiac insuffi- 
ciency, iii. 676; in nephritis, iv. 48, 49; 
in nephrifis eoiiiplieaHiiK scarlet fever, 
i. 134; not, beneficial in cirrhosis of liver, 
ii. 286; in pleurisy, iii. 469; for relief of 
n nephrolithiasis, iv. 107. 
>obell's solution, use of, in diphtheria, ii, 
a laryngeal tuberculosis, ii. 489; as 
mouth wash in mumps, ii. 171; in ozena, 




iii. 336; for relief of "colds" accompany- 
ing tuberculosis, ii. 504; as spray in 
chronic atrophic laryngitis, iii. 343; as 
spray in chronic rhinitis, iii. 329; as spray 
for cleansing larynx before local treat- 
ment in tuberculous, iii. 347; as spray in 
syphilis of upper respiratory tract, iii. 
349; as spray or irrigation in acute laryn- 
gitis, iii. 339; in typhoid fever, ii. 11. 

Dobson and Poole, sugar first isolated 
from diabetic urine by, ii. 696. 

Dochez and Gillespie, studies by, on no- 
li pncumococcus serum, v. 481, 482. 

Dock and Bars, essentials in hookworm 
prophylaxis given by, iv. 810. 

Dof.hr, list of sensitizing substances of, 
used in experimental anaphylaxis, v. 39; 
on frequent increased susceptibility fol- 
lowing inoculation of bacteria or their 

Dotis, rabies in, v. 705. 

Dohi, case reported by, showing local effect 
of mercury on syphilitic lesions, ii. 407. 

DourNici a\d Barcat, work done by, on 
histological reaction of radium, i. 468. 

Donkey serum, use of, in pneumonia, v. 476. 

Donovan's solution, use of, in trypanosomia- 
sis, iv. 747. 

Dokrancb, Coca isii ],y.n io:no, on vaccine 
therapy in cancer, v. 777, 778. 

Double current tube, use of, as rectal douche 
in chronic gi rrheal urethritis, iv. 165. 

Douche, cold, use of, in after-treatment of 
morphinism, ii. 620; in bronchial asthma, 
iii. 381; in chronic bronchitis, iii. 367; to 
reduce fever in acute hemorrhagic 
encephalitis, iv. 405. 

Douche, hot, use of, in hemorrhagic form 
of measles, ii. 154; in renal colic, iv. 102. 

Douche, nasal, use of, in acute nasopharyn- 
gitis, iii. 20; in chronic nasopharyngitis, 
of hot compound antiseptic powder, iii. 
21; in chronic pharyngitis, iii. 22; in 
membranous rhinitis, of normal salt 
solution, in. 330; following meningococ- 
cus vaccination, v. 575; prophylactic 
use of, in meningitis epidemics, v. 566. 

Douche, post-nasal, use of, in acute inflam- 
mation of sinuses, iii. 334. 

Douche, rectal, employment of, in chronic 
gonorrheal urethritis, iv. 165. 

Douche, stomach, use of, in liepressive dis- 
orders of gastric secretion, iii. 152. 
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Douche, throat, in chronic nasopharyngitis 
iii. 21; in membranous pharyngitis, of 
hydrogen peroxid, iii. 29. 

Douche, vaginal, use of, in diabetic vulvitis, 
ii. 751. 

Douches, therapeutic value of, i. 620; use 
of alternate hot and told, for relief of 
headache in neurasthenia, iv. 574; use 
of, in neurasthenia, iv. 554; use of, in 
respirator v l.yj>e of influenza, ii. 189. 

Dover's powder, use of, in abortive treat- 
ment, for acute rhinitis, iii. 327; in acute 
laryngitis, iii. 1(38; in edematous laryn- 
gitis due to foreign body, iii. 342; in 
enteritis of infancy, iii. 203; for relief 
of cerviconrcipilal neuralgia, iv. 35(i; 
for relief of "colds" in tuberculosis, ii. 
504; for relief of neuralgia associated 
with rheumatism, iv. 337; for relief of 
pain in acute fibrinous pleurisy, iii. 467; 
for relief of pain in pericarditis, iii. 52!). 

Doyen's vaccines, in treatment of cancer, 

Dracunulus medinensis, infection with, iv. 
804; treatment of, iv. 805. 

Drainage, employment of, to lessen irrita- 
bility of bladder in tulwrculous kidney, 
iv. 117; in uremia with edema of ex- 
tremities, iv. 52. 

Dramatization, as a part of dream mechan- 
ism in psychotherapy, i. 591. 

Dream analysis, employment of, in psycho- 
therapy, iv. 588; as part of technique 
of psychoanalysis, i. 597. 

Dream-content, iv. 588. 

Dream mechanism, i. 590. 

Dream states, in epilepsy, iv. 647. 

"Dream-work," i, 590. 

Dreser, contraction of bronchial tubes 
caused by electrical stimulation of 
vagi demonstrated by, in. 383. 

Dreyer, potassium permanganate treat- 
ment of small-pox advocated by, ii. 51. 

Drinking water. See Water. 

Drinks, warm, use of, in renal colic, iv. 04. 

Drip sheet, use of, in neurasthenia, iv. 554, 

Drip sheet bath, i. 615. 

"Dromotherapy," iv. 525. 

Dromothopk; influences, iii. 537. 

Drooling, measures for relief of, in chronic 
progressive bulbar para lysis, iv. 253. 

Drop jaw in rahies, in dogs, v. 714. 

Dropsy, Epidemic. See Epidemic dropsy. | 



Dropsy, general. See Anasarca, general. 
Drug eruptions, diagnosis between, and 

vaccination, ii. 92. 
Drug habit, danger of forming, in neuras- 
thenia, iv. 573. 

Drugs, use of, acute nephritis due to, iv. 
28, 56; contraindicated to check diarrhea 
during stage of reaction in cholera, iv. 
851 ; contraindicated for headache and 
psyeh.ilgias in neurasthenia, iv. 574; 
contraindicated in pyelitis, iv. 89; 
hemoglobinuria due to, iv. 4; irritation 
of kidney due to, iv. 28, 56; neu- 
ritis of third, fourth, and sixth nerves 
duo to, iv. 308; effect of, on pulmo- 
nary circulation, iii. 404; excessive, a 
factor in causation of chronic rhi- 
nitis, iii. 328; habitual or long-con- 
tinued, a cause of chronic gastritis, iii. 
159; misuse of, in whooping-cough, ii, 
175; objections to, for relief of insom- 
nia in neurasthenia, iv. 572; prevention 
of scarlet fever by, ii. 123; in rheumatism, 
ii. 300; vertigo due to, iv. 634. 

Drugs, "sympathomionetric," i. 680. 

Dry Cups. Sit. Cups, dry. 

"Dry diet," employment of, in gastric 
atony, iii. 170; in pleurisy with effu- 
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"Dry tap," ii. 205. 

Dubois' method of reeducation, j. 583; for 

treatment of neurasthenia and psychas- 

thenia, iv. 550, 580. 
Ducrey, isolation by, from leprosy eases, of 

anaerobic add-last organisms, v. 383. 
Duke's disease, ii. 165. 
Dulcin, as substitute for sugar in diabetes 

mellitus, ii. 727. 
Dumb hydrophobia, v. 702. 
Dumb rabies, v. 704, 713, 714, 715. 
Dunbar, on composition of pollen, v. 777; 

on pollen as cause of hay fever, v. 

672. 
Dunbar's antitoxic immune serume, polla- 

tin, for hay fever, v. 684. 
von DnNGEHN, experiments of, with serum 

prepared against ciliated epithelium, 

757, 758. 
DtiNGLisoN, Robley, on hay fever. 
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Duodenal fluid, finding of typhoid ba- 
cillus in, v. 204. 

Duodenal mucosus, alleged gastric-intes- 
tinal motor hormone of, i. 779; secretion 
from, i. 776; other possible hormone 
functions of, i. 780. 

Duodenal ulcer, transfusion of blood in, 
v. 815. 

Dura mater, diseases of, iv. 362; pachy- 
meningitis externa, iv. 362; pachymen- 
ingitis interna hemorrhagica, iv. 362; 
traumatic hematoma, iv. 364. 

Dura mater, indications of tumor in, iv. 
445. 

Durham's theory, of causation of beri-beri, 
iv. 865. 

Dust, as a factor in causation of measles, 
ii. 147; inhalation of, injurious in 
chronic bronchitis, iii. 368; inhalation 
of, in trades a cause of pneumonoconiosis, 
iii. 423; injury from, in chronic pneu- 
monia, iii. 423; measures for protection 
from, iii. 428; transmission of small-pox 
by, ii. 42, 43. 

Dusting powder, use of, in connection with 
counterirritation for relief of broncho- 
pneumonia complicating measles, ii. 159; 
in herpes zoster, iv. 359; in treatment of 
nasal and pharyngeal complications of 
measles, ii. 156; in treatment of small- 
pox, ii. 48, 49; in treatment of varicella, 
ii. 112. 

Duval, investigations of, on acid-fast type 
of bacilli in leprosy cases, v. 383; on the 
true bacillus of leprosy, v. 386. 

Duval and Bassett, determination by, of 
special causal agent in infantile summer 
diarrhea, ii. 306. 

Dwarfism, relation between the hypoph- 
ysis and, i. 745. 

Dyer, experiments of, in treatment of lep- 
rosy with venomous serum, v. 389. 

Dysentery, hydrotherapy for, i. 640; 
liver abscess associated with, iii. 290. 

Dysentery, acute bacillary, ii. 306; ag- 
glutination reaction in, ii. 310, v. 124; 
bacteriology of, ii. 307; "carriers" of, 
ii. 310; classification of, ii. 306; definition 
of, ii. 306; diet in acute cases of, ii. 314; 
diet in chronic cases of, ii. 318; discovery 
of bacillus causing, ii. 306; dosage in 
serum treatment in, v. 262; drugs in, ii. 
316, 319; effect of serum treatment on 



body temperature in, v. 260; effect of 
serum treatment on mortality in, v. 260; 
epidemiology of, ii. 309; geography of, 
ii. 309; infantile diarrhea and, ii. 318; 
introduction to subject of, ii. 306; 
operative measures indicated in, ii. 
318; organisms present in, ii. 307; pathol- 
ogy of, ii. 308; results of serum treat- 
ment in, v. 260; results of vaccine treat- 
ment in, v. 263; serum treatment of, ii. 
311, v. 260; serum treatment of, in man, 
v. 260; sources of infection in, ii. 309; 
transmission of, ii. 309; specific action 
of serum treatment for corresponding 
strains of bacilli in, v. 260, 261; treat- 
ment of acute cases of, ii. 314; treatment 
of chronic cases of, ii. 317; treatment of, 
in general, ii. 311; treatment other than 
specific in, ii. 313; vaccine treatment of, 
ii. 312, v. 262. 

Dysentery antitoxin, instability of, v. 259. 

Dysentery bacilli, cause of dysentery in 
man, v. 251, 252; history of investiga- 
tions on, v. 249; types of, v. 249. 

Dysentery bacilli, differentiation of 
types of, v. 252; by absorption methcd 
of Castellani, v. 252; as acid and ncn- 
acid varieties, v. 253; by agglutination 
tests, v. 250, 252; by serological tests, 
v. 253; by toxicity, v. 253; in relation 
to treatment, v. 253.. 

Dysentery immune serum, v. 257; antitoxic 
action of, v. 257; bactericidal reaction cf, 
v. 257; method of testing antitoxic value 
of, v. 258. 

Dysentery toxin, v. 254; action of, v. 254; 
components of, v. 255; enteric toxin in, 
v. 255; from filtration of cultures, action 
of, v. 255; nature of, v. 255; neurotoxin 
in, v. 255; susceptibility of various 
animals to, v. 255. 

Dysmenorrhea, electrotherapy for relief 
of, i. '419; hydrotherapy for relief of, 
i. 211. 

Dyspepsia, acid, iii. 74. 

Dyspepsia, nervous, iii. 182; hydro- 
therapy for relief of, i. 635. 

Dyspeptin, iii. 150. 

Dysphagia, measures for relief of, in 
tuberculosis of mediastinal lymph glands, 
iii. 508. 

Dyspnea, accompanying acute nephritis, 
iv. 61; accompanying tuberculosis, ii. 
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502; in bronchopneumonia, iii. 419; in 
cardiac insufficiency associated with 
pulmonary conditions, iii. 709; in chronic 
interstitial nephritis, iv. 70; complicat- 
ing chronic pulmonary emphysema, iii. 
438; method of relieving, in cardiac 
insufficiency, iii. 571; presence of, in 
cardiac disease a contraindication to use 
of gymnastics, iii. 639; relief of, in 
mediastinal lumors, iii. iiOij; as symptom 
of chronic myocardial insufficiency, iii. 
736; during thoracentesis, iii. 478; due 

Dystrophia adiposogenital^, iii. 934; 
hypophyseal symptoms in, i. 747; re- 
lation between hypophysis and, i. 734; 
relation between hy]>opilukarism and, 
i. 103; therapeutic use of the hypophysis 
for relief of, i. 747. 

Dystrophy, muscular. See Muscular dys- 
trophy. 

Dystrophy op organs, treatment of, by 
organotherapy, i. 675. 

Ear, complications of cerebrospinal menin- 
gitis affecting, v. 551; influence of poi- 
sons upon, i. 144; irrigation of, in otitis 
media complicating diphtheria, ii. 270; 
vaccine Iherapv in suppurative processes 
of, v. 639. 

Ear disease headaches, iv. 613. 

Ear labyrinth, relation between disturb- 
ance of, and vertigo, iv. 627. 

"Early reaction" of X-ray, i. 516. 

Eating utensils, disinfection of, in tuber- 
culosis, ii. 462. 

Echinococcus, iii. 255; affecting brain, iv. 
459. 

EcHiNOCOCCfs cysts of pleura, iii, 493. 

Echinococcus disease, iii. 255; comple- 
ment-fixation test in, v. 140; miostagmin 
reaction in, v. 146. 

Eclampsia, method of treatment for, 
employed by Stronganoff, iv. 83; or- 
ganotherapy in, i. 720; thyroid gland in 
treatment of, i. 702. 

Eclampsia, infantile, relation of, to 
rickets, ii. 809. 

Eclampsia in pregnancy, normal serum in 
treatment of, v. 825. 

Eczema, as a complication of vaccination, 
ii. 91; radiant light and heat in treat- 
ment of, i. 458; radium in treatment of. 



i. 473; vaccine therapy for, v. 633; X-B 
therapy for relief of, i. 531. 

Edema, accompanying acute nephritis, i 
60; associated with acute uvulitia, 
24; associated with amyloid kidney, iv. 
81; due to nephritis, iv. 15; removal of, 
iii. 674; removal of, by diuresis, iii. 676; 
removal of, by elimination of fluid 
through intestine, iii. 678; removal of, 
by elimination through skin, iii. 678; 
removal of, by skin puncture, iii. 676. 

Edema of genitalia, due to chronic myo- 
cardial insufficiency, iii. 740. 

Edema of glottis, as a complication of 
acute nephritis, iv. 62; aB a complica- 
tion of mumps, ii. 171; as a complication 
of small-pox, ii. 51. 

Edema of larynx, as a complication of 
measles, ii. 158. 

Edema of lungs. See Pulmonary edema. 

Edema, malignant, epidemic of, appar- 
ently due to B. proteus vulgaris infect- 
ing sardines, ii. 640. 

Edinc.er's hypothesis, concerning etioli 
of tabes, iv. 182. 

EdjuO. See Onyalai. 

Edsall and Pemberton, report by, on 
X-ray treatment of delayed resolution 
in pneumonia, ii. 249, 

Education of nerve centers, after Korsa- 
koff's psychosis, ii. 606. 

Education of public, in prophylaxis 
against alcoholism, ii. 588; in prophy- 
laxis against leprosy, iv. S2S; in prophy- 
laxis against malaria, iv. 854; in pro- 
phylaxis against pneumonia, ii. 223. 

Effervescing saline laxatives, use of, in 
acute nephritis, iv. 57. 

Effusion in gonococcal arthritis, v. 579. 

Effusions, sehoi'h, accompanying cardial' 
insufficiency, iii. 672; aspiration for, 
iii. 672; localization of, iii. 673; man- 
agement of, in severe cases of chronic 
myocardial insufficiency, iii. 720; para- 
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Egg 



diet, i. 124. 



article of invalid 



Egg flip, as article of invalid diet, i. 124. 

Egu-nog, as article of invalid diet, i. 124. 

Eggs, in diet of achylia gastrica, iii. 147; 
in diet of chronic parenchymatous neph- 
ritis, iv. 64; in diet of depressive dis- 
orders of gastric secretion, iii. 147; in 
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diet of diabetes iiicllitus, ii. 721; in dipt 
of gastric hyperacidity, iii. 85; in diet 
for nephritis, iv. 42, 64; digestibility of, 
i. 97; idiosyncrasies toward, as ar- 
ticle of food, i. 98; poisoning by, ii. 
633; in treatment of uremia, iv. 51; 
value of, as article of food, i. 97. 

Egypt, climate of, for laryngeal tuber- 
culosis, iii. 345. 

Ehrlich, diaao reaction of, v. 591 ; on scrum 
fastness, v. 12; on use of arsenobenzol for 
brain syphilis, iv. 483; standard unit 
of diphtheria antitoxin of, v. 438; 
theory of immunization of, v. 7; work 
by, on leukemia, iii. 854. 

Ehrlich ANiy Guttmann, report by, of 
favorable result* with tuberculin, v. 317. 

Ehrlich and W a hserman n method of 
standardization of diphthl 



"Ehrlkh-Hata," use of, in destruction of 

filaria bancrofti, iv. 804. 
EHm.ii/u's balvahsan in treatment of 



i 



tabes, iv. 194. 
Kii'HuoFiFiT, formula employed by, for use 
>f tartar in cirrhosis of liver 
with ascites, iii. 286; on injurious effeel 
of high altitudes on neurotic conditions, 






314. 

modification of von Noorden diet 
for membranous enteritis introduced by, 
209; objections by, to massage in 
spastic constipation, iii. 228. 

Einhorn bandage, iii. 248. 

Eiweibb milk, in enteritis of infancy, iii. 
203. 

Elatetin, use of, in uremia, iv. 51. 

Elate rium, UH of, following calomel, in 
edematous laryngitis, iii. 311; in neph- 
ritis, iv. 33; in nephritis complicating 
scarlet fever, ii. 134. 

Elbow bath, i. 621. 

Electric arc, as source of radiant energy, 
i. 439. 

Electric heating apparatus, use of, in tox- 
emia complicating acute diffuse perito- 
nitis, iii. 319. 

Electric pad, use of, in gastric hyperacidity, 
100; in non-bleeding gaBtric ulcer, 
133; to relieve backache in acute 
nephritis, iv. 62. 



Electric pain*. See Lancinating pains. 

Electricity, application of heat generated 
by, i. 621. 

Electricity, ah a climatic factor, i. 
257; effects of, on living body, i. 7; 
electrolytic effects of, i. 370; me- 
chanical effects of, i. 370; physical 
effects of, i, 369; thermic effects of, i. 
370. 

Electricity, physiological effects of, i. 
370; basis of physiological effects, i. 
376; determining characteristics of elec- 
trical currents, i. 374; effect of high fre- 
quency current, i, 375; effect of induced 
current, i, 374; effect of sinusoidal cur- 
rent, i. 375; effect of static current, 
i. 374, 377; independent irritability, i. 
372; mechanical effects of, i. 376; muscu- 
lar response to nervous irritation, i. 
371; in tuberculosis of skin, i. 400; in 
tuberculous infections, i. 399. 

Electricity, use of, in acute hemorrhagic 
encephalitis, iv. 406; in acute myelitis, 
iv. 227; in after-treatment of anterior 
poliomyelitis, iv. 23N; arthritis deformans 
and chronic rheumatism, ii. 713; in 
asthenic bulbar paralysis, iv. 256; in 
beri-bcri to prevent contractures, iv. 
870; in bronchial a B thma, iii. 381; 
in cardiac neurasthenia, 
iii. 777; in cardiovascular 
i. 425; in cerebral anemia, 
for cerebral hemorrhage due t 
interstitial nephritis, iv. 71; it 
enlargement, of the spleen, iii. 906; in 
chronic myelitis, iv. 230; in chronic pro- 
gressive bulbar paralysis, iv. 251; con- 
traindicateil in acute intestinal obstruc- 
tion, iii, 240; entitraindicated in myas- 
thenia gravis, iv. 50S; contraindicated in 
recent cases of neuritis, iv. 285; in con- 
valescence from dengue, iv. 876; in 
convalescence from Landry's paralysis, 
iv. 329; in depressive gastric neuroses, iii. 
188; in diulwtie neuralgia and neuritis, ii. 
766; in diseases of toxic origin, i. 408; in 
exophthalmic goiter, iii. 915; for gastric 
atony, iii. 173; in gastric hyperacidity, 
iii. 100; in glossopharyngeal paralysis, 
iv. 318; in gonorrheal infections, i. 406; 
in infections in general, i. 398; in inflam- 
mation of joints, i. 412; in Korsakow's 
psychosis, ii. 000; in mumps, it- 172; in 
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myotomi a congenita, of no value, iv. 258; 
for neuralgic headache, iv. 5(6, 560, (MIS; 
in neurasthenia, iv. 54(1, 559; in neuritis, 
in general, i. 414, iv. 287; in neuritis of 
third, fourth, and six nerves, iv. 308; 
in neuritis of twelfth cranial nerve, iv. 
321; objections to, in irritative gastric 
neuroses, iii. 188; for obstetric paralysis, 
iv. 292; in occupation neuroses, iv. 677; 
in occupation paresis, iv. 332; in ocular 
paralysis accompanying meat poisoning, 
ii. 636; in optic atrophy, iv. 307; for pa- 
ralysis due to cerebral hemorrhage, iv. 
393; in paraly^-i follov.iiii; cerebrospinal 
meningitis, ii. 214; in pelvic inflamma- 
tion, i. 418; in phrenic neuritis, iv. 290; 
in pneumogait rk: paralysis, iv. 320; in 
post^gonorrheal neuroses, iv. 175; to 
prevent collapse in snake poisoning, iv. 
698; in progressive bulbar paralysis, iv. 
501; in progressive neural muscular dys- 
trophy, iv. 266; in pulmonary tubercu- 
losis, i. 400; in pyogenic infections, i. 
403; to reduce blood pressure, iv. 47; 
for relief of eervieooccipital neuralgia, 
iv. 356; for relief of constipation, iii. 
229; for relief of enuresis due to atony 
of sphincter, iv. 128; for relief of head- 
ache in neurasthenia, iv. 574; for relief 
of ozena, iii. :;;(7; fur relief of pain in legs 
in beri-beri, iv. 869; for relief of pain in 
neuralgia, iv. 338; for relief of pain in 
sciatica, iv. 299; for relief of pain in spina! 
syphilis, iv. 274; for relief of paralysis of 
muscles of mastication, iv, 310; for relief 
of spasmodic movemcntsof neck muscles, 
iv. 672; fur relief of vomiting in neuras- 
thenia, iv. 575; in rheumatic or iilio- 
pnthic cases of facial paralysis, iv, 312; 
in second stage of multiple neuritis, iv. 
328; in simple mllammation, i. 409; in 
spinal accessory paralysis, iv. 320; in 
spinal cord affections, i. 428; in spinal 
progressive muscular atrophy of ac- 
quired type, iv. 247; in tabes, iv. 201; 
in tabetic amaurosis, iv. 199; m. tetany, 
iii. 927; in tuberculosis of skin, i. 400; in 
tuberculous infections, i. 399; through 
urethroscope for removal of foreign 
growths, iv. 166; in vertigo and tinnitus 

Electrolysis, use of, in chronic rhinitis, ii. 
329; indications for, i. 396. 



Electrolytes, i. 7; capacity of tissue col- 
loids for water reduced by, i. 38; com- 
parative activity of, in living cells, i. 55; 
definition of, i. 7; effect of, upon gelatin 
and fibrin in aeid solution, i. 31; effect 
upon, of solution in water, i. 26; rela- 
tion between electricity and, i. 7; re- 
lation between the laws of osmotic pres- 
sure and, i. 54. 

Electrolytic dissociation, pharmacologi- 
cal importance of, i. 26; process of, 
in living tissues, i. 7. 

Electromechanical methods, i. 379; con- 
stant current interrupted, i. 390; in- 
duced current, i. 389; pulsatory Oudin 
current, i. 388; sinusoidal current, i. 
388; static discharge, i. 386; static 
induced current, i. 382; static spark, i. 
383; static spray, i. 387; static wave 
current, i. 379; vacuum tube wave cur- 
rent, i. 382. 

Electrophoresis, application of iodin by, in 
atrophic rhinitis, iii. 330. 

Electrotherapeutics, i. 363; apparatus, em- 
ployed in, i. 367; application of electric 
currents for mechanical effects in, i. 364; 
application of electric currents for ther- 
mic effects in, i. 390; definition of, i. 
363; electrolysis and indications for its 
use, i. 3%; explanation of terms em- 
ployed in, i. 363; methods and prin- 
ciples of applying electrical currents in, 
i. 379; physical effects of electricity, 
369; therapeutic application of elec- 
tricity, i. 397; therapeutic indications 
for mechanical effecte of, i. 394; thera- 
peutic indications for thermic effects of, 
i. 393. 

Electrovargol, use of, by subcutaneous or in- 
travenous injection of typhus fever, ii. 37. 

Elimination, increase of, a means of re- 
ducing hypertension in nephritis, iv. 
44; means for promoting, in chronic dis- 
eases of the labyrinth, iv. 317; means 
for promoting, in multiple neuritis, iv. 
326; means for promoting, in neuralgia 
associated with rheumatism, iv. 337; 
means for promoting, in neuritis of third, 
fourth, and sixth nerves, iv. 308; means 
for promoting, in optic neuritis, iv. 306; 
means for promoting, in polymyositis, 
iv. 330; means for promoting, in rheu- 
matic coses of facial paralysis, iv. 311; 
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as means of relief /rom cervicooccipital 
neuralgia, iv. 356; promotion of, through 
kidneys, important in plague, iv. 843; 
through skin and bowels in cerebral 
hemorrhage accompanying chronic in- 
terstitial nephritis, iv. 71; through skin 
and bowels in chronic parenchymatous 
nephritis, iv. 63. 

Ellermann and Erlandsen, cutaneous 
tuberculin tests of, for administration of 
tuberculin, v. 346. 

Elliotson, John, on etiology of hay fever, 
. v. 668. 

Emaciation, as a symptom of tuberculous 
meningitis, iv. 374; in gonococcemia, v. 
589. 

Emanation, of radium, i. 463. 

Embalming fluids, occurrence of arsenic 
in, i. 152. 

Embolism, cerebral, in gonococcal endo- 
carditis, v. 588. See also Cerebral 
embolism. 

Embolism of lungs. See Pulmonary em- 
bolism. 

Embolism, pulmonary. See Pulmonary 
embolism. 

Embryos, effect of X-ray therapy upon 
, tissues of, i. 527. 

Emesls, use of, in cheese poisoning, ii. 643; 
in meat poisoning due to B. enteritidis, 
ii. 637; in meat poisoning due to B. 
paratyphosus, ii. 638; in treatment of 
acute gastritis, iii. 154. 

Emetics, use of, in active congestion of 
lung, iii. 406; in acute bronchitis, iii. 364; 
in bronchial asthma, iii. 389; in bron- 
chopneumonia of doubtful value, iii. 
419; contraindicated in membranous 
laryngitis, iii. 343; in erythrophlceum 
poisoning, iv. 712; in fish poisoning, 
iv. 700; in plastic bronchitis, iii. 392; 
to remove bronchial secretion in acute 
bronchitis, iii. 364; unnecessary in 
cholera morbus, iii. 195. 

Emily, method of . extracting guinea worm 
recommended by, iv. 805. 

Emmerich and Weibel, epidemic among 
trout investigated by, ii. 640. 

Emmerich's theory, of nature and action 
of cholera toxins, iv. 847. 

Emollient sprays, use of, in nasal and frontal 
sinus headaches, iv. 613. 

Emotions, as a causal factor in neuralgia, 



iv. 337; as a causal factor in neuras- 
thenia, iv. 527. 

Emphysema, association of, with cardiac in- 
sufficiency, iii. 710; treatment of, iii. 731. 

Emphysema, subcutaneous, occurrence of, 
during thoracentesis, iii. 479. 

Empiric method op determining daily 

FOOD REQUIREMENT, i. 72. 

Emplastrum hydrargyri, use of, in stoma- 
titis syphilitica, iii. 15. 

Empyema, iii. 484; accidents during irri- 
gation for relief of, iii. 487; associated 
with actinomycosis, iii. 489; bilateral 
form of, iii. 488; complicating gonococ- 
cemia, v. 587; as complication of pneu- 
monia, ii. 253; as complication of pul- 
monary tuberculosis, ii. 507, iii. 489; due 
to actinomycotic infection, treatment of, 
v. 431 ; due to serum treatment of pneu- 
monia, v. 485; in children, iii. 488; em- 
pyema necessitatis, iii. 488; encapsulated 
empyema, iii. 489; irrigation of pleural 
cavity for, iii. 487; microorganisms pres- 
ent in, iii. 484; pneumothorax asso- 
ciated with, iii. 492; prognosis of, iii. 
484; resection of ribs for relief of, iii. 
486; thoracotomy for relief of, iii. 485; 
treatment of, iii. 485; treatment in 
special forms of, iii. 488; tuberculosis of 
lungs associated with, iii. 489; vaccine 
therapy in, v. 493. 

Ems water, use of, as expectorant in chronic 
bronchitis, iii. 373. 

Emulsion colloids, i. 6, 28. 

Encapsulated empyema. See Empyema. 

Encephalitis, iv. 404; acute hemorrhagic 
encephalitis, iv. 404; acute hemorrhagic 
polioencephalitis, iv. 406; cerebral pal- 
sies of children, iv. 409; introduction 
to subject, iv. 404. 

Encephalitis, acute hemorrhagic, iv. 
404; diagnosis of, iv. 405; etiology of, 
iv. 404; pathology of, iv. 405; prognosis 
of, iv. 405; symptoms of, iv. 404; treat- 
ment of, iv. 405. 

Encephalomalacia. See Cerebral scften- 
ing. 

Endarteritis, syphilitic, v. 402; cell 
count of cerebrospinal fluid in, v. 404. 
See also Syphilitic endarteritis. 

Endemic hematuria, iv. 799; preventive 
measures for, iv. 801; remedial meas- 
ures for, iv. 800. 
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Endemic hemuitvsis, I 



for, i 



Endocardi' 



799. 



798; proven ttv 



[, acute, iii. 743 ; vaccine therr.- 
746; as a cause of cerebral em- 
T. 400; complicating cere- 
brospinal meningitis, v. 553; as a com- 
plication of pneumonia, ii. 252; as u 
complication i if septicopyemia, ii. 280; 
electrotherapy for, i. 409; gonococcal, 
see Gonococcal endocarditis; hydro- 
therapy for, i. 625; malignant, iii. 746; 
streptococcus viridans cause of, v. 507. 
Endocarditis, acute, simple, iii. 743; im- 
portance of preventing, in chronic myo- 
cardial insufficiency, iii. 734; prophylax- 
is against, iii. 743; treatment of, iii 745. 
Endocrine glands, and organotherapy, i. 

679. 
Endometritis, ciikoxic, hydrotherapy fur 

relief of, i. 632. 
Endothelioma, value of radium therapy 

for, i. 490. 
Endothelioma ta of brain, iv. 432. 
Endotin, v. H2.S. definition of. v. 326. 
Endurance, exehcisesok, iii, 700. 
Enemata, use of, in acute myelitis, iv. 225; 
in acute nephritis, rarely beneficial, iv. 
57; in acute pancreatitis, iii. 296;inbacil- 
lary dysentery fur ndminist ration of opi- 
um, ii. 319; with caution in acute local- 
ized peritonitis, iii. 312; in chronic intes- 
tinal obstruction, iii. 242; in chronic 
mucous colitis, iii. 207; conlraindicatcd 
in early stage of acute appendicitis, iii. 
215; contraindicated in rest, treatment 
for cardiac insufficiency, iii. 572; contra- 
indicated in violent attacks of acute en- 
teritis, iii. 194; in gallstone colic, iii. 
269; hypertonic alkaline salt solution 
by, to produce diuresis in beri-beri, 
iv. 868; in intestinal amebiasis, iv. 
725; in infanlile diarrhea, ii. 319; iced 
saline solution by. to reduce temperature 
in Asiatic cholera, iv. 852; in later stages 
of mild appendicitis, iii. 216; objections 
to, for relief of constipation in neuras- 
thenia, iv. 574; in oxyuris verniicularis, 
iii. 252; in pericarditis, iii, 515; to pro- 
mote evacuation of bowels in gastric 
atony, iii. 172; in severe attacks of ap- 
pendicitis, iii. 217; purgatives by, in feca! 
impaction, iii 238, 239; turpentine by, in 
bronchopneumonia, for relief of meteor- 






volvulus and iiitussus- 



Enemata, high rectal, use of, after poisoning, 
i. 147; normal saline solution by, in 
Asiatic cholera, iv. 850; norma! saline 
solution by, in cheese poisoning, ii. 643; 
normal saline solution by, in diabetic 
coma, ii. 741; normal saline solution by. 
in meat poisoning due to B. paraty- 
phosus, ii. 638; protargol by, in meat 
poisoning due to B, enteritidis, ii. 637; 
turpentine by, in meat poisoning, due 
to B. botulinua, ii. 635. 

Enemata, nutrient, formula? for, 

method of giving, i. 107; nutritive vah 
of, i. 106; use of, in acute gastritis, 
iii. 157; in delirium tremens, ii. 599; in 
gastric crises of tabes, iv. 197; in gastric 
ulcer, iii. 110, 118; in hemorrhage from 
gastric ulcer, iii. 118; in progressive 
bulbar paralysis, iv. 500; in progressive 
paralysis of insane, iv. 495. 
Enemata, saline, use of, in acute catarrhal 
jaundice, iii. 261; to allay thirst in 
starvation treatment of gastric ulcer, 
iii. 118; by drop method in Rocky 
Mountain fever, ii. 562; in enteritis of 
infancy, iii. 202; to relieve thirst in 
of esophagus, iii. 55. 

of, in acute cnteri- 
spusmndic laryngil in. iii. 



342. 

Enemata, starch, administration of laud- 
anum by, in cholera morbus, iii. 194. 

Enemata, stimulating purgative, use of, 
paralytic ileus, iii. 238. 

Enemata, warm saline, use of, in acute ■ 
teritis, iii. 193; to control lii-murrhagi.' in 
pulmonary tuberculosis, ii, 498; to con- 
trol hemorrhage in typhoid fever, ii. 
19; in influenza of gastroinlcstinal 
type, ii. 190; in membranous enteritis, 
iii. 208; in nephritis complicating scarlet 
fever, ii. 133; in septicopyemia, ii. 282; 
in typhoid fever, ii. 26. 

Energy requirement, i, 73, 76; in diabete* 
mellitus, ii. 703; in fever, i. 120. 

Enuelmann, classification by, of influences 
acting on four cardinal properties of 
cardiac muscle, iii. 537. 

Enuland, antituberculosis work 

mortality from small-pox in, before 
after vaccination, ii, 93, 
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,n, experiments of, for acne bacillus, 
v. 624, 625; technique of, for adminisi ra- 
tion of vaccine in deep-seated nodules 
and abscesses of acne, v. 629. 

i coij,' iv. 720; characteristics 
of, iv. 720; distribution of, iv. 721; 
pathogenicity of, iv. 720. 

*. histolytica, iv. 720; charac- 
teristics of, iv. 720; distribution of, iv. 
721; pathogenicity of, iv. 720. 
<tamb a A tetragena, iv. 720; charac- 
teristics of, iv. 720; distribution of, iv. 
721; pathogenicity of, iv. 720. 
Entameb.e in the normal mouth, v. 635. 
Enteric diseases, hydrotherapy for relief 

of, i. 633. 
Enteritidis bacilli, group diagnosis in, 

v. 201, vaccine therapy of, v. 216. 
Enteritis, iii. 193; acute, iii. 193; chronic, 
i. 190; hydrotherapy for relief of acute, 
B34; in infancy, iii. 201; mild cases 
iii. 197; moderate cases of, iii. 200; 




200. 

,. 207; diet in, 
i. 208; oil injections in, iii. 209; opera- 
210. 

Enteroclysis, administration of normal 
saline solution by. in pyelitis, iv. 89; em- 
ployment of, in renal colic, iv. 103; em- 
ployment of, in sepsis complicating 
scarlet fever, ii. 128. 
Enterocolitis, as a complication of 

measles, ii. 160. 
E\ti-'.i(iii>tii.sis. .in ali>n Visceroptosia; reflex 
cardiac ncumscs associated with, iii. 



Enuresis, iv. 125; causes of, iv. 125; 
wases of remote origin as cause of, 
, 127, 130; diseases of urinary and 
pelvic origin as cause of, iv. 127, 130; 
essential enuresis, iv, 12li; hygienic 
a of, iv. 128, 127; idiopathic enure- 
v. 126; treatment of, in general, 
. 121, 132; urinary changes causing, 



hydrotherapy for 



iv. 127. 
En ores is, : 

relief of, i 
Environment, effect of, on beri-beri, 

860. 
Eosin treatment, use of, in frambec 

tropica, iy. 781. 
Epidemic cerebrospinal, meningitis. 1 

Cerebrospinal meningitis. 



Epidemic dropsy, iv. 876. 

Epidemic gang re no us proctitis, iv. 882. 

Epididymitis, as a complication of mumps, 
ii. 166; electrotherapy for, i. 407; hydro- 
therapy for, i. 633; metastatic lesions 
following, v. 578; serum treatment in, 
v. 619; treatment of, ii, 172; vac- 
cine treatment in, v. 613, 614, CHS. 

Epididymitis, oonorrheal. See Gonor- 
rheal epididymitis. 

Epididymitis, recurrent, iv. 152. 

Epidural injections. See Injection. 

Epiglottectomy, employment of, in laryn- 
geal tuberculosis, iii. 347. 

Epilepsies, the, iv. 640; diet in, iv. C81; 
gastro-intestinal surgical treatment of, 
iv. 663; general mode of treatment ir, 
iv. 656; idiopatliic form of, iv. 655; in- 
heritance of, iv. 656; introduction to 
subject of, iv. 640; major attacks of, iv. 
643; marriage question in, iv. 656; minor 
attacks of, iv. 644; operation for relief 
of, iv. 654; pharmacotherapy for, iv. 
662; physical therapy for, iv. 661; pro- 
phylaxis against, iv. 656; psychic equiv- 
alents to attacks of, iv. 644; psycho- 
therapy of, iv. 661; symptom review of, 
iv. 643; tabular scheme of convulsions 
in, iv. 642; therapy for, in general, iv. 
653. 

Epilepsy, due to acute hemorrhagic en- 
cephalitis, iv. 405; as cause of nocturnal 
enuresis, iv. 126; due to cerebral palsies 
of children, iv. 411, 413; diagnosis be- 
tween idiopathic, and brain tumor, iv. 
437; hydrotherapy for relief of, i. 643; 
relation between, and asthma, iii. 382; 
symptoms resembling, in brain cysticer- 
cuh, iv, 459; vertigoes associated with, 
iv. 634. 

Epileptic attack, convulsive form of, iv. 
643 ; dynamics of, iv. 648; major form of, 
iv. 643; minor form of, iv. 644; psychic 
equivalents for, iv. 644. 

Epileptiform convulsions, due to brain 
tumor, ■ measures for relief of, iv. 448; 
tabular scheme of, iv. 642. 

Epiphanin reaction, v. 147; preparation of 
antigen in, v. 148; technique of, v. 
148. 

Epinephrln, absence of. in Addison's disease, 
i. 794; in bronchial asthma, i. 798; as 
cardiovascular stimulant, i. 796; condi- 
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tions affecting, output of, i. 784, 7S5; 
'■our li tii ms hi'ni'fitii t by udministnii i>m 
of, i. 96, 98, 99; in control of 
hemorrhage, i. 799; drug action of, 
i. 671 ; effect produced by, on pul- 
monary circulation, iii. 405; in fetal 
783; as a local hem- 



i. 798; 



i of, i 



783; 



organotherapy, i. 676, 679; peculiar- 
ities of, i. 797; peripheral effects of, 
i. 786; physiological action of, i. 786; 
preparation and dosage of, i. 799; quan- 
tity of, secreted into blood, i. 784; re- 
semblance between effects of, and ef- 
fects of the hypophysis, i. 735; secretion 
of, i. 784; summary of, i. 800; synonyms 
for, i. 799; theory of control by, of func- 
tions of blood capillaries, i. 791; thera- 
peutic uses ipf, L 795; unstable character 
of, i. 784; untoward effects following 
use of, i. 800; use of, in disturbances of 
circulation in Addison's disease, iii, 902; 
use of, to enhance effect of local anes- 
thesia, i. 798; use of, by intraperitoneal 
injection in chronic peritonitis of gen- 
eralized form, iii. 323; use of, in toxemia 
complicating acute diffuse peritonitis, 
iii. 318. See also Adrenalin. 

Epinephrin secretion, emergency func- 
tion theory of, i. 79!. 

Epirenan. See Epinephrin. 

Epistaxis, iii. 335; as a complication of 
glandular fever, ii. 572; as a complica- 
tion of typhoid fever, ii. 27. 

E pith eli oh ata, action of radium upon, i. 
470; souamous-cclled, radium in treat- 
ment of, i. 485; of skin, radium io 
treatment of, i. 484; superficial, X-ray 
therapy for relief of, i. 542. 

Epsom salts. .See Magnesium sulphate. 

Epstein, on blood cultures in typhoid fever, 
v. 204. 

Epstein diet, for reduction of obesity, ii. 781 . 

EQUILIBRIUM IN LIVING TISSUES, i. 12. 

Ebb-Gold flam's disease. See Myasthenia 

Erdman, on vaccine therapy in erysipelas, 

v. 637, 638 
Erections, painful, treatment of, in acute 

urethral gonorrhea, iv. 141. 
Ergot, use of, in acute myelitis, iv. 225; in 

cerebrospinal meningitis, ii. 213; con- 

■Tflindicated in control of epistaxis, iii. 



336; for control of gastric hemorrhage, 
iii. 112; for control of hemorrhage in 
pulmonary tuberculosis, ii. 496; in de- 
lirium tremens, it. 602; in diabetes in- 
sipidus, ii. 768; effect produced by, on 
pulmonary circulation, iii. 405; in ex- 
ophthalmic goiter, iii. 916; in hematuria, 
iv. 4; in hemaluria complicating scarlet 
fever, ii. 134; in hemophilia, iii. 882; 
in hemorrhagic form of measles, ii. 156; 
in neurasthenia with vasomotor dilata- 
tion, iv. 566; objections to, in chronic 
myelitis, iv. 230; for relief of vesical 
disturbance in tabes, iv. 198; in tabes, 
iv. 195; as vesical tonic in treatment of 
enuresis, iv. 134. 

Ergot combined with the bromlds, use of, 
for relief of insomnia due to chronic 
cerebral hyperemia, iv. 388. 

Ergotln, use of, in hemophilia, iii. 886; 
ineffectual in acute vasomotor paralysis, 
iii. 753; in Landry's paralysis, iv. 329; 
in neurasthenia with vasomotor dilata- 
tion, iv. 566; for relief of headache in 
neurasthenia, iv. 574. 

Ergotism, ii. 648. 

Ergotol, use of, for control of hemorrhage 
in hemorrhagic form of measles, ii. 
156. 

E blander, myogenic theory of cause 
and origin of heart beat developed by, 
iii. 535. 

Eulanoer apparatus, for estimating min- 
imal biood pressure, iii, 557. 

Eruption, character of, in cow-pox, ii. 56; 
character of, in hemorrhagic form of 
varicella, ii. 113; character of, in miliary 
fever, ii. 574; character of, in Rocky 
Mountain Spotted fever, ii. 561; char- 
acter of, in typhoid fever, ii. 38; char- 
acter of, in typhus fever, ii. 33; character 
of, in varicella, ii. 112; following use of 
antitoxin in diphtheria, ii. 263; following 
use of arsenobcnzol in syphilis, it. 401; 
treatment of, in small-pox, ii. 48; value 
of, in diagnosis between typhoid and 
typhus fevers, ii. 38. 

Erysipelas, ii. 273; assistant causes in, ii. 
273; Bier's hyperemia treatment of, ii. 
277; characteristic lesion in, ii. 274; com- 
plications of, ii. 275; definition of, ii. 
273; diagnosis of, ii. 275; diet in, ii. 275; 
effect of, upon other diseases, ii. 277; 
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etiology of, ii. 273; incision in treatment 
of, ii. 277; local treatment of, ii. 276; 
"medical" form of, ii. 274; "migratory 
cases" of, ii. 275; organism causing, ii. 
273; pathologic anatomy in, ii. 274; 
pathology of, ii. 274; predisposing 
causes of, ii. 273; prognosis of, ii. 275; 
sequelae to, ii. 275; serum therapy in, 
ii. 276; small-pox complicated by, ii. 
49; symptoms of, ii. 274; temperature 
in, ii. 274, 275; treatment of, ii. 275; 
treatment of complications in, ii. 277; 
vaccination complicated by, ii. 85; vac- 
cine therapy for, ii. 276, v. 638, 639. 

Erythema following salvarsan injection in 
syphilis, v. 400; following treatment for 
hydrophobia, v. 738; in gonococcemia, 
v. 588. 

"Erythema dose" of X-ray, i. 502. 

Erythema multiforme, as complication 
of vaccination, ii. 85; in gonococcemia, 
v. 588. 

Erythema nodosum, in gonococcemia, v. 
588. 

Erythemas, itching, radiant light and heat 
in treatment of, i. 459. 

Erythrol tetranitrate, use of, in cardiac in- 
sufficiency, iii. 608; in chronic inter- 
stitial nephritis, iv. 69; to control 
hemorrhage in pulmonary tuberculosis, 
ii. 496; in neurasthenia with high ar- 
terial tension, iv. 566, 573; to reduce 
hypertension in nephritis, iv. 46. 

Erythrophixeum poisoning, iv. 711; pre- 
ventive measures, iv. 712; remedial 
measures, iv. 712. 

Escalin, use of, for control of gastric hem- 
orrhage, iii. 112; in gastric hyper- 
acidity, iii. 97; in non-bleeding gastric 
ulcer, iii. 136. 

Escherich, discovery of Bacillus coli com- 
munis by, v. 232. 

Eserin, use of, in acute dilation of stom- 
ach, iii. 174; in diabetes mellitus, ii. 
745; for relief of corneal ulceration in 
small-pox, ii. 50; in syphilitic iritis, ii. 
414. 

Eserin salicylate, hypodermic use of, in 
acute intestinal obstruction, iii. 241; 
injection of, into wall of intestine after 
enterostomy for paralytic ileus, iii. 238; 
use of, in chronic constipation, iii. 234; 
use of, in paralytic ileus, iii. 238. 



Eserin sulphate, use of, in acute diffuse 
peritonitis, iii. 317. 

Esmarch bandage, use of, to determine site 
of arterial obstruction in diabetic gan- 
grene, ii. 752. 

Esophageal dilator of Sippy, iii. 49. 

Esophageal stenosis, iii. 47; cicatricial, iii. 
48. 

Esophagitin, acute, iii. 64; treatment of, 
iii. 65. 

Esophagostomiasis, iv. 815; parasites caus- 
ing, iv. 815; remedial measures in, iv. 
816. 

Esophagus, regional anatomy of, iii. 47. 

Esophagus, carcinoma of, iii. 52; diet in, 
iii. 54; dilating bulbs in treatment of, iii. 
55; palliative treatment for, iii. 53; 
surgical treatment for, iii. 53; treatment 
for, in general, iii. 53; X-ray in treat- 
ment for, iii. 54, 55. 

Esophagus, diseases of, iii. 47; acute 
esophagi t is, iii. 64; cicatricial stenosis, 
iii. 48; diverticula of esophagus, iii. 
60; esophageal stenosis, iii. 47; foreign 
bodies in esophagus, iii. 62; idiopathic 
dilatation (cardiospasm), iii. 56; spasm 
of esophagus, iii. 56; ulcer of esophagus, 
iii. 65. 

Esophagus, diverticula of, iii. 60; course, 
iii. 61 ; pressure diverticula, iii. 60; trac- 
tion diverticula, iii. 61; traction-pressure 
diverticula, iii. 61; treatment, iii. 62. 

Esophagus, idiopathic dilation of, iii. 
56; diagnostic aids in, iii. 58; etiology of, 
iii. 56; treatment of, iii. 58. 

Esophagus, ulcer of, iii. 65; peptic ulcer, 
iii. 66; treatment, iii. 66; tuberculous 
ulcer, iii. 66. 

Essential hematuria, serum and blood 
treatment of, v. 814. 

Estlander's operation, in empyema, iii. 
486. 

Ether, as cardiac stimulant in typhoid fever, 
ii. 24; by hypodermic injection as car- 
diac stimulant in cerebral anemia, iv. 
382; by hypodermic injection in met- 
hemoglobinuria, iv. 6; by hypodermic 
injection in pulmonary thrombosis, iii. 
411; by inhalation, in cerebrospinal 
meningitis, ii. 214; by inhalation in 
strophanthus poisoning, iv. 711 ; internal- 
ly in cerebral anemia, iv. 382; by spray, 
for neuralgic pains following morphin- 
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ism, ii. 624;by spray for small-pox, ii. 43. 

Ether and turpentine, use of, in treatment of 
ait, iii. 274. 

Ether anesthesia, In udenectomy, iii. 36, 37; 
in chronic myocardial insufficiency, iii. 
743; contraindicated in retropharyngeal 
abscess, iii, 35; injury of kidney by, iv. 
29; in tonsillectomy, iii. 37, 38. 

Ether narcosis for p-evention of anaphylac- 
tic reaction, v. 100. 

Etheh pneumonia. See Pneumonia. 

Ethmoiditis, hyperplastic, iii. 45. 

Ethyl bromid, use of. in chronic myocardial 
insufficiency, iii. 743. 

Ethyl chlorid, use of, as anesthetic in 
lumbar puncture, iv. 370; as anestbetie 
in thoracentesis, iii. 474; lancinating 
pains of tabes not relieved by, iv. 197; 
as spray, for relief of gastric crises in 
tabes, iv. 197. 

Ethylhydrocuprein, use of, in pneumococcus 
infections, v. 496-499. 

Eucain, use of, in local treatment of ter- 
tiary syphilitic lesions of mucosae and 
mucocutaneous junctions, ii. 412; us 
mouth wash in stomatitis due to hydror- 
gyrism, ii. 372. 

Eucalyptol, use of, in gangrene of lung 
complicating pneumonia, ii. 253; in 
prophylaxis of influenza, ii. 180. 

Eucalyptus, efficacy of, in prevention of 
malaria disproved, iv. 747; use of, by 
inhalation of. in acute bronchitis, iii. 
358. 

Eucalyptus oil, use of, as an anthelmintic 
in intestinal distomiiwis, iv. 798; in 
chronic influenza or bronchiectasis com- 
plicating influenza, ii. 195; hookworm 
disease, iv. 809; by inhalation in acute 
laryngitis, iii. 339; in scarlet fever, ii. 
124. 

Euferrol, use of, in chlorosis, iii. 818. 

Eugenics, importance of, in treatment of 



i g;istric hyperacidity, 



Eumydrin, I 
iii. 92. 

Euphyllin, use of, to create diuresis in car- 
diac insufficiency with gcner.il insuffi- 
ciency, iii. 677. 

n measles, ii. 151. 

n leprosy, iv. 832. 

, copious, stage of, in Asiatic 



Euquinjn, i 

Europhen, 



cholera, i 
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Ewald, formula for nutrient enema recom- 
mended by, iii. 119. 

Ewaut, William, inhalations of carbonic 
acid gas suggested by, for relief of 
asthma, iii. 389. 

Exanthema, influence of vaccination upon, 
ii. 74. 

Exanthemata, hydrotherapy for relief of, 
i. 636. 

Excision, of bitten part in snake bite, iv. 
698; of cervical lymph nodes in early 
stage of sleeping sickness, iv. 764; of 
lung, as therapeutic measure in chronic 
pulmonary abscess and gangrene, iii. 
445; of tip of uvula, in acute uvulitis, iii. 

"':■■!■■'■'■: ' .: -_"!- 1 r 1 1. J 1 1 1 r r l ; ] of pllili'h,!::, 

iv. 882. 
Excitability, as cardiac function, iii. 536. 

KXCTl'EMENT, ATTACKS OF, 

paralysis of the insane, i 

Excheta, disinfection ok, in small-pox, 
ii. 44; in typhoid fever, ii. 7. 

Exercise In open air, in after-treatment, of 
pleurisy with effusion, iii. 470; impor- 
tance of, in cardiac neurasthenia, in. 775, 
776; question of, in arteriosclerosis, iii. 
759; value of, in hay fever, iii. 390. 

Exercise, passive, in arthritis 



Exercise, physical, effect of, upon albumin 
and casts in urine, iv. 23; gradual re- 
turn to, after rest cure in neurasthenia, 
iv. 556; influence of, on human body, i. 
331; influence of, in psychotherapy, i, 
600; objections to, in chlorosis, iii. 813; 
question of, in tabes, iv. 213; regulation 
of, in cases of obesity associated with 
cardiac insufficiency, iii. 705; value of, in 
chronic gout, ii. 676, 684; value of, in dia- 
betes mellitus, ii. 74!l; vuhie of, in exoph- 
thalmic goiter, iii. 914; value of, in re- 
duction of obesity, ii. 796; value of, in 
tuberculosis, ii. 473, 523. 

Exercises, active and passive, use of, in 
paralysis due to cerebral hemorrhage, iv. 
393. 

Exercises of endurance, iii, 70C. 

Exercises, graduated, in treatment of occu- 



Exerclses, gymnastic. .S'cc Gymnastic 



Exercises, passive, use of, in chronic 

lis, iv. 230; in rhmnic iiiynriirdialdawn- 
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eration, iii. 717, 718; in spastic spinal 

paralysis, iv. 270. 
Exercises, passive joint, u» of, for relief of 

pain in spinal syphilis, iv. 274. 
Exercises, passive resistance, use of, in 

multiple sclerosis, iv. 281. 
Exercises, physical, classification, iii. 700; 

use of, in after-treatment of neuritis, iv. 

1288; in after-treatment of pleurisy with 
effusion, iii. 470; in chronic bronchitis, 
iii. 309; in chronic gonorrheal urethritis, 
with caution, iv. 153; in mild cases of 
chronic myocardial insullicieucy, iii. 716; 
in muscular dystrophy, iv. 263; for 
paralysis duo to cerebral hemorrhage in 
chronic interstitial nephritis, iv. 71; 
for relief of spasmodic movement of 
neck muscles, iv. 672; for relief of tic 
movements, iv. 674; simultaneously with 
carbon dioxid baths, cont.raindicatod in 
chronic myocardial insufficiency, iii. 717, 
721; in treatment of asthma, iii. 380; in 
treatment of cnnsiipuiiun, iii. 228. 
Exercises of speed, iii. 700. 
Exercises of strength, iii. 700. 
Exertion, physical, avoidance of, in pro- 
phylaxis of cerebral hemorrhage, iv. 391 ; 
as cause of nephritis, iv. 29. 
Exhaustion, as a characteristic symptom 

of myasthenia gravis, iv. 507. 
Exophthalmic goiter. See Goiter. 
Exostoses following gonococcal infection, 

v. 590. 
Exotoxin", definition of, v. 326. 
Expectant treatment, of acute urethral gon- 
orrhea, iv. 148. 
Expectorant mixtures, for use in acute 
bronchitis, iii. 360, 362, 365; in chronic 
bronchitis, iii. 373. 

use of, in acute bronchitis, 
l bronchiectasis, iii. 396; in 
chronic bronchitis, iii, 372; in chronic 
r bronchic Claris complicating 
influenza, ii, 195. 
Expectorants, aromatic, use of, in bronchi- 
ectasis, iii. 396; to relieve profuse ex- 
pectoration in chronic bronchitis, iii. 
376, 377. 
Expectorants, stimulating, use of, in acute 
bronchitis, Iii. 362; in chronic bronchitis, 



. 372; in hypostatic pneumonia, iii. 
17. 
ecto ration, measures for relief of, 



m. &rz\ in nypoi 
407. 
Expectoration, me 



when profuse in chronic bronchitis, iii. 

375; in pulmonary tuberculosis, ii. 494. 

Expectoration, fetid. See i'etid expec- 



E.XPEK1MENTAL METHOD I 

TOTAL FOOD KEyiTIREMENT, i. 72. 

Expiration, aids to, in acute bronchitis 
complicating emphysema, iii, 353. 

Exposure, time of, a factor in an X-ray 
treatment, i. 504. 

Expulsion time op heart, iii. 542. 

Extractives, uses of, as food, i, 68. 

Extrasystoles, allorrhythmia due to, iii. 
566; auricular, iii. 568; auric ulo ventric- 
ular, iii. 569; clinicid significance of, 
iii. 569; due to myocardial insufficiency, 
iii. 740; ventricular, iii. 567. 

Extremities, litigation of, in pulmonary 
edema with low blood pressure, iii. 41 1 ). 

Exudates, as a cause of pain in bladder, 
iv. 122. 

Exuoates, pleural, eause of death from, 
iii. 461; Influence of, on circulation, iii 
460; intrathoracic pressure of, iii. 450- 
460; mechanical effect of, iii. 460. 

Exudates, putrefactive, in pneumothor:;\- 
with empyema, iii. 492. 

Eye headaches, iv. 611. 

Eyes, affections of. in diabetes mellitus, ii, 
752; care of, in small-pox, ii. 50; com- 
plications of meningitis affecting, v. 549. 
555; effect of cpinophrin upon, i. 789; 
effect of X-ray upon, i. 527; influence of 
poisons upon, i. 144; measures for pro- 
tection of, in facial paralysis, iv. 311; 
tuberculous lesions of, tuberculin treat- 
ment of, v. 321. 



Facial paralysis, as a symptom of basilar 
syphilitic meningitis, iv. 474; See aho 
Neuritis of seventh nerve. 

Facial spasm, iv. 669; treatment of, iv. 670. 

FArNTNEsa, significance of, during thora- 
centesis, iii. 478. 

Family, duty of, regarding infection in 
scarlet fever, ii. 121. 

bulbar paralysis, iv. 253. 



Fannia, iv. 705. 
Faradic current, u 



atrophic rhinitis, 



Faradization, of abdominal wall for relief of 
gastric crises in tabes, iv. 197; of nerve 
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Fa 



euritis, iv. 290; of skin of 

i tabes, iv. 202. 

ie, pioneer in hypnotism, i. 



Farkas, c 

infections, v. 601; e 

gonococcal arthritic, 

Fa.sctoletta 

Fahciolofsib BU; 

Fabciolopsjs FU 

Fasciolopsis ha 

FaSCIOSCAPULO-H 



Fat, digestibility of, i. 100; proportion of, 
in human body, ii. 769; relation of, to 
phosphorus poisoning, ii. 623, 624 ; 
sources of, i, 67; subcutaneous admin- 
istration of, i. 109; value of, as a food, 
i. 69. 

Fat content, influence of, upon digestion 
of meat, i. 96. 

Fat embolism, following intramuscular in- 
jection of mercury in syphilis, ii. 387. 

Fatigu ability, as a characteristic symp- 
tom of neurasthenia, iv. 575; presence 
of, in progressive bulbar paralysis, iv. 
500. 

Fats, in diet for diabetes, ii. 720; in diet for 
gastric hyperacidity, iii. 84; function of, 
in body, ii. 772; pancreatic secretion 
suppressed by diet of, iii. 307; propor- 
tion of, in diet of chronic parenchy- 
matous nephritis, iv. 64; proportion of, 
in diet for nephriiiB, iv. 41; proportion 
of, in diet for neurasthenia, iv. 545; as 
a source of adipose tissue, ii. 773; as a 
source of energy and heat, ii. 772; sugar 
derived from, ii. 705. 

Faucitib, acute, iii. 31. 

Faught and Stanton, instruments de- 
vised by, for estimating minimal blood 
pressure, iii. 557. 

Fadre, resection of ub recommended by, 
in opening posterior mediastinum, iii. 
505. 

Favub, X-ray therapy for relief of, i. 535. 

Fi:iihifi:c.es, use of, n scarlet fever, ii. 125, 
126. 

Feces, method of disinfecting, in typhoid 
fever, ii. 7. 

I'r.DKi Ht:\KO, experiments by, on guinea 

Feeblemindedness a 



Feeding, artificial, through esophageal bou- 
gie, iii. 62; by gavage, i. 108; by gavage 
in meat poisoning, ii. 0-!;); method of, 
after intubation of larynx, ii. 268; meth- 
od of, in posl-diph-tlieritic paralysis, ii. 
270; method of, in tetanus, ii. 340; meth- 
ods of, i. 105; by nutrient enemata, i. 
106; through nose, in parenchymatous 
glossitis, iii. 24; by nutrient enemata in 
delirium tremens, ii. '-'Ml; in progressive 
paralysis of the insane, iv. 495; by rec- 
tum, See Rectal feeding; by subcuta- 
neous injection, i. 109; by subcutaneous 
injection in gastric ulcer, iii. 120; by 
subcutaneous injection in tetanus, ii. 
340. 

Feeding botti.k.s, necessity for cleanliness 
of, iii. 2; in thrush, iii. 9. 

Feeding of infants, precautions against 
tuberculosis to be observed in use of ar- 
tificial foods in, ii. 453; a predis; wising 
cause of rachitis, ii. 805. 

Feb ling's solution, reduction of, by 
syphilitic cerebrospinal fluid, v. 404. 

Feidlbr, association of pleurisy with ton- 
sillar infection first noted by, iii. 465. 

Fel bovlB, use of, in tumors of pancreas, iii. 
305. 

Fellner, report by, on action of 
nin, iv. 47. 

Felon. See Whitlow. 

Female genital tuberculosis, tul 
lin in treatment of, v. £ 

Fenwick, characterisation of gastric atony 
by, iii. 168. 

Ferments, fibrin-dissolving, in the blood, 
v. 797; use of, in depressive secretive 
disorders of stomach, iii. 149. 

Fermi, method of, of attenuating rabies by 
carbolic acid, v. 729. 

"Fekmocyl" in diabetes mellitus, ii. 747. 

Fe nan's superintend ve method of treating 
rabies, v. 731,732. 

Feiratui, use of, in chlorosis, iii, 818. 

Ferrl-alum, use of, in acute nasopharyngi- 
tis accompanied by uvulitis, iii. 31. 

Ferric sulphate, use of, in chlorosis, iii. 816. 

Ferthjzin, i. 814. 

Fetal tissues and organotherapy, i. 833. 

Fetid expectohation, in bronchiectasis, 
iii. 395; in chronic bronchitis, iii, 376. 

FETTEROLy, table prepared by, showing 
com posit jon of commercial diabetic 



ibercu- 
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Dread and flour, ii. 724. 

Fever, absorption of food in, i. 119; in 
gonococcal arthritis, v. 581 ; metabolism 
in, i. 114; tuberculin treatment in, in 
tuberculous patients, v. 332. 

Fever blisters. See Herpes of lips. 

Fever diet, i. 120. 

Fibrin content of cerebrospinal fluid, 
v. 516. 

Fibrin - dissolving ferments in the 
blood, v. 797. 

Fibrinogen, in normal blood, v. 796; in- 
sufficiency of, v. 796. 

Fibroids, pressure from, as a cause of pain 
in bladder, iv. 122. 

Fibroids, uterine. See Myomata of 
uterus. 

Fibrolysin, use of, in chronic pneumonia, 
iii. 422; by injection into spinal canal in 
tabes, iv. 198; in peritoneal adhesions, 
iii. 322; in treatment of delayed resolu- 
tion in pneumonia, ii. 250. 

Fichera, on autolyzed vaccines for cancer, 
v. 779, 780. 

Field, on absorption of toxins by the body, 
v. 456. 

FlLARIA BANCROFT!, iv. 803. 
FlLARIA DIURNA, iv. 805. 

Filaria loa, infection with, iv. 805; treat- 
ment of, iv. 806. 

FlLARIA NOCTURNA, iv. 803. 
FlLARIA PERSTANS, iv. 807. 

Filariasis, iv. 802; dracunculus medinen- 
sis, iv. 804; filaria bancrofti, iv. 803; 
filaria loa, iv. 805; filaria perstans, iv. 
807. 

Filiforms, introduction of, into urethra, iv. 
171; varieties of, iv. 170. 

Filix mas, use of, in destruction of filaria 
bancrofti, iv. 803; in endemic hema- 
turia, iv. 800; in intestinal distomiasis, 
iv. 798; for tapeworms, iv. 794; in tri- 
chocephaliasis, iv. 814; in trichocephalus 
dispar, iii. 254. 

Filmaron, oil of. See Oil of filmaron. 

Filtration of water, unreliable in pro- 
phylaxis of cholera, iv. 845. 

Finger and Landsteiner, contagiousness 
of tertiary syphilitic lesion established 
by, ii. 360. 

Finkelstein, Eiweiss milk recommended 
by, in enteritis of infancy, iii. 203. 

Finkelstein and Gershun on cutaneous 



reactions following uss of gonococcal 
vaccines, 602. 

Finsen, demonstration by, of superficial 
penetration of ultra-violet rays of light, 
i. 433; work by, on use of light therapy 
in lupus, i. 449. 

Finsen light, use of, in leprosy, iv. 832; use 
of, in light therapy, i. 441. 

Finsen's method, in treatment of tubercu- 
losis of the skin, i. 400. 

Fisch and Hill, isolation of influenza 
bacillus in pure culture reported by, ii. 
190. 

Fischer on treatment of scarlet fever with 
neo-salvarsan injections, v. 647. 

Fischer, Martin, on means of producing 
diuresis in beri-beri, iv. 868; theory of, 
on edema, iv. 18. 

Fischer's method, of relieving anuria, iv. 
853,854. 

Fischer's solution, intravenous injection of, 
in yellow fever, iv. 872. 

Fish, digestibility of, i. 97. 

Fish, poisonous varieties of, iv. 699. 

Fish poisoning, ii. 639, iv. 699; preven- 
tive measures against, iv. 700; remedial 
measures in, iv. 700. 

Fisher, investigations by, on association of 
enuresis with adenoids and hypertro- 
phied tonsils, iv. 130. 

Fissure in ano. See Fissure of anus. 

Fissure of anus, as a cause of enuresis, 
iv. 130; electrotherapy for relief of, i. 
420. 

Fistulae, as a complication of tuberculosis, 
ii. 505. 

Fitzgibbon on vaccine treatment of vulvo- 
vaginitis, v. 832. 

Fixed virus, v. 719, 720. 

Flail joint, treatment of, when following 
anterior poliomyelitis, iv. 242. 

Flatulency, treatment of, when associated 
with gastric atony, iii. 172. 

Flaxseed poultice. See Poultice, flaxseed. 

Fleas, measures directed against transmis- 
sion of plague by, iv. 841; species of, 
concerned in transmission of plague, iv. 
834. 

Flechsig, opium-bromid therapy for epi- 
lepsy suggested by, iv. 663. 

Fleiner, conditions considered by, to in- 
dicate bismuth treatment in non-bleed- 
ing gastric ulcer, iii. 135; experiments 



j by, on injection of pleural cavity with 
India ink, iii. 458; use of oil injections 
in membranous enteritis introduced by, 
iii. 209. 

Fleming, experiments of, for acne bacillus, 
v. 82St 

Fletcherism, iv. 544. 

Flexner, Simo.v, avenue of entry, in polio- 
myelitis, according to, iv. 234; experi- 
ments of, on anaphylaxis, v. 36; ex[>eri- 
ments of, on immuno-ehemistry of pneu- 
mocoeci, v. Iii; isolation of dysentery 
bacillus, by, v. 249; on serum fastness in 
epidemic meningitis, v. 12; period be- 
tween inoculation of anterior poliomy- 
elitis and appearance of symptoms dem- 
onstrated hy, iv, 237; preparation of 
specific immune serum for cerebrospinal 
meningitis by, v. 521; work done by, on 
bacillary dysentery other than the epi- 
demic form, ii. 306; work by, on influ- 
enza meningitis, ii. 194, 210. 

Flexner and Kweet, work by, on differ- 
ences hctwci-n Shiii:i ;iml Flexner bacilli, 
ii. 307. 

Flexner dysentery bacillus, v. 249. 

Flexner stem bacillus, ii. 307. 

Flick, Doctor Lawrence, work done by, 
in the prevention of tulxTcuIosis, ii. 442. 

Flies, dysentery transmitted by, ii. 319; 
small-pox transmitted by, ii. 42; tuber- 
culosis transmitted by, ii. 451; typhoid 
fever transmitted by, ii. 7. 

Flint, Austin, on treatment of cholera, 
morbus, iii. 195; use of opium in acute 
diffuse perit < in it i- advocated by, iii. 316; 
work on differential air pressure by, iii. 
447. 

Flint's apparatus, for use of differential air 
pressure, iii. 446. 

Flint's method, for reducing air pressure in 
pleural cavity, iii. 500. 

Floor maouot, iv. 703; treatment for, iv. 
704. 

Fluid intake, importance of, in acute ne- 
phritis, iv. 60. 

Fluids, importance of introducing, into 
system in blackwater fever, iv. 756; re- 
striction of, in acute nephritis, iv. 60, 
restriction of, in arteriosclerosis, iii. 759; 
restriction of, in cardiac insufficiency, 
iii. 686; restriction of, in chronic inter- 
, Btitial nephritis, iv. 67; restriction of, in 
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chronic inviK':irili:jl iiisiiilinciiry, iii. 715. 
716, 721; restriction of, in chronic myo- 
cardial insufficiency due to obesity, iii. 
727; restriction of, in chronic parenchy- 
matous nephritis, iv. 64; restriction of, 
in nephritis, iv. 33; restriction of, in re- 
duction of obesity, ii. 795; restriction of, 
for relief of must ipalinn associated with 
intestinal atony and visceroptosis, iv. 
574; use of, in gastric atony, iii. 170. 

Fluorescence, as property of radiant en- 
ergy, i. 436. 

Fluoroscopic examination, use of, to dis- 
cover foreign bodies in esophagus, iii. 64. 

Flushing of bowels. See Colonic flushing. 

Fly, stable, poliomyelitis transmitted by, 
iv. 234. 

Fly-agaric, ii. 644. 

Fly blisters. See Blister. 

Focal infection, anaphylaxis and, v. 171; 
chronic, pathology of, v. 168; prophy- 
laxis of, v. 171; results of secondary foci 
in, v. 167; site of focus in, v. 165; sys- 
tenuc disease and, v. 165; systemic dis- 
eases originating from, v. 167. 

Focal infection, treatment of, v. 171; 
after-management in, v. 174; bacterio- 
logical examination in, v. 174; removal 
of focus in, v. 174; vaccines and serum 
in, v. 174. 

Focal symptoms, of tuberculous menin- 
gitis, iv. 374. 

Fockk, method employed by, for standard- 
izing digitalis preparations, iii. 583. 

Focklek on use of vaccines in gonococcal 
arthritis, v. 614. 

investigations by, on composition 



of u 



.12. 



Fomentations, hot, use of, to kidneys in 
blackwater fever, iv. 756; for relief of 
anuria in nephrolithiasis, iv. 107; for 
relief of pain in pyelitis, iv. 88; for re- 
lief of pain in sciatica, iv. 299; in renal 
colic, iv. 102; in symptomatic parotitis, 
iii. 28. 

Foon, absorption of, in fever, i. 119; in 

acute catarrhal jaundice, iii. '261 ; amount 
of, required daily by patient with ne- 
phritis, iv. 41; carbohydrates as, i. 605; 
definition of, i. 599; extractives as, i. 
605; gelatin as, i. 605; infection of. a 
cause of food poisoning, ii. 632; infec- 
tion of, a possible cause of beri-beri, iv. 
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; preparation of, in tuberculosis, ii. 
540; prophylactic care of, in Asiatic 
cholera, iv. 844; proteina as, i, 60* J regu- 
lation of, in cases of obesity associated 
with cardiac insuHiciency, iii. 703; salts 
i. 606; table of composition of, i. 
use of solid, in after-treatment of 
gastric ulcer, iii. 130; uses of, in body, i. 
604; water as, i. 606. 

Food, uses of, i. 67; carbohydrates, i. 68; 
extractive, i. 68; fat, i. 69; gelatin, i. 
68; protein, i, 67; salts, i. 69; vitamines, 
i. 70; water, i. 69. 

Food idiosyncrasies and anaphylaxis, v. 
95. 

Food poisoning, ii, 627; animal organisms 
causing, ii, 631 ; bacteria in causation of, 
ii. 631; bacteriology involved in, ii. 627, 
631; changes in food stuffs a cause of, ii. 
62S; rliiiw |>oiHoning| ii. 643: by eggs, 
ii. 633; ergotism, ii. 648; excess in food. 
stuffs a cause of, ii. 628; factors in diges- 
tive process and, ii. 627; fish poisoning, 
ii. 039; due to food of vegetahle origin, 
ii. 643; due to fungi, ii. 648; general con- 
siderations regarding, ii. 627; infection 
of food a cause of, ii. 632; intracellu- 
lar fermentation a cause of, ii. 632; 
lathvrisin, ii. 618; meat jxiisoning, ii. 
<■;!:[: milk poisoning, ii. 041; mushroom 
poisi'iiiim, ii, 643; poisonous roots, ii. 
(>4li ; poisonous fruits and seeds, ii. 647; 
poisonous herbage, ii. 647; ptomains in 
'■ausalioii of, ii. 032; special forms of, ii. 
032; dixie substances produced in phys- 
ical processes of digestion, ii. 628; tox- 
ins in causation of, ii. 632; vegetable 



orgai 



l. (131. 
digestibility of food 



Food 

lessened by, ii. 

Food requirements, i. 129; of carbohy- 
drates, i. 79; of fats, i. 79; in health, 
ii. 771; method of determining, i. 72; 
muscular work as influence in, i. 75; 
of proteins, i. 77; size as an influence in, 
i. 74; terms of expressing, i. 74; in tu- 
berculosis, ii. 535, 536. 

i. 67; absorption of, in rectal 

feeding, i. HXi; contain illation of, a cause 
of poisoning, ii. 631; forms of. contain- 
ing exogenous poisons, ii. li:lll; idiosyn- 
crasy toward, a cause of poisoning, ii. 
s forms of, ii. 029; in rela- 




tion to constipation, iii. 224; systemic 
poisoning caused by, ii. 628, 629. 

Food supply, source.- of, in 1 uhcmilosis. ii. 
539. 

Foods, i. 66; advantages of albuminous, 
in chronic intestinal obstruction, iii. 242; 
as auxiliary articles of diet, i. 71; in 
causation of rachitis, ii. 805; effects of 
cooking upon different, i. 90; functions 
of, in body, ii. 771; preparation of, in 
diet for achylia gastrica, iii. 147; prepa- 
ration of, for diet in depressive disor- 
ders of gastric secretion, iii. 147; preven- 
tion of scurvy by use of fresh, iii. 891; 
proprietary, i. 128; ratios of protein, 
fat, and carbohydrate in, i. 77; restric- 
tion of different, in diabetes mellitus, ii. 
731; restriction of different, in reduction 
of obesity, ii. 790; use of albuminous, in 
chronic, mucous colitis, iii. 206; use of 
albuminous, in diet for acute enteritis, 
iii. 194; use of artificial, in enteritis tif 
infancy, iii. 202; use of coarse, a cause 
of gastric hyperacidity, iii. 78. 

FOODS, digestibility op, i. 93; appetite 
an influence on, i. 94; of bread, i. 99; of 
carbohydrates, i. 98; definition of term 
"digestibility," i. 93; of eggs, i. 97; of 
fat, i. 100; of fish, i, 97; general considera- 
tions in, i, 93; of meats, i. 95; of milk, i. 



Foods ) 

bt, ii. 643; mushrooms, ii. 643; herbage, 
ii. 647; fruits mid seeds, ii. 047; roots, ii. 
646. 

Foot baths, use of cold, in cerebral hyper- 
emia, iv. 385; use of cold, in chronic 
cerebral hyperemia, iv. 387; use of hot, 
in cerebral hemorrhage, iv. 391. 

Foot drop, prevention of, in multiple neuri- 
tis, iv. 327, 328; prevention of, in neu- 
ritis, 284. 

Foot and mooth disease, ii. 577; defini- 
tion of, ii. 577; etiology and occurrence 
of, ii, 577; production of, by inoculation, 
ii. 577; prophylaxis of, ii. 577; quar- 
antine for, ii. oT-S; transmission of, ii. 
578; treatment of, ii. 578. 

Foramen ovale, alcohol injection at, for 
relief of trigeminal neuralgia, iv. 348. 

Foramen kotunijum. alcohol injection at, 
for relief of trigeminal neuralgia, iv. 
351. 
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Force on sensitized killed antityphoid vac- 
cine, 187. 

Forced feeding. See Superalimentation. 

Fcihchheimer, on °mnll doses of opium in 
acute appendicitis, iii. 214. 

Foreign body, in air passages, iii. 439; in 
esophagus, See Esophagus. 

Foslakini, production of artificial pneumo- 
thorax in tuberculosis revived by, ii. 
531. 

Formaldehyde, use of, in disinfection for 
influenza, ii. 186; for nasal douche in 
atrophic rhinitis, iii. 331. 

Formaldehyde gas, as disinfectant in tuber- 
culosis, ii. 448. 

Formalin, use of, as injection into peri- 
cardium, iii. .027; for urination of pleural 
cavity followed by death, iii. 487; in 
leprosy, iv. 842; in local treatment of 
laryngeal tuberculosis, ii. 489, iii. 347. 

Fonnin. See Urotropin. 

Formula, for acid expectorant mixture for 
use in acute bronchitis, iii. 365; for acid 
solution of quinin used by intramuscular 
injection in kala-azar, iv. 770; for admin- 
istration of bone marrow in pernicious 
anemia, iii. 836; for alkaline mixture 
used by Sternberg in yellow fever, iv, 
872; for amyl nitrite, iii. 606; for ano- 
dyne mixture for relief of painful urina- 
tion in acute urethral gonorrhea, iv. 141 ; 
for antiseptic inhalation used in pulmo- 
nary abscess, iii 411 ; fur antiseptic solu- 
tion used for disinfection of throat in 
diphtheria, ii. 272; for antiseptic solu- 
tion used in gastric larvage, iii. 155; for 
application to gums in scurvy, iii. 892; 
for Baillie's or Addison's pill, iii, 286; for 
borax ointment, iii. 133; for buttermilk 
as food in enteritis ijf infamy, iii. 204; for 
butylchloral hydrate, used in neuralgia, 
iv. 340; for calcium salts used in hemo- 
philia, iii, 862; for carbolic acid solution 
used in scarlet fever, ii, 120; for cathartic 
pills used in Lambert's treatment for opi- 
um habit, ii. 621; for control of restless- 
ness in multiple neuritis due to alcohol- 
ism, iv. 323; for dinner pill, iii. 233; for 
dusting powder, used as prophylactic 
against anterior poliomyelitis, iv. 237; 
for Eiweiss milk, iii. 203; for expectorant 
mixture used in acute bronchitis, iii. 360, 
362; for expectorant mixture used in 



chrome bronchitis, iii. 3711; f'.*r food in 
gastric ulcer, iii. 129; for fuming inhala- 
tion used in asthma, iii. 386; for gargle, 
used in acute tonsillitis, iii. 42; for gray 
oil of mercury used in syphilis, ii. 396; for 
hypnotics for hypodermic administra- 
tion in alcoholism, ii. 598; for hypnotics 
used in Lambert's treatment of alcohol- 
ism, ii. 597; for inhalation used in acute 
bronchitis, iii. 35-S; for inhalation used in 
acute laryngitis, iii. 338; for inhalation 
spray used in acute laryngitis, iii. 339; 
for intratracheal injection used in bron- 
chiectasis, iii. i.WT; for intravenous injec- 
tion used in Fischer's method of rebeviug 
anuria, iv, 854; for intravenous injection 
used in sunstroke, iv. 091; for iodin and 
potassium iodid used in ozena, iii. 337; 
for Lambert's specific in treatment of al- 
coholism, ii. 598; for local use of cocain 
in acute rhinitis, iii. 328; for Locke's so- 
lution, iii. 534; for LocfHcr's solution, iii. 
27; for lotion used in syphilitic alopecia, 
ii. 429; for lubricant used in eatheteriiing 
urethra, iv. 158; for mercury and potas- 
sium iodid used in laryngeal tuberculosis 
with syphilitic infection, iii. 346; for mix- 
ture used to product' diuresis in beri-beri, 
iv. 809; for mouth wash used in lobar 
pneumonia, ii. 222; for mouth wash used 
as a prophylactic against bronchopneu- 
monia, iii. -113; for mouth wash used in 
syphilis, ii. 309; for ointment used in ori- 
ental sore, iv. 772; for peptones, used in 
hemophilia, iii. SOU; recommended by 
Habcock for use in lobar pneumonia, ii. 
253; recommended by < 'ohnheim for use 
in chronic enteritis, iii. 200; recommend- 
ed by Crocker for lotion for relief of itch- 
ing in diabetes, ii. 764 ; recommended by 
Levy-Bing for use of biniodid of mercu- 
ry by injection in syphilis, ii. 393; recom- 
mended by Schiunbcr^ for lotion for re- 
lief of itching in diabetes, ii. 764; for rec- 
tal injection used in Fischer's method of 
relieving anuria, iv. 854 ; for rectal injec- 
tion, used in sunstroke, iv. 694; for relief 
of constipation in chlorosis, iii. 823; for 
relief of gastric hyperacidity in chlorosis, 
iii. 822; for relief of vomiting in neuras- 
thenia, iv. 575; for Ringer's solution, iii 
533; for sandalwood oil, iv. 110; for sodi- 
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hemophilia, iii. 863; for solution used 
in alcohol injections, iv. 343 ; fur solution 
used in Fischer's method of relieving 
anuria, iv. 854; for solution to be in- 
jected into nerve in sciatica, iv. 301 ; for 
solution used in Roger's treatment of 
cholera, iv. 851, 852; for spray used 
in acute rhinitis, iii. 327; fur spray 
used in chronic atrophic laryngitis, 
iii. 343; for spray containing cocain, 
used in asthma, iii. 386, 387; for strych- 
nin mid hydrochloric acid, used in 
Addison's disease, iii. SSI; for tonic, used 
in acute alcoholism, ii. ."i'l'i; fur tunic used 
in Keeley gold cure for alcoholism, ii. 
600; for tonic hath, used in tabes, iv. 
200; for use of ammonium chlorid in 
acute bronchitis, iii. 31)5; for use of anti- 
mony as an expectorant in acute bronchi- 
50; for use of apomorphin as an 
expectorant in acute bronchitis, iii. 360; 



foru 
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nic in leukemia, iii, 847; for use 
of belladonna in spastic constipation, iii. 
231; for use of hcnzoale of mercury in 
syphilis, ii. 394; for use of hichlond of 
mercury by injection in syphilis, ii. 393; 
for use of bromids with arsenic in bron- 
chial asthma, iii. 384; for use in bronchi- 
al asthma, iii, 384; for use of calomel in 
syphilis, ii, 3117; for use of camphor in 
ahortive treatment of acute bronchitis. 
iii. 354; for use of camphorated oil in 
measles, ii, 154; for use in ehronie alco- 
holism, ii, 541 ; for use in chronic catar- 
rhal jaundice, iii. 2(12; for use of codein 
in acute bronchitis, iii. 361; for use in 
constipation accompanying cirrhosis of 
liver, iii. 281; for use in con^tip.iliim 
associated with gastric atony, iii. 233; 
le of copaiba in acute gonorrhea, iv, 
141 ; for use of ere: mi of tartar in cirrhosis 
of liver, iii. 2815 ; for use of ryanid of gold 

rium in tabes, iv. 199; for use 
of cyanid of mercury in syphilis, ii. 394; 
for use in gallstone colic, iii. 2118; for 
e of menthol by inhalation in chronic 
bronchitis, iii. 375; for use of menthol and 
eucalyptus by inhalation in bronchi- 
iii. 396; for use of mercury and 
potassium iodid by mixed method in 

i. 410; for use of nitroglycerin 
iii. 605; for use of opium in acute bron- 



chitis, iii. 361 ; for use of opium to con- 
trol cough in chronic bronchitis, iii. 
375; for use of potassium iodid by rec- 
tum in syphilis, ii. 409; for use of cjuinin 
in acute bronchitis, iii. 355; for use in 
scurvy, iii S7li: for use in secondary ane- 
mia, iii. 810; for use of sodium gulphate in 
chronic cholecystitis, iii. 272; for use 
in subsiding stage of acute rhinitis, iii. 
328; for use of tartar emetic in acute lar- 
yngitis, iii. 339; for use of terebene as 
an expectorant in bronchiectasis, iii, 396. 

Formula, Lincoln's. Sit Lincoln's formula. 

Formula, Unna's. Set- Unna's formula. 

Formulas, for admiriistru'it f mercury by 

mouth in syphilis, ii. 387; for aromatic 
expectorant mixtures for use in chronic 
bronchitis, in. 377; for injections used in 
chronic gonorrheal urethritis, iv, 155, 156; 
for nutrient enema, iii, 119; for purgative 
used in first stage of acute bronchitis, iii. 
354, 355, 356; for relief of cough, in 
chronic bronchitis, iii. 374; for relief of 
lancinating pains in tabes, iv. 196; for 
relief of nausea and vomiting in acute 
gastritis, iii, 156; for solutions used in 
Rogers' treatment of cholera, iv, 835, 
836; for sprays, used in acute bronchitis, 
iii. 3.58, 359; for use in biliousness, iii. 
259; for use of gelatin internally in 
ulcerative colitis with hemorrhage, iii. 
212; for use in plasmatic treatment of 



Fornaca, opinion of, on serum treatment 
of erysipelas, ii. 276. 

Forster, Otfrieo, method of operation for 
contractures following the cerebral pal- 
sies of children devised by, iv. 414; 
series of exercises for reeducation of 
ataxic extremities devised by, iv. 210. 

Foucault, primary acute suppurative 
myositis first described by, ii. 664. 

Fowler, Kingston, modification of tur- 
pentine liniment suggested by, iii. 357. 

Fowler position, advantages of, in acute 
diffuse peritonitis, iii. 315; in pericar- 
ditis, iii. 514. 

Fowler's solution of arsenic, use of, in 
bronchia] asthma, iii. 383; in chlorosis, 
iii. 819; in combination with the bromids 
for epilepsy in cerebral palsies of children, 
iv. 413; in frambresia tropica, iv. 781; 
in intestinal neuroses, iii. 250; in peri- 
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staltic unrest, iii. 250; in pcrnirioiH 
anemia, iii. H27; in syringomyelia, iv. 
279; in trypanosomiasis, iv. 763. 

"Fractional-dose" methu<l for administra- 
tion of an X-ray treatment, i. 504. 

Fracture, delated union of, administra- 
tion of thyroid gland for, i. 702. 

Fractures, massage and gymnastics in 
treatment of, i. 328. 

Fraenkel, on cumulative effect of digi- 
talis, iii, 585; system for reeducation of 
ataxic motor apparatus formulated by, 
i. 316; use of pulmonary gymnastics in 
chronic pneumonia ail vised by, iii. 
422. 

Fraenkel's movements, use of, for reeduca- 
tion of ataxic extremities in hereditary 
spina! and cerebellar ataxia, iv. 218; for 
reeducal inn of ataxic exl reriiil ie.s in i nl«.-s, 

iv. 204. 

Frambcssia tropica, iv. 778; prophylaxis 
against, iv. 780; treatment of, iv. 
780. 

France, antituberculosis work in, ii. 438; 
history of vaccination in, ii. 60. 

Franco-German War, typhoid losses of 
German Army in, compared with losses 
from other causes, v. 188, 189. 

Franqtje on treatment of female genital 
tuberculosis, v. 836. 

Fraser and Fletcher, fflTTfltigntilMW on 
Bacillus lepra? by, v. 386. 

Free associations, as part of technique of 
psychoanalysis, i. 593. 

Freer and Bacon, investigations by, on 
chemical effects of sun's rays in different 
places, iv. 685. 

Freezing point op drine, as functional 
kidney test, iv. 24. 

Frehier's artificial phlegmon, use of, in 
typhus fever, ii. 37. 

Frequencies, as property of radiant energy, 
i. 433. 

F]ii:o.i i i:.\ry J explanation of term in elec- 
trotherapeutics, i. 364. 

Fresh air, benefit from, in pulmonary 
edema due to nephritis., iv, 54; impor- 
tance of, in bronchopneumonia, iii. 417; 
importance of, in chronic bronchitis, iii. 
368; importance of, in pleurisy, iii. 465; 
importance of, in pyelitis, iv. 86; im- 
portance of, in tuberculosis of kidney, 
iv. 115. 



FREUD, classification of the neuroses by, 
iv. 519; psychoanalytic method 
ployed by, in treatment of psychic 
orders, iv. 581, 584; teachings of, 
psychoneuroses, reaction against, 
521. 

Freud's system of psychotherapy, i. 58 

Frf.udenthal, \V., fulguration rec 
mended by, in laryngeal tuberculosis, 
iii. 347; instrument devised by, for 
ploying electrical vibratory massage in 
atrophic rhinitis, iii. 332. 

Freund, Richard, on serum treatment of 
intoxications of pregnancy, v. 825. 

Freund' s operation, for chronic pulmonary 
emphysema, iii. 437. 

Friar's balsam. See Benzoin, compound 
tincture of. 

Friction, as a method in massage, i. 289. 

Friction, wet, use of, in chlorosis, iii. 813. 

Friction sparks, use of, in electrotherapeu- 
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anaphylactoid phenomena, 
v. 105; on anaphylactic reaction in 
complement, v. 84. 

Fhiedburuer and Sa«hh, report by, 
hydrophobia cured by combination of 
atoxyl and thioglycocholic acid, i 

Friedlander, results of X-ray treatment 
for status lymphaticus summarized by 
iii. 931. 

Friedreich, paramyoclonus multiplex first 
described by, iv. 675. 

Friedreich's ataxia, iv. 214; definition of, 
iv. 214; diagnosis of, iv. 217; diagnosis 
between, and hereditary cerebellar atax- 
ia, iv. 514; etiological factors, 
pathological anatomy of, iv. 217; symp- 
tomatology of, iv. 215; treatment of, iv 
218. 

Friedreich's foot, iv. 216. 

Fiumley, scheme of graduated t 
tuberculosis employed at, i 

Fhoebel, possibilities of character building 
in play disclosed by, ij. 5~~ 

Frolich, A., dystrophia adiposogenitalis 
described by, iii. 934. 

Frolich's syndrome, iv. 443. 

Fromme on allergic reactions in gonococcal 
infections, v. 601, 602. 

Fromme and Collman on vaccine treat- 
ment of gonorrheal infections of famaie 
genitalia, v. 831. 
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Frontal lobe, localizing symptoms of 

brain tumor in, iv. 438. 
Frontal sinuses, st' figuration of, radiant 

heat and light in treatment of, i. 451. 
Frobt, use of vaccines by, in gonococcal 

arthritis, v. 613, 614. 
Fruit, method of protect ing against cholera, 

iv. 845. 
Fruit sugar. .See Levulose, fructose. 
Fuchbius, digitalis first mentioned by, 

iii. 575. 
FudiN", fish poisoning due to, ii. 639. 
Full bath, use of, in hydrotherapy, i, 

618. 
Fuller, early description of varicplla by, 

ii. 100. 
Fulminating ■ cases 



Fumii 
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Fumigation, as a means of administering 
mercury in syphilis, ii, 375; as a means 
of destroying mosquitoes, iv. 751. 

iction transference." See Tendon 

grafting. 

Functional kidney tests, value of, iv. 23, 
25. 

Functional neuroses of bladder. See 
Bladder. 

Functional tests, value of, in chronic 
myocardial insufficiency, iii. 697. 

Fungi, poisoning due to, ii. 648. 

FuNGCH-ATROPIN, ii. 644. 

Furjovs hydrophobia, v. 702. 

Furious rabies, v. 713. 

Furuncles, electrotherapeutics in treat- 
ment of, i. 405. 

Furunculohih, as a complication of typhoid 
fever, ii. 29; as a complication of vacci- 
nation, ii. SI'i; staphylococcus vaccine in 
treatment of, v. 631, See also Slaphyb- 
i, X-ray therapy for relief 

acute ulcerous gin- 
givitis, v. 636; in noma, v. 636; in Vin- 
cent's angina, v. 636; Infections of the 
mouth by, v. 635, 636. 

>OBjtt bacillus infections, specific 
treatment of, v. 637. 



. use of streptococcus 

vaccines as preventive in scarlet fever, 

v.644. 

Gait, disturbance of, in acute hemorrhagic 

superior polioencephalitis, iv. 406; in 



cerebral diplegia tyjie of cerebral palsies 
of children, iv. 411; in Fried reieh's 
ataxia, iv. 215; in hereditary cerebellar 
ataxia, iv.217;in spastic spinal paralysis, 
iv. 268; due to vertigo, iv. 632. 

Galactoxism. Sec Milk poisoning. 

Galenical preparations of digitalis physio- 
logically standardized, therapeutic value 
of, iii. 595. 



tions of typhoid fever, ii. 28. 
Gallic acid, use of, in hematuria, iv. 4. 
Gallstonf, couc, iii. 267. 

treatment of, in transit, 



273. 

Galvanization of spine, methods of, in tabes, 
iv. 202. 

Galvanocautery, use of, in atrophic rhinitis, 
iii. 331; in chronic laryngitis, iii. 340; in 
chronic rhinitis, iii. 329; in epistaxiB, iii. 
335; in hay fever, iii. 390; in pericarditis, 
iii. 518; in subacute rhinitis, iii. 328; in 
treatment of retention due to chronic 
prostatitis, iv. 168. 

Gamma hays of radium, i, 462; penetrative 
power of, i. 465; use of, in cancer of 
buccal membrane, i. 486. 

Gamprecht and Stintzinu on path of 
tetanus toxin to central nervous system, 
v. 455. 

Ganoosa, iv. 880; preventive measures in, 
iv. 881 ; remedial measures in, iv. 881. 

Ganurene, diabetic. See Diabetic gan- 
grene; of lungs, Sm: Pulmonary gangrene; 
of pock, as a eompUcation of vaccina- 
tion, ii. 87; in Rocky Mountain spotted 
fever, ii. 562; of skin, as a complication 
of varicella, ii. 113; and sloughing, fol- 
lowing intramuscular injection of mer- 
cury in syphilis, ii. 389. 

Gant, physical exercises arranged by, for 
use in constipation, iii. 229. 

Garbat and Meyer, investigations of, in 

unsensilized vaccines, v. 29. 
Gargles, use of antiseptic, in phlegmonous 
pharyngitis, iii. 28; hot astringent, in 
edematous laryngitis, iii. 311; in measles, 
ii. 148; method of, in acute tonsillitis, 
iii. 31; in scarlet fever, ii. 125. 
Garlic, use of, as an expectorant in bronchi- 
ectasis, iii. 397. 
"Gas" tubes for X-ray, i. 510. 
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Gases, in balneology, i. 653; solution of, in 
water, i. 653. 

Gahkell, myogenic theory of cardiac con- 
traction developed by, iii. 535. 

Gasserlan operation, (or relief of trigeminal 
neuralgia, iv. 353. 

Gastertae, iii. 150. 

Gastrectasis, as symptom of chlorosis, iii. 



Gastric 



i pernicious anem 



I 



Gastric analysis, value of, iii. 67, 66. 

Gastric atony, iii. 188; causes of, iii. 169; 
diet for, iii. 170; evacuation of bowels 
in, iii. 172; lavage in treatment of, iii. 
172; mechanical treatment of, iii. 172; 
medicinal treatment of, iii. 171. 

Gastric catarrh, hydrotherapy for relief 
of, i. 635. 

Gastric crises, in tabes, iv. 191; treat- 
ment of, iv. 197. 

Gastric dilatation, mechanotherapy for 
relief of, i. 352. 

Gastric diseases, hydrotherapy for relief 
of, i. 635. 

Gastric disturbances, as a symptom of 
acute nephritis, iv. 62. 

Gastric function, disturbances of, caused 
by disease of the nervous system, iii. 
185. 

Gastric hemorrhage, acute dilatation of 
stomach accompanying, iii. 175. 

Gastric indigestion, as a cause of enure- 
sis, iv. 132. 

Gastric irritability, in typhoid fever, ii. 
25. 

Gastric lavage, use of, in acute alcoholism, 
ii. 589; in acute dilatation of stomach, 
iii. 174; in acut« dilatation of stomach 
complicating pneumonia, ii. 259; in acute 
gastritis, iii. 154; in acute intestinal ob- 
struction, iii. 241; in acute localized 
peritonitis, iii. 311, 312; in alcoholic gas- 
tritis due to cirrhosis of liver, iii. 280; in 
appendicitis of severe type, iii. 218; in 
atonic dilatation of stomach, iii. 177; in 
barbel cholera, ii. 644; in carcinoma of 
stomach, iii. 165; in cheese poisoning, ii. 
647; in chronic catarrhal jaundice, iii. 
263; in chronic dilatation of stomach, 
iii. 180; in emu iiiiioun gastric hypersecre- 
tion, iii. 106; to control gastric hemor- 
±rge, iii. 114, 117, 122; in depressive 



disorders of gastric secretion, iii. 152; 
in enteritis of infancy, iii. 202; in gas- 
tric atony, iii. 172; in gastric hyperacid- 
ity, iii. 97, 100; in gastric hypersecre- 
tion, iii. 102; in gastric neuroses, iii. 
188; in gastritis acida, iii. 101; in intes- 
tinal autoinfect ion, complicated with ar- 
thritis, ii. ti81 ; in meat ]»ii*nning due to 
B. botulinus, ii. 639; in meat poisoning 
due to B. enteritidis, ii. 641; in meat 
poisoning due to B. paralyphosus, ii. 
642; in paralytic ileus, iii. 238; in per- 
nicious anemia, of doubtful benefit, iii. 
824; in poisoning by amanita phalli liile.-., 
ii. 649; in pyloric obstruction, iii. 178; 
for relief of gasiric ilisi urbiinces in acute 
nephritis, iv. 62; for relief of headache 
due to tosomia, iv. 620; for relief of ure- 
mic vomiting, iv. 52: for relief of vomit- 
ing in infantile diarrhea, ii. 329; in 
secondary chronic gastritis, iii. 160. ■ 

Gastric neuroses, idiopathic, iii. 1S6; of 
motility, iii. 186; primary, iii. 186; sec- 
retory, iii. 187; sensory, iii. 187. 

Gastric peristalsis. See Peristalsis. 

Gastric secretion, degressive disor- 
ders op, iii. 144; achylia gustrica and 
subacidity, iii. 144; dietetic treatment 
of, iii. 146; lavage in treatment of, iii. 
152; medical treatment of, iii. 148. 

Gastric secretion, irritative disor- 

Gastrlc sedatives, use of, limited in gastric 
disturbances in acute nephritis, iv. 62. 

Gastric slphonage, permanent, use of. in 
acute dilatahim <>l' -tomaih, iii. 174-, 

Gastric tetany, iii. 143; parathyroid ad- 
ministration for, i. 720. 

Gastric ulcer, iii. 10S; after-treatment of 
bleeding, iii. 123; as cause of pyloric ob- 
struction, iii. 178; as complication of 
chlorosis, iii. 811; diet in non-bleeding, 
iii. 123; drugs in treatment of bleeding, 
iii. 112; drugs in treatment of non- 
bleeding, iii. 132; etiology of, iii. 108; 
indications for operative treatment of, 
iii. 70; lavage for control of hemorrhage 
in bleeding, iii. 113; lavage in treatment 
of non-bleeding, iii. 137; manifest hem- 
orrhage in, iii. 109; medical treatment of 
bleeding, iii. 117; nutriment in bleeding, 
iii. 117; occult bleeding in, iii. 109; resec- 
tion indicated in chronic indurative, iii. 
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177; surgical treatment of bleeding, iii. 
116; surgical treatment of non-bleeding, 
iii. 139; syphilitic, iii. 167; transfusion 
of blood in, v. 815, 816. 

Gastritis acid a, iii. 101. 

Gastritis, acute, iii. 153; alleviation of 
pain in, iii. 156; diet in, iii. 157; emesis 
in treatment of, iii. 154; evacuation of 
bowels in, iii. 155; lavage in treatment 
of, iii. 154; prophylaxis of, iii. 153. 

Gastritis, alcoholic, presence of, in cir- 
rhosis of liver, iii. 280. 

Gastritis, chronic, iii. 157; causes of, iii. 
158; hydrotherapy for relief of, i. 635; 
lavage in treatment of, iii. 160; stagna- 
tion of food in, iii. 177. 

Gastritis, chronic mucous, iii. 158. 

Gastritis, chronic syphilitic, iii. 166. 

Gastritis, secondary chronic, iii. 159. 

Gastrodiscus hominis, iv. 796; pathology 
of, iv. 797. 

Gastroenteritis, acute, fulminating at- 
tacks of, iii. 195. 

Gastroenteroptosis, iii. 246. 

Gastroenterostomy, in carcinoma of stom- 
ach, iii. 166; in continuous gastric hy- 
persecretion, iii. 103, 105; contraindica- 
tions to, in gastric ulcer, iii. 70; for gas- 
tric ulcer, iii. 116; indications for, in car- 
cinoma of stomach, iii. 177; performance 
of, for pyloric obstruction due to gum- 
ma of stomach, iii. 167. 

Gastrointestinal atony, adrenal prepa- 
rations administered for, i. 796. 

Gastrointestinal disorders, as a com- 
plication of scarlet fever, ii. 132; as a 
complication of tuberculosis, ii. 498; due 
to hydrargyrism, ii. 371; hydrotherapy 
for relief of, i. 633; massage and gymnas- 
tics for relief of, i. 322; mechanotherapy 
for relief of, i. 357. 

Gastrointestinal disturbance, accom- 
panying chronic myocardial insuffi- 
ciency, iii. 692; accompanying pyelitis, 
iv. 94; associated with Addison's dis- 
ease, iii. 901; as predisposing cause of 
cholera, iv. 845; treatment of, when due 
to chronic myocardial insufficiency, iii. 
738. 

Gastrointestinal headache, iv. 621. 

Gastrointestinal symptoms, of perni- 
cious anemia, iii. 843; use of digitalis for, 
in cardiac insufficiency, iii. 589. 



Gastrointestinal tract, anaphylactic re- 
action in, v. 71; importance of attention 
to, in beri-beri, iv. 869; reflex cardiac 
neuroses associated with, iii. 778. 

Gastrointestinal type of influenza. 
See Influenza. 

Gastroptosis, iii. 181; hydrotherapy for 
relief of, i. 635. 

Gastrostomy, in esophageal ulcer, iii. 66. 

Gastrosuccorrhea. See Hypersecretion, 
continuous gastric. 

Gastrotoxic serum, v. 761, 762. 

Gatch, bed described by, useful in peri- 
carditis, iii. 514. 

Gavage, employment of, in after-treatment 
of diphtheria, ii. 268; in cerebrospinal 
meningitis, ii. 212; in depressive disor- 
ders of gastric digestion, iii. 153; em- 
ployment of, as means of artificial feed- 
ing, i. 108; in meat poisoning, ii. 635; in 
post-diphtheritic paralysis, ii. 270. 

Gay, on types of dysentery bacillus, v. 250; 
sensitized killed antityphoid vaccine of, 
v. 187. 

Gay and Claypool on varying degrees of 
agglutinability of typhoid bacilli, de- 
pending on media grown in, v. 207, 
208. 

Gay and Southard, on anaphylactic reac- 
tion, v. 60; on transferable sensitization 
in anaphylaxis, v. 96. 

Gelatin, use of, in arteriosclerosis, iii. 766; 
to control epistaxis, iii. 336; to control 
gastric hemorrhage, iii. 112; to control 
hemorrhage, in hemorrhagic form of 
measles, ii. 155, 156; as food, i. 68; in 
hemophilia, iii. 878, 884; by hypodermic 
injection in aneurysm, iii. 766; by hypo- 
dermic injection in hemophilia, iii. 863; 
by hypodermic injection in ulcerative 
colitis with hemorrhage, iii. 212; in pul- 
monary tuberculosis, ii. 496; in ulcer- 
ative colitis with hemorrhage, iii. 212. 

Gelatin foods, use of, in tuberculous kid- 
ney, iv. 117. 

Gelsemin, poisoning by, i. 230. 

Gelsemium, use of, in tetanus, ii. 338. 

General debility, mechanotherapy for 
relief of, i. 348. 

Geneva, mortality from small-pox, in, be- 
fore and after vaccination, ii. 95. 

Genital disturbances in neurasthenia, iv. 
577. 
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Genital tract, lower, infections of , ttita- 
pfcuient-fixation test in, v. 140. 

Genitalia, care of, in varicella, ii. 113; dis- 
orders of, as a complication of measles. 
ii. 161. 

ijESlTO-raiNART diseases, hydrotherapv 
for relief of, L 630. 

CiEMTO-CRWAKT ORGANS, TUBERCULOSia 

', tuberculin treatment in. v. 322. 
Gentian, use of, in acute catarrhal jaundice, 
ui. 262; in depressive disorders of gas- 
tric secretion, iii. 151; as a tonic in tu- 
berculosis, ii. 500. 
Geographical tongue, iii. 24. 
{3BPPERT, work done by, on poisoning by 

hydrocyanic acid, i. 216. 
Gebhardts sign, diagnostic value of, in 

compression bulbar paralysis, iv. 501. 
Ceehabdt's test, for diacetic acid in urine, 

ii. 711. 
GeRlier's disease, vertigo as a symptom 

of, iv. 634. 
Germ life, effect of radiant energy upon, 
i. 436; phototherapy for destruction of, 
i.449. 
German army, effects of vaccination and 

revaccination in, ii. 101. 
German' losses from typhoid fever in 
Franco-German War, compared with 
losses from other causes, v. 188, 189. 
German measles, ii. 164; treatment of, ii. 

165. 
German method, for prophylactic adminis- 
tration of quinin, iv. 753. 
German vaccination law, results of, ii. 

100. 
Germany, antituberculosis work in, ii. 437; 
introduction of vueeinstion into, ii. 60; 
mortality from small-pox in, before and 
after introduction of vaccination, ii. 93; 
passage of vaccination law in, ii. 60; re- 
sults of vaccination law in, ii. 100. 
Gerbhun and Finkelstein on cutaneous 
reactions following use of gonococcal 
vaccines, v. 602. 
Gibson, on surgical treatment of viscerop- 
tosis, iii. 248. 
Gibson and Banzhaf, diphtheria anti- 
toxin concentration method of, v. 436. 
Gibson's method of refining and concen- 
trating antimeningitis serum, v. 532. 
Gibson's rule, for use in blood pressure 
stilly during treatment of pneumonia 



with cardiac toxemia, iL 247. 

GfcNHML fh '■ ^r Is i. 

GlEMSA AND tNTHMITDTNN, Otl abSOfptMB of 

quinin, iv. 734: experiments by, on di- 
lution of quinin, rr. 738. 
Giemse's stain for negri bodies, v. 71i 
Gigantism, iii. S34; relation between 

hypophysis and. L 744. 
Gilchrist, experiments of, for acne bacil- 
lus, v. 624; on administration of 
In deep-seated nodules and abac 



Dochez, studies of, on an- 
tipneumococcus serum, v. 481, 4S2. 
Oilman and Coca, use of unaltered vac- 

Gin, use of, dangerous in nephritis, iv. 



HOI 



. S», 637; 



48. 

Gingivitis, acute uwerous, i 
treatment of, v. 637. 

Glanders, iL 347, v. 657; artificial ii 

nity against, ii. 347: immunity conferred 

by one attack of, ii. 347; occurrence of, 

ii. 347; precautions against infec 

from discharges ir 

ment of, ii. 348; specific treatment of, 

ii. 348; ti 

treatment of, i 

Glands, enlargement of, X-ray therapy 
for relief cf, i 

Gi.andular disease of skin, X-ray ther- 
apy for relief of, i. 327. 

Glandular enlargement, i 

Glandular fever, ii. 570; adenitis ai 

panying, ii. 572; characteristics of, ii. 
570; complications of, ii. 573; convales- 
cence from, ii. 573; definition of, ii. 570; 
non-contagiousness of, ii. 571 ; prognosis 
in, ii. 573; prophylaxis against, ii. 571; 



i. 572. 



Glandular system, anaphyl 

in, v. 80. 
Glauber's salts, use of, in e 

rhal jaundice, iii. 264. 

GL^NARn, on visceroptosis, iii 

Glen wood Springs, value of, i 



litis 



-. 22S. 



die reaction 

ironic catar- 

246. 

i acute mye- 

y, lo know]- 
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Glisson, Francis, theory of muscle irrita- 
bility advanced by, i. 373. 



fljjid, in syphilis of central m 

i, v. 405; technic of determining, ■ 
417. 



, associated 



Glonoin, use of, for neuralgii 
with arteriosclerosis, iv. 336. 
Glossal spasm, iv. 671. 
Glossina palpalis, 1 rnnsmission of try- 

punosonie fever unil .-j 1 < ■ i ■ ] > i n ti sickness !>v, 
iv. 758. 

GLOSSINA PALPALIS WELLMANI, IV. 759. 

Glossitis, acute, iii. 23; chronic, ill. 24; 

treatment of acute, iii. 23; treatment of 

chrouie, iii. 25. 
Glossopharync.eal paralysis. See Neu- 
is of ninth nerve. 

GbOSSOPHAKYNUO-LABIAL PARALYSIS. See 

Bulbar paralysis, progressive. 

Glottis, edema of. See Kdoma of glottis. 
Jldcobe, presenee of, in diabetic urine, ii. 
706, 707; us substitute for sugar in diet 
of diabetics, ii. 726. 
rlycerio, use of, as diluent fur small-pox 
vaccine virus, ii. 65, 66; as gargle in 
measles, ii. 148; attenuation of rabies 
virus by, v. 729; in pernicious anemia, 
iii. S41 ; by rectum for relief of meteor- 
ism in typhoid fever, ii. 26; for relief of 
trichiniasis, iii. 254. 

Glycerin acid, use of, to prevent acidosis in 
diabetes mellitus, ii. 757. 

Glycerin extracts of gono coccus, allergic 
reactions following use of, v. 900. 

Glycerin trinitrate. See Nitroglycerin. 

Glycerophosphates, use of, in tabes, iv. 
195. 

Glycoheptonic acid, as substitute for 
sugar in diabetes mellitus, ii. 727. 
Ilycosuria, alimentary, ii. 706; associa- 
tion of, with chronic pancreatitis, iii. 
298; in gonocoecemia, v. 589; prener.ee 
of, in diabetes mellilu.i, ii. 703; presence 
of, in pancreatitis no contraindication 
to operation for, iii. 3(M>; presence of, in 
tuberculous meningitis, iv. 374; tran- 
sient, ii. 706. 

i a, epinephrin, i. 790. 

Glycuric acid, to prevent acidosis in diabetes 
mellitus, ii. 743. 

, presence of, in diabetic 



siamense, infection by, iv. 
816. 

"GoAT-FEVBR," V. 660. 

Goat's milk, in treatment of Graves' dis- 
ease, v. 793; transmission of Malta fe- 
ver by, iv. 855. 

Goat serum, in treatment of Graves' dis- 
ease, v. 793. 

Godleb ANn Fowlek, method of taking 
vapor bath developed by, iii. 



Godlewski, on effect, of altitude on nervous 

conditions, iv. 564. 
G<Jerl lamps, use of, in light therapy, i. 

443. 
Goetsch on results with tuberculin treat- 

Goiter, iii. 908; definition of, iii 908; 
drinking water a causo of, iii. 909; en- 
demic form "of, iii. 909; mortality from, 
iii. 911; organotherapy and, i. 690; ra- 
dium in treatment of, i. 482; sporadic 
form of, iii. 909; surgical treatment of, 
iii. 911; toxic effects of, i. 690; toxic 
symptoms of, i. 691; treatment of, in 
general, iii. 910; varieties of, iii. 909; 
X-ray therapy for, i. 555. 

Goiter, exophthalmic, iii. 912; angina 
pectoris vasomotoria due to, iii. 768; 
balneology in treatment of, iii. 915; 
blood pressure raised by, iii. 555; cli- 
matic treatment of. iii. 015; diet for, iii. 
914; due to infections, iii, 913; electric- 
ity in treatment of, iii. 915; epinephrin 
for diarrhea in, i. 97, iii. 914; hydro- 
therapy for, i. 628, iii. 915; hygienic 
treatment for, iii. 913; medieinal treat- 
ment of, iii. 916; mortality from, iii. 912; 
organotherapy for, iii. 918; pathology of, 
iii. 912; prognosis in, iii. 913; radium 
therapy for, i. 480; serum therapy for, i. 
169, iii. 919; thymus enlargement in, i. 
118; surgical treatment of, iii. 921; 
treatment of, in pregnancy, iii. 922; 
X-ray therapy for, i. 55fl. iii. 916. 

Gold chlorid, use of, in snake bite, iv. 698; 
of no value in spastic spinal paralysis, 
iv. 270. 

Goldberger and Anderson, investiga- 
tions by, on transmission of typhus, ii. 
33. 

Got.nscHKiliEn, division of multiple neuri- 
tis into stages by, iv. 325; method for 
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reeducation of jil.iiN.ir extremities elabo- 
rated by, iv. 204; reeducation therapy 
recommended by, 
and athetoid 

(.■OLIiSC'HMIDT's I'O.Vl'KUIOli ITIIETIIKOHl'III'E, 

iv. 167. 

GoLDTHWAIT, PAINTER, AND OSUOOD, rules 

for recognizing sacroiliac sciatica given 
by, iv. 296. 

Gomenol oil, use of, by iii.still.it.ion in tuber- 
cular cystitis, iv. 121. 

Gompertz, Louis, on effects of agar-agar in 
chronic constipation, iii. 23fi; work done 
by, on absorbing power of the rectum, 
iii. 120. 

Gonococcal arthritis, v. 578-581 ; allergic 
reactions following use of vaccines in, 
v. 600; complement-feat ion reaction in, 
v. 603, 1504, 605; diagnosis of, v. 578, 579, 
581, 590; gonococcemia ami, v. 583; iritis 
and, v. 582, 616; of the spine, v. 580; 
pathology of , v. 579; prognosis of, v. 580, 
serum treatment of, v. 618, 619; stages 
of, v. 580; symptoms of, v. 581; vaccine 
treatment of, v. 613-615. 

Gonococcal endocarditis, v. 584, 585; 
diagnosis of, v. 590, 591; prognosis of, v. 
584. 

Gonococcal epididymitis, metastatic le- 
sions following, v. 578; scrum treatment 
7. 614, 



615, 



Gonococcal infections, complement-fixa- 
tion in, v. 137. See also, under Comple- 
ment-fixation in gonococcal infections; 
electricity in treatment of , i, 4(Xi; riu.li:inl 
light and heat in treatment of, i. 449; 
reactions following inoculations of vac- 
cines in cutaneous, v. 159, intracutane- 
ous, v. 159, subcutaneous, v. 159; vac- 
cine treatment for, i. 146. 

Gonococcal infections of Fallopian 
tithes, treatment of, v. 831. 

Gonococcal infections of female geni- 
talia, explorating needle in determi- 
nation of etiology of, v. 830; genera! 
considerations of, v. 829; vaccine treat- 
ment of, v. 820, 830; vaginal 
in determination of etiology of, 
830. 

Gonococcal iritis, v. 582, 583; vac 
treatment of, v. 616. 

Gonococcal mesinc.itis, v. 588. 



Gonococcal i 

ment in, v. 613. 
Gonococcal pleurisy, v. 587. 
Gonococcal pneumonia, v. 587. 
Gonococcal protein, allergic reactions to, 

v. 600. 
Gonococcal sepsis, v 

cine treatment of, 
Gonococcal s 



« of, v. 591. 



583, 585, 586; v 
618. 

575-587; diag- 

:cine treatment 



Gonococcal urethritis, 
of, v. 611, 612. 

Gonococcal uveitis, v. 616. 

Gonococcal vaccines, commercial prepara- 
tions of, v. 610; dosage of, v. 608, 609; 
preparation of, v. 608, 609; sensitized, v. 
609, 610; size and intervals of inocula- 
tions of, v. 610, 611. 

Gonococcemia, v. 583, 584; complications 
of, v. 587-589; remittent fever due to, v. 
585. 

Gonococcus, allergic reactions, v. 600-602; 
autolysis of, v. 597, 598; characteristics 
of, v. 595-597; culture media for, v. 591- 
593; examination of articular fluids for, 
v. 595; examination of blood for, v. 594, 
595; examination of secretions for, v. 
595; in the blood, See Gonococcemia; 
methods of cultivation of, v. 591-594; 
moisture required for cultivation of, v. 
594; port of entry of, v. 578; serological 
reactions of, v. 602-606; temperature 
for cultivation of, v. 593, 594. 

Gonococcus infections, characteristics of, 
lesions in, v. 578-589; complications of, 
v. 613; diagnosis of, v. 590, 591; gono- 
coccus, v. 5111-606; immunity in, v. 598- 
606; introduction to, v. 577, 578; of the 
mouth, vaccine therapy in, v. 639, 640; 
pathology of, v. 578; references on, v. 
619-622; serum and vaccine treatment 
of, v. 606-619; serum therapy in, v. 618, 
619; urethral, spontaneous healing of , v. 
599; vaccine, treatment of, v. 611-618. 

Gonococcus infections, vaccine treat- 
ment of complications of: arthritis, v, 
613-615; epididymitis, v. 616; iritis, v. 
616; other complications, v. 60S, 618; 
pelvic infections, v. 616, 617. 

Gonococcus of Neisser, presence of, in 
gonorrheal stomatitis, iii. 20. 

Gonorrhea, as a cause of reflex cardiac 
. 781. 
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Gonorrhea, acute, hydrotherapy for re- 
lief of, i. 631. 

Gonorrhea, acute urethral, iv. 136; 
abortive treatment of, iv. 137; cases of, 
suited to repressive treatment, iv. 143; 
choice of methods in repressive treat- 
ment, iv. 143; definition of, iv. 136; 
diet in, iv. 138; expectant treatment 
of, iv. 148; instructions to patients 
suffering from, iv. 142; internal medi- 
cation for, iv. 139; local treatment for, 
iv. 143; preventive treatment for, iv. 
136; repressive treatment for, iv. 137; 
treatment of acute posterior urethritis 
complicating, iv. 146; treatment of 
complications in, iv. 148; treatment of, 
in general, iv. 147. 

Gonorrhea, forms of, iv. 135; acute 
posterior urethritis, iv. 146; acute 
urethral gonorrhea, iv. 136; chronic gon- 
orrheal urethritis, iv. 153; gonorrheal 
epididymitis, iv. 150; post-gonorrheal 
neuroses, iv. 174; post-gonorrheal ure- 
thritis, iv. 167; urethral stricture, iv.. 
168. 

Gonorrhea bags, iv. 138. 

Gonorrheal arthritis. See Arthritis, 
gonococcic. 

Gonorrheal cystitis. See Cystitis, gon- 
orrheal. 

Gonorrheal epididymitis, iv. 150; local 
applications in, iv. 151; operation for, 
iv. 152; posture in treatment of, iv. 150; 
prophylaxis against, iv. 150; treatment 
of declining stages, iv. 152; treatment of, 
in general, iv. 151; treatment of recur- 
rence of, iv. 152; vaccine therapy for, 
iv. 151. 

Gonorrheal myelitis, iv. 224; treatment 
of, iv. 228. 

Gonorrheal stomatitis, iii. 14; treatment 
of, iii. 15. 

Gonorrheal urethritis, chronic, iv. 153; 
definition of, iv. 135; dilatation of 
urethra for relief of, iv. 161; injections 
for, iv. 155; instillations for, iv. 159; 
irrigations for, iv. 157; local treatment 
of, iv. 154, 167; massage of prostate gland 
for relief of, iv. 161, 163; medicinal treat- 
ment for, iv. 154; operation for, iv. 166; 
periods in, iv. 136; rectal douche for, iv. 
165; treatment of, in general, iv. 153; 
- urethroscopic treatment of, iv. 166. 



Gordon, W., on etiology of hay fever, v. 
668. 

Gordon sign, presence of, in traumatic 
hematoma, iv. 366. 

Gorgas, on destruction of the anopheles 
mosquito, iv. 745; extermination of yel- 
low fever by, in Havana, iv. 873; on 
quinin as a prophylactic, iv. 751. 

Gottstein, tampon in treatment of atro- 
phic rhinitis suggested by, iii. 332. 

Gottstein curette, for use in removal ot 
adenoid vegetations, iii. 25, 26. 

Goundoo, iv. 884. 

Gout, ii. 670; acute form of, ii. 674; age in 
causation of, ii. 672; alcohol injurious in, 
ii. 788; alkalies in treatment of, ii. 682; 
areas of prevalence of, ii. 674; cardiovas- 
cular lesions of, ii. 675; in causation of 
multiple neuritis, iv. 321; chronic form 
of, ii. 675; climatic treatment of, i. 281; 
complications in, ii. 675; definition of, ii. 
670; dietetic management of, ii. 676; 
differentiated from arthritis deformans, 
ii. 676; differentiated from rheumatism, 
ii. 675; drugs in treatment of, ii. 680; 
etiology of, ii. 672; exercise in treatment 
of, ii. 684; gymnastic exercises in treat- 
ment of, i. 325; hydrotherapy for, ii. 684; 
influence of heredity in, ii. 672; lead 
poisoning in causation of, ii. 672; 
mechanotherapy for, i. 348; mineral 
waters in treatment of, ii. 683; nature of, 
ii. 672; occurrence of, ii. 674; onset of, 
ii. 674; oxaluria associated with, iv. 8; 
physical therapeutics in, ii. 684; as a 
predisposing cause of neuralgia, iv. 337 
radium in treatment of, i. 471, ii. 684 
sources of, uric acid in urine, ii. 671 
surgical treatment of, ii. 685; symptoms 
of, ii. 67?; theories regarding, ii. 673; 
thermotherapy for, ii. 684; treatment of, 
ii. 676; treatment of, at health resort, ii. 
676. 

Governmental supervision, of dusty 
trades, iii. 429. 

Governments, duty of, concerning pre- 
cautions to be employed in manufacture 
of matches, ii. 626. 

Graduated bath of von Ziemssen, i. 618. 

Graham, Thomas, studies on colloids and 
crystalloids by, i. 4. 

Gram-molecular solution, as basis of 
standardization in pharmacology, i. 10. 
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Gram-molecule, as unit, for standard s 

tions in pharmacology, i. 10. 
Graminace.*:, structural characteristics and 

composition of pollen of, v. 674. 
Graminol, hay fever serum, i. 688; nature 

of, v. tSSS; results in treatment with, 



x radiotherapy in, 

Mortimer, reeducation of 
ic extremities in tabes first suggested 
by, iv. 204. 

Grape sugar, as means of nourishment in 
acute localise! pcnUmii is, iii. 312. 

Grauper's method, of determining chronic 
myocardial insufficiency, iii. 684. 

Graves' disease, etiology of, v. 789, 790; 
general treatment of, v. 792, 793; pa- 
thology of, v. 790, 791; references on, 
i therapy in, v. 703, 794. 
See also Goiter, exophthalmic. 

Grawitz, diet recommended by, for use in 
pernicious anemia, iii. 824. 

Green citrate of iron, hypodermic use of, 
a associated with chronic myo- 
cardial insufficiency, iii. 742. 

"Green hays," in treatment of diabetes 
mellitus, ii. 739. 

GkiHEs, pioneer in hypnotism in America, 
i. 567. 




i of small-pox oi 



-. TS'.t ii 



■ Graves' 



i agglutination teat for 



Ghunraitm on set 

typhoid fever, v. 206. 

Gualacol, app Heat ions of, in gonorrheal 
epididymitis, iv. 152; intratracheal in- 
jections of, in chronic atrophic laryn- 
gitis with involvement of trachea, iii. 
343; local application of, in mumps, 
ii. 170, 171; use of, to control tempera- 
tore in tuberculosis of larynx, iii. 346; 
use of, in pneumonia, ii. 237. 

Gualacol and glycerin, applications of, in 
gonorrheal epididymitis, iv. 152. 

Gualacol carbonate, use of, as expect- 
orant, in bronchiectasis, iii. 397; as 
expectorant, in chronic bronchitis, ii 1 . 
377; by inunction in scarlet fever, ii. 
126. 

Gualacol iodate, use of, hypodermically, in 
tuberculous peritonitis, iii. 321. 



a cause of chronic u 
l.i!i; acute ulcerous in'nuiviti- 



Guanieri, descriptio 

ism by, ii. 41. 
Guilhatime, Henri, summary by, of ob- 
servations on effects of salt-free diet in 

cirrhosis of liver, iii. 285. 
Guinea worm. See Dracuneulus mcrli- 

nensis. 
Guiteras, tincture of chloric! of ir 

mended by, for relief of bloody vomit in 

yellow fever, v 
Gumma, local ti 

Gumma of stomach. See Stomach. 
Gummata, development of, in syphilis < 

the central nervous system, v. 402. 
Gummata, extradural, symptoms of, iv. 

272. 
Gummatous infiltration o 

symptoms of, iv. 271. 
Gummatous neoplasm. See Brain, tumor 

of. 
Gums, 

v. 63f 

(Iuttstadt, on results of vaccination li|m 
mortality from small-pox in Berlin, 
99. 

Guy's hospital, cases of chronic pneiimoni 
examined at autopsy il 

Guyon instillation, iv. 100. 

Gwyn, first isolation by, of Paratyphosus, 
A and B, v. 211. 

Gymnastic exercises, i. 801; breathing, i. 
304; in cardiac insufficiency, 
field, i. 301; Hertz system of, iii. 648; 
for increasing tone of abdominal walls, 
iii. 289; for muscular spasm, i, 315; for 
neurasthenia, i. 321 ; Oertel's, i. 325, iii. 
645; respiratory, i. 306; school system of, 
i. 300; Schott system of, i. 302, iii. 641. 

Gymnastics, iii nbd inal muscles for relief 

of constipation in neurasthenia, iv. 574; 
definition of, i. 298; in disease, i. 301; in 
health, i. 300; history of, i. 298; necessity 
for caution in use of, with arterio- 
sclerosis, iii. 639; Oertel's terrain cure, 
iii. 645; physiological action of, iii. 636; 
requisites to success in use of, i. 299; 
systems of, iii. 641 ; use of, in after-! reat- 
ment of acute infectious myocarditis, 
iii. 751; use of, in after- treatment of 
anterior poliomyelitis, iv. 212; us» of, in 
amyotrophic lateral sclerosis, iv. 259; use 
of, in chronic gastritis, iii. 162; use of, in 
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chronic myocardial Insii 'liviiTn-y due to 
long-continued rest, iii. 724; use of, in 
chronic myocardial insufficiency due to 
obesity, iii. 725; use of, in chronic myo- 
cardial insufficiency due to valvular 
lesions, iii. 734; use of, contraindicated 
in aneurysm, iii. 766; use of, contra- 
indiealed in severe cases of chronic 
myocardial insufficiency, iii. 721; use of, 
dangerous, in chronic myocardial insiilli- 
ciency due to nephritis, iii, 731 ; use of, 
in diseases of nervous system, i. 308; use 
of, in goiter, iii. 911; use of, in late stages 
of acute endocarditis, iii. 746; use of, in 
paralysis following cerebral palsies of 
infants, iv. 413; use of, in progressive 
neural muscular dystrophy, iv. 266; use 
of, in prophylaxisof cerebral hemorrhage, 
iv. 391; value of, during adolescence in 
prophylaxis of the neuroses, iv. 525; 
vibration, iii. 660. 

Gymnastics, mechano-, iii. 640; methods 
and technique employed in, iii. 640, 
641. 

Gymnastics, pulmonary, use of, in cardiac 
insufficiency due to pleuritic adhesions, 
iii. 732; in chronie pneumonia, iii. 732; 
exercises, i. 306. 

Gynecological oases, complement -fixa- 
tion test in, v. 140. 

Gynecology, use of mechanical vibration 
in, i. 358; value of radium therapy in, 1. 
481. 



" Habitus 

Haffkine on im muni /.at inn for typhoid 
fever by means of bacterial vaccinal inns. 

Haffkine's method, of inoculation against 

cholera, iv. 845. 
Haffkine's prophylactic against plague, iv. 

839. 
Hauer on resilll-i (if tuberculin treatment, 

v. 317. 
Half bath, use of, for exophthalmic goiter, 

iii. 915; in hydrotherapy, i. 615; in tet- 






i. 927. 



Half baths, warm, use of, for relief nf lan- 
cinating pains in tidies, iv. 200. 
Halitosis. See Offensive breath. 

,, H. J., use of occupation cure for neu- 
t by, iv. 560. 




I progressive paralysis 
of the insane, iv. 492; in rabies, v. 



Hallucinatory excitement, attacks of, it 
progressive paralysis of (he insane, iv 



Hallucinosis of urunkards, ii. 605. 

Hftmamelis, fluid extract of, irrigation of 
the colon with, in ulcerative colitis, iii. 
211. 

Hamilton on vaccine treatment of vulvo- 
vaginitis, v. 837. 

Hamman on danger of rapid reactions in 
tuberculin treatment, v. 341; on prog- 
nostic value of tuberculin hypcrsensi- 
tiveness, v. 33S; on tuberculin treatment 
of antitoxic and localized tuberculosis, 
v. 343. 

Hammock bath, use of, in hydrotherapy, 
i. 619. 

Haxdel and Neufeld, studies of, on anti- 
pncumococcus serum, v. 478-481. 

Hanes and Lambert, on cytolytic effects of 
antitumor serum on tumor cells, v. V59. 

Hanna, studies by, on vaccination done 
subsequently to infection with small- 
pox, ii. 78. 

Hanot's cirrhosis, hyjierf unction or dys- 
function of spleen in, i. 825. 

Hansen, discovery of Bacillus leprae by, v. 
383; studies by, on transmission of lep- 
roBy by vaccination, ii. 90. 

"Hardening," advantages of, in chronic 
bronchitis, iii. 367. 

Hark, Francis, on apomorphin in treat- 
ment of dipsomania, ii. 597; on cause of 
delirium tremens, ii. /id!); on copper sul- 
phate in treatment of acute phosphorus 
poisoning, ii. 623; on sodium bromid in 
treatment of morphinism, ii. 616; on 
treatment of alcoholism with atropin and 
strychnin, ii. 592; on withdrawal of 
alcohol altogether in delirium tremens, 



Harmonic, cases of enuresis treated by 
circumcision reported hy, iv. 130. 

HARKIs' METHOU OP ATTENTUAT1NG RABIES 
VIRUS BY RAPID DRYING, V. 727, 728. 

Harrison and Pollock, report of, on gono- 
coccal vaccines in English army, v. 611, 



612. 



e for obesity, i 



780. 









gymnastics in circulatory system, iii, 
637. 
Hauber, on diagnostic use of vaccine in 
gonococcal infection, v. 602; on use ol 
vaccines in gonococcal pelvic infections, 
v. 616, 617; ou vaccine treatment of 
gonorrheal infection of female genitals, 
v. 834. 
Hay asthma, v. 684. See aUo Hay fever. 
Hay fever, iii. 389, v. 666; anaphylactic 
action of subcutaneous injections of 
pollen protein in, v. 679; anaphylaxis 
and, v. 695; "asthma" in, v. 684; autum- 
nal variety of, pollen of Dicotyledones 
cause of, v. 673, 675; bacterial theory as 
to cause of, v. 671; definition of, v. 672; 
demonstration of pollen protein in blood 
of, by sensitization of animals with the 
scrum, v. 681; diet in, in". 390; effect of 
pollen extract on patients subject to, 
v. 677; etiology of, v. 672. See also "Pol- 
lentoxin" ; general symptoms of, v. 684; 
history of, v. 665; history of etiology of, 
v. 667 ; immunity in, by subcutaneous in- 
jection of serum, v. 679; in United States, 
v. 669; local symptoms of, v. 683; patho- 
genicity of, v. 676; local treatment of, iii. 
390; localities in treatment of, iii. 389; 
plants whose pollen cause, v. 673; pollen 
etiological factor of, v. 670; prophylaxis 
against, iii. 389; sensitiwition in, due to 
resorption of pollen protein by nasal 
mucosa or conjunctiva and spread to 
blood, v. 682, H83; specifie treatment 
of, v. 684; specificity of pollen extract in, 
v. 677; summer variety of, pollen of 
Graminaceae cause of, v. 673, 674; symp- 
toms of, v. 675; transference of anaphy- 
lactic condition to another animal in, 
by inoculation with serum of sensitized 
animal, v. 679; treatment of, during 
attack, iii. 390; treatment of, in general, 
iii. 389; two varieties of, v. 673. 
Hay feveh, active immunization in, v. 
690; method of administration of pollen 
extract in, v. 691 ; preparation of alcohol- 
ic extract of pollen for, v. 692; prepara- 
tion of saline extract of pollen for, v. 
691; results of, v. 696; value of, v. 
697. 
Hay fever, Dunbar's antitoxic immune 
serum for, v. 684; antitoxic value of, v. 
685; method of use of, v. 686; prepara- 



tion of, 684; results of treatment with, i 



treatment with, v. 688. 
Haynes, method of treating hydrocephalus 

by drainage, v. 544. 
Hazelin, irrigation of colon with, in opera- 
tive treatment of ulcerative colitiB, iii. 
212. 

Headache, in dementia precox, iv. 625; 
diabetic, iv. 611 ; due to erythrol tetrani- 
trate used in chronic interstitial neph- 
ritis, iv. 69; hydrotherapy for relief of, i. 
and gymnastics for relief of, 
for relief of, in brain 
tumor, iv. 447; measures for relief of, in 
neurasthenia, iv. 574; due to nitro- 
glycerin used in chronic interstitial 
nephritis, iv. 69; as a premonitory 
symptom of cerebral hemorrhage, iv. 
389; as symptom of acute nephritis, iv. 
62; as a symptom of acute cerebral men- 
ingitis, iv. 368, 369; as a symptom of 
basilar syphilitic meningitis, iv. 473; 
as a symptom of brain tumor, iv. 435; 
as a symptom of cerebral abscess, iv. 420; 
as a symptom of cerebral thrombosis, iv. 
399; as a symptom of chlorosis, iv. 621; 
as a symptom of chronic interstitial 
nephritis, iv. 71 ; as a symptom of 
eehinococcus cerebri, iv. 461 ; as a symp- 
tom of leukemia, iv. 621; as a symptom 
of neurasthenia, iv. 573; as a symptom of 
pachymeningitis interna hemorrhagica, 
iv. 363; as a symptom of syphili tic menin- 
gitis, iv. 617; as a symptom of toxemias 
and general diseases, iv. 620; as a symp- 
tom of tuberculous meningitis, iv. 374, 
617; as a symptom of typhoid fever, ii. 
27; due to uremia, iv. 52. 
Headache, bone and periosteal, iv. 612. 
Headache, cervical sympathetic, iv. 60S. 
Headache, diabetic, iv. 621. 
Headache, frontal, as a symptom of 

brain tumor in frontal lobe, iv. 438. 
Headache, c, astro intestinal, iv. 621. 
Headache, localized, as a symptom of 

brain tumor in parietal lobe, iv. 439. 
Headache mixtures, use of. in seasickness, 
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Headaches, due to high blood pressures, 
iv. 47. 

Headaches of extracerebral nature, 
iv. 607; bone and periosteal headache, 
iv. 613; cervical sympathetic headache, 
iv. 609; ear disease headaches, iv. 613; 
indurative headache, iv. 613; myositis, 
iv. 613; nasal and frontal sinus head- 
aches, iv. 612; neuralgias, iv. 607; neu- 
rotic muscle headache, iv. 610; reflex 
tenderness of scalp, iv. 609. 

Headaches, hysterical, iv. 624. 

Headaches of intracerebral nature, iv. 
618; brain tumor, iv. 618; hydrocephalus, 
iv. 618. 

Headaches, meningeal, iv. 616. 

Headaches, nephritic, iv. 620. 

Headaches, neurasthenic, iv. 623. 

Headaches, post-infectious, iv. 622. 

Headaches, psychogenic and psychotic, 
iv. 623; definition of, iv. 623; in cyclo- 
thymia, iv. 624; in dementia precox, iv. 
625; in hysteria, iv. 624; in neuras- 
thenia, iv. 623. 

Headaches, syphilitic, iv. 622. 

Health resorts, advantages of, in cirrhosis 
of liver, ill. 283; advantages of, in pro- 
phylaxis of cerebral hemorrhage, iv. 391 ; 
benefit from, in treatment of acute 
myelitis, iv. 228; benefit from, in treat- 
ment of cardiac neurasthenia, iii. 777; 
benefit from, in treatment of chronic 
gout, ii. 683; benefit from, in treat- 
ment of diabetes mellitus, ii. 762; bene- 
fit from, in treatment of obesity, ii. 779, 
799; objections to, in chronic myocardial 
insufficiency due to obesity, iii. 727. 

Heanley, unnamed fluke described by, iv. 
797. 

Heart, changes in, during hypnosis, i. 578; 
complications of cerebrospinal men- 
ingitis, affecting, v. 553, 554; dilatation 
of, See Dilatation of heart; disease of, as 
a complication of measles, ii. 161; effect 
of epinephrin upon, i. 787; hypertension 
of, See Hypertension; necessity for atten- 
tion to, in chorea minor, iv. 679; nerves 
of, iii. 537; physiological effects of cold 
upon, i. 609; precautions concerning, in 
pneumonia, ii. 226; work of, iii. 530. 

Heart, diseases of, influence of climate 
upon, i. 282; mechanotherapy for relief 
of, i. 350, 351. 



Heart, functional diseases of, iii. 772; 
cardiac neurasthenia, iii. 773; general 
cardiac neuroses, iii. 773; neuroses with 
well-defined symptoms, iii. 786; reflex 
neuroses, iii. 778; toxic neuroses, iii. 
782. 

Heart block, iii. 566; treatment of, iii. 
772. 

Heart lesions, congenital, See Congenital 
heart lesions; valvular, See Valvular 
heart lesions. 

Heart muscle, properties of, iii. 533. 

Heart sound, first, iii. 542; second, iii. 
541. 

Heart stimulants, hypodermic or intra- 
venous injection of, in treatment of 
poisons causing heart failure, i. 148. 

Heart weight, ratio of, to body weight, 
iii. 545. 

Heat, as cause of sunstroke, iv. 688; effect 
of, on rabies virus, v. 709, 710; effect of 
tropical, upon white men, iv. 685; 
local application of, in after-treatment 
of anterior poliomyelitis, iv. 240; local 
application of, in renal colic, iv. 102; 
loss of, from body, iv. 690; loss of, from 
body in relation to treatment for obesity, 
ii. 774; sedative influence of, i. 611. 

Heat, dry, application of, in akatama, iv. 
879; application of, to extremities in 
acute myelitis, iv. 226; in gangrenous 
chancre, ii. 409; in typhoid fever, as 
cardiac stimulant, ii. 24. 

Heat, local applications of, indications 
and contra-indications for, i. 622. 

Heat, radiant, generated by electricity, i. 
621. 

Heat stroke. See Insolation. 

Heberden, early description of varicella 
by, ii. 109. 

Hebra and Kaposi, use of soluble salt of 
mercury in treatment of syphilis advo- 
cated by, ii. 376. 

Heidelberg frog unit, as standard for 
digitalis preparations, iii. 582. 

Heiser, treatment of leprosy by, v. 392. 

Hektoen and Rosenow, use of autolyzed 
vaccines by, in pneumonia, v. 491, 492. 

Heller, on examination of finger nails in 
diagnosis of oxyuris vermicularis, iii. 
252. 

Helmitol. See Urotropin. 

Heloderma, poison of, iv. 699. 
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Hematemesic, treatment of, in cirrhosis of 
liver, iii. 288. 

Hematoma, traomatic, iv. 304; diogncs!s 
of, iv. 366; pathology of, iv. 364; symp- 
toma of, iv. 365; treatment of, iv. 366. 

Kematoporphyrincrja, iv. 4; causes of, iv. 
5; treatment of, iv. 6. 

Hematuria, iv. 4; as a complication cf 
ttcarlet fever, ii. 134; endemic, See En- 
demic hematuria. 

Hematuria, essential, serum and blood 
treatment of, v. 814. 

Hemianesthesia, significance of, in trau- 
matic hematoma, iv. 365. 

Hemianopsia, significance of, in traumatic 
hematoma, iv. 365. 

Hemicrania. See Migraine, ophthalmic. 

Hemiplegia, development of, during irriga- 
tion of pleural cavity, iii. 487; as a 
symptom of acute hemorrhagic superior 
polioencephalitis, iv. 406; as a symptom 
of cerebral embolism, iv. 401 ; as a symp- 
tom of cerebral t]mimbo.-<is, iv. 395; as a 
symptom of tuberculous meningitis, iv. 
375; treatment of, when associated with 
cerebral thrombosis, iv. 399; syphilitic, 
See Syphilitic hemiplegia. 

Hemipleoic tvpe op cerebral palsies of 

CHILDREN, iv. 410. 

Hemlsln. See Epinephrin. 

Hemisphere OF brain, left, diagnosis of 

tumors in, iv. 440. 
Hemisphere op brain, right, diagnosis 

of tumor in, iv. 437. 
Hem meter, formula recommend ed by, for 

antiseptic solution for use in acute gas- 
tritis, iii. 155. 
Hemochromatosis, iii. 301. 
Hemoglobin, importance of test, for in 

chronic myocardial insufficiency, iii. 724. 
Hemoglobinuria, iv. 4; intermittent, iv. 

7; paroxysmal, iv. 6; paroxysmal, choles- 

terin in, iii. 883; due to quinin, iv. 741; 

treatment of, iv. 5. 
Hemolysin treatment, of pernicious anemia, 

iii. 840. 
Hemolysis test, method for, iii. 832. 
Hemolytic jaundice, hyperfunetion or 

dysfunction of spleen in, i. 825. 
Hemo pericardium, iii. 527. 
Hemophilia, administration of thyroid 

gland for relief of, i. 702, iii. 866; anemia 

due to, v. 798, 811; 



887; arthropathies and, iii. 88 
platelets and, v. 797; chronic secondary 
anemia following, serum and blood treat- 
ment of, v. 811, 812; coagulants of blood 
in treatment of, iii. 877; definition of, iii. 
876; diet in, iii. 877; diseases with which 
associated, v. 798-802; diseases with 
which associated, serum and blood treat- 
ment of, v. 814-817; due to excess of 
antithrombin, v. 797; due to fibrin -dis- 
solving ferments, v. 797; during lumbar 
puncture, v. 526; effect of serum injec- 
tion on, v. 804; etiology of, iii. 877; fi- 
brinogen insufficiency and, v. 796; fol- 
lowing ventricular puncture, v. 544; in 
diseases of the liver, v. 816, 817; in gas- 
tric and duodenal ulcer, v. 815, 816; in 
jaundice, serum and blood treatment of, 
v. 816; general treatment of, iii. 877; 
hemorrhages in pernicious anemia v. 
808, 810; in purpura hemorrhagica, v. 
814; in splenic anemia, serum and blood 
treatment of, v. 810; in tuberculosis, v. 
814, 815; in typhoid fever, blood and 
serum treatment of, v. 814; local treat- 
ment, of, iii. 884; medicinal treatment of, 
iii. 877; organotherapy for, iii. 881; pep- 
tones for, iii. 882; prothrombin insuffi- 
ciency in, v. 796; radium treatment for. 
iii. 883; serum and blood treatment of, 
v. 812; serum therapy for, iii. 879, 886; 
sporadic eases of, iii. 885; testing of 
blood prior to operation in, iii. 886 - 
transfusion of blood in, iii. 881; treat- 
ment of accidents in, iii. 886; treatment 
of hereditary form, iii. 884; types of iii. 
876; vasoconstrictors in treatment of, 
iii. 882, 885. 

Hemophilic states, iii. 876. 

Hemoplase, use of, in pernicious anemia, 

Hemoptan, use of, in chlorosis, iii, 818. 

Hemoptysis, associated with pulmonary 
thrombosis, iii. 412; endemic, See En- 
demic hemoptysis; in influenza with 
complications, ii, 195. 

Hemorrhage, blood pressure lowered by, 
iii. 556; in brain, See Cerebral hemor- 
rhage; cerebral, See Cerebral hemor- 
rhage; in cirrhosis of liver, iii. 288; com- 
plicating thoracentesis, iii. 478; compli- 
cating typhoid fever, ii. 19; complicating 
whooping-cough, ii. 175; control of, utter 
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tonsillectomy, iii. 39; danger from, after 
operation for brain tumor, iv. 452; fol- 
lowing operation for adenoid vegeta- 
tions, iii. 26; following paracentesis, iii. 
284; from gastric ulcer, iii. 109; of lungs, 
See Pulmonary hemorrhage; physiology 
of, v. 826; into pock, as complication of 
vaccination, ii. 87; pulmonary, See Pul- 
monary hemorrhage; relation of, to ex- 
ercise, ii. 525; as a symptom of perni- 
cious anemia, iii. 843; in syphilitic gas- 
tric ulcer, iii. 167; treatment of, ii. 495; 
treatment of, in hemophilia, iii. 885; use 
of epinephrin for control of, i. 796. 

Hemorrhagic diatheses, as a factor in 
cerebral hemorrhage, iv. 389. 

Hemorrhagic diseases, iii. 872, v. 795; 
classification of, v. 799-802; etiology of, 
v. 800; general method of treatment of, 
with normal sera and blood, v. 802-808; 
hemophilia, iii. 876; hemorrhagic dis- 
eases of new-born, iii. 875; purpura, iii. 
872; serum and blood treatment of, v. 
812-814. 

Hemorrhagic diseases, serum therapy for, 
v. 821; dosage of serum in, v. 822; ob- 
taining of blood in, v. 821; preparation 
of defibrinated blood for, v. 821 ; prepa- 
ration of serum for, v. 822; selection of 
donor in, v. 821. 

Hemorrhagic diseases of the new- 
born, blood transfusion in, v. 812, 813, 
822; defibrinated blood in therapy of, v. 
821; serum therapy in, v. 822. 

Hemorrhagic nephritis. See Nephritis, 
hemorrhagic. 

Hemorrhagic pleurisy. See Pleurisy. 

Hemorrhoids, electrotherapy for relief of, 
i. 420; hydrotherapy for relief of, i. 625. 

Hemostatics, use of, in hematuria, iv. 4; 
normal serum as, v. 804. 

Hemothorax, iii. 490. 

Henpuye. See Goundoo. 

"Hendon cow disease," ii. 114. 

Henschen, E. S., contraindications to 
operation in cerebral abscess given by, 
iv. 423; rules given by, for operation on 
brain tumors, iv. 452. 

Hepatic amebiasis. See Amebiasis, he- 
patic. 

Hepatic distomiasis, iv. 795; preventive 
measures in, iv. 796; remedial measures 
in, iv. 796; varieties of, iv. 795. 



Hepatic hyperemia, hydrotherapy for re- 
lief of, i. 633. 

Hepatoptosis, iii. 288. 

Herbage, poisoning by, ii. 647. 

Hereditary cerebellar ataxia, iv. 515; 
differential diagnosis of, iv. 516; etiol- 
ogy of, iv. 515; introduction to subject 
of, iv. 515; pathology of, iv. 515; prog- 
nosis in, iv. 516; symptoms of, iv. 516; 
treatment of, iv. 516* 

Hereditary spinal ataxia. See Fried- 
reich's ataxia. 

Heredity, in causation, of alcoholism, ii. 
586; of arteriosclerosis, iii. 755; of epi- 
lepsy, iv. 656; of gastric ulcer, iii. 169; 
of gout, ii. 672; of laryngeal tuberculo- 
sis, iii. 344; of leprosy, not a factor, iv. 
826; of myotonia congenita, iv. 267; of 
the neuroses, iv. 522; of rachitis, ii. 805; 
of syphilis, ii. 432. 

H£redo-ataxie c£r£belleuse. See He- 
reditary cerebellar ataxia. 

Heroin, addiction to, ii. 613; use of, in acute 
bronchitis, iii. 361 ; to allay irritation in 
laryngeal tuberculosis, iii. 346; in bron- 
chial asthma, iii. 388; in bronchitis com- 
plicating influenza, ii. 189; contraindi- 
cated in chronic influenza, ii. 195; to 
control cough in active stage of pulmon- 
ary tuberculosis, ii. 478; to control 
cough due to chronic bronchitis asso- 
ciated with cardiac insufficiency, iii. 
731; to control cough in laryngeal tu- 
berculosis, ii. 494; to control cough in 
pericarditis, iii. 515; as substitute for 
morphin in treatment of morphin habit, 
ii. 618; in whooping-cough, ii. 182. 

Heroin and terpin hydrate, elixir of, in 
cough of tuberculosis, ii. 494. 

Herpes labialis in gonococcal infections, 
v. 588, 591. 

Herpes of lips, iii. 5. 

Herpes op the mouth, iii. 6; treatment 
of, iii. 6. 

Herpes zoster, iv. 358; definition of, iv. 
358; electrotherapeutics for relief of, i. 
417; late pain in, iv. 359; local treatment 
for, iv. 359; radium treatment for pain 
in, i. 472; treatment of, as to cause, iv. 
359. 

Herpetic stomatitis. See Herpes of the 
mouth. 
1 Herringham, W. H., inhalations of oxy- 
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gen by Stokes' inhaler sug.ecsfed by, 

bronchiectasis, iii. 396. 
Het!to(1HB, effect of thyroid 

first observed by, iv. 131. 
Herudin, use of, in blood irtHist'usinii. 



Hekxheimeh 



, in sypliilis, v. 400, 



Here, Max, on develojiment of muscular 
energy, iii. 638; method of determining 
extent of myocardial insufficiency intro- 
duced by, iii. liSIU; system of mechano- 
gymnastics introduced by, iii. 641. 

lively resisted movements, iii.65'2; ffire-l 
breathing, iii. >itiO; inertiii movements, 
iii. 648; passive movements, iii. 648; re- 
sistive inertia movements, iii. 652; res- 
piratory gymnastics, iii. (i.59; self-resist- 
ed movements, iii. i >■">(); use of, jn cardiac 
neurasthenia, in. 776. 

Hesse's medium, modified by Stokes and 
Hatchel, for culture of bacteria, v. 203. 

Heterologous sensitization of animals 
in anaphylaxis, v. 96, 97. 

Hetehoj'hyes iieterophyes, iv. 797. 

Hewes, dietary advised by, ii. 315; gono- 
cocnus first isolated from blood by, v. 
583; rectal injerl ion of silver nitrate ad- 
vised by, in bacillary dysentery, ii. 



317. 
Hewes dietary, for u 



tery, i 



315. 



i baciilary dysen- 



Hexamethylamin. Sue Urotropin. 

Heyde on induction of labor by humui 
serum, v. 824. 

Heyma>jn and Moos cm use of vaccines in 
gonococcal pelvic infections, v. 617; on 
vaccine treatment of gonorrheal infee- 
tion of female genitals, v. 829, 

Hkynemann on allergic reacliuns in goii'>- 
coccal infections, v. 602. 

Hiccough, as a complication of pneumonia, 
ii. 252. 

High candle power incandescent lights, use 
of, in b'ght therapy, i. 442. 

High dilution, advantages of, in uuinin used 
for tropical malaria, iv. 738; in atoxyl 
used in trypanosomiasis, iv. 761. 

High frequency current, determining char- 
acteristics of, i. 375; explanation of term 
in electrotherapeutics, i. 366, 

High pressure stasis, blood pressure 



raised by, iii. 555; as indication for 

of digitalis, iii. 588. 
Hill diahrhea, iv. 878; remedial 

for, iv. 879. 
Hip bath, use of, in hydrotherapy, 



Hippocrates, paracentesis for t 
pleura advocated by, iii. 455. 

Hirschfeld's diet, for reduction of obesity, 
ii. 784. 

Hirschlaff, morphium heil-senim intro- 
duced by, for treatment of morphinism, 
ii. 620. 

Hiht, hypnotism and menial suggestion em- 
ployed by, in treatment of morphinism, 
ii. 620. 

Hiss, treatment of pneumonia by, with 
leukocyte extract, iii. 415, v. 494, 495, 
496; use of leukocytic extracts by, in 
erysipelas, v. 639. 

Hiss and Russell, Bacillus Y of, v. 249. 

Hiss and Zinsseb on immunity by means 
of injection of leukocyte extracts, v. 10; 
treatment by, of pneumonia with leuko- 
cyte extract, v. 495. 

Histological changes in bkin due to 
X-rays, i. 521. 

Histoplasmosis, iv. 773. 

History-taking, as part of technique of 
psychoanalysis, i. 592. 

Hodara, experiments of, for acne bacillus, 
v. 624. 

Hodokin's disease, v. 662-664; bacterio- 
logical findings in, v. 663; Coley's tox- 
ins in treatment of, v. 663; etiology of, 
v. 662; organism of, v. 662; references 
on, v. 664; sarcoma and, v. 663; vaccine 
treatment, of, v. 663. See also Pseudo- 
leukemia. 

Hodgkin's disease. See Pseudoleukemia. 

Hofbauer, method devised by, for com- 
pressing thorax, iii. 435; methods de- 
vised by, for prolonging expiration, iii. 
436. 

Hoffmann, F. A., records collected by, of 
operation for bronchiectasis, iii. 394. 

Hoffmann, Mr. Frederick L., statistics 
concerning decrease in death rate from 
tuberculosis furnished by, ii. 446. 

Hoffmann's anodyne. See Compound spir- 
its of ether. 

Hofmockel, on results of operation for 
bronchiectasis, iii. 394. 
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Hogyes* dilution method of treatment for 

rabies, v. 721, 722. 
Hogyes' method of using fresh fixed virus, 

v. 730, 731. 
Holland, introduction of vaccination into, 

ii. 60. 

HOLTZ MACHINE, i. 367. 

Holzknecht, method of measuring inten- 
sity of X-rays devised by, i. 502; method 
of securing conformity of deep irradia- 
tion of X-rays devised by, i. 509. 

Holzknechf s radiometer, use of, for meas- 
uring intensity of X-rey, i. 502. 

Home treatment, of neurasthenia and psy- 
chasthenia, iv. 569. 

Homogeneous irradiation, in X-ray ther- 
apy, i. 509. 

Homologous sensitization of animals in 
anaphylaxis, v. 96. 

Hookworm disease, iv. 807; manner of in- 
fection with, iv. 808; preventive meas- 
ures in, iv. 810; remedial measures in, 
iv. 809; varieties of parasites causing, 
iv.807. 

Horimi on nature of dysentery toxin, v. 
256. 

Hormones in organotherapy, i. 675- 
678. 

Horowitz on toxin of Asiatic cholera, v. 
285. 

Horse chestnut, poisoning by, ii. 647. 

Horse pox, ii. 55. 

Horse serum, use of, in Graves' disease, v. 
793; in pneumonia, v. 476; in Rocky 
mountain spotted fever, v. 658. See also 
Serum, horse. 

Horseback riding, in prophylaxis of chronic 
hyperemia of brain, iv. 387. 

Horses, sporotrichosis in, v. 421. 

Hospital treatment, of neurasthenia and 
psychasthenia, iv. 568. 

Hospitals, prevention of measles in, ii. 
144; prevention of scarlet fever in, ii. 
121. 

Hospitals, special, treatment of bubonic 
plague in, undesirable, iv. 842. 

LVHostaerich on results of serum treat- 
ment of plague in Annam, v. 274. 

Hot air baths, use of, in hydrotherapy, i. 
621. 

Hot applications. See Applications, hot. 

Hot drink, use of, to induce sleep in arterio- 
sclerosis, iii. 760. 



Hot springs of Arkansas, value of, in acute 
myelitis, iv. 228. 

Hot springs of Virginia, value of, in acute 
myelitis, iv. 228. 

Hot water bags, use of, in acute enteritis, 
iii. 193; in acute fibrinous pleurisy, iii. 
466; in acute gastritis, iii. 156; in appen- 
dicitis, iii. 217; in bacillary dysentery, 
ii. 314; in gonorrheal epididymitis, iv. 
152; in multiple neuritis, iv. 326; for 
relief of backache in acute nephritis, iv. 
62; for relief of pain in pyelitis, iv. 88; 
for relief of pain in rheumatic or idio- 
pathic cases of facial paralysis, iv. 311; 
in renal colic, iv. 102; in syncope due to 
cerebral thrombosis, iv. 398. 

Hot water bottle. See Hot water bags. 

Hot water injections, in Graves' disease, v. 
793. 

Hour-glass stomach, iii. 179. 

House infection, in tuberculosis, ii. 447. 

Household, occurrence of arsenic in, i. 152. 

Howard, L. O., measures proposed by, as 
protection against fleas, iv. 841. 

Howe, cases reported by, of pemphigus fol- 
lowing vaccination, ii. 91. 

Howell's theory op blood coagula- 
tion, v. 797. 

Howland, effect of cold air on blood pres- 
sure in bronchopneumonia demonstrated 
by, iii. 418. 

Huber and Blumenthal on convalescent 
scarlet fever serum therapy, v. 642. 

Hueter's treatment of erysipelas, ii. 277. 

Huguenin, method of brain puncture for 
hydrocephalus recommended by, iv. 465. 

Humidity, atmospheric, i. 250; absolute, i. 
251; physiological influence of, i. 263; 
relation between temperature of the 
body and, i. 262; relative, i. 251. 

Hunt, on serum agglutination test for ty- 
phoid fever, v. 207; on types of paraty- 
phoid fever, v. 212. 

Hunt, Ramsay, theory advanced by, con- 
cerning facial nerve, iv. 311. 

Hunter's treatment of erysipelas, ii. 277. 

Huntington's chorea. See Chorea minor, 
degenerative form of. 

Hunyadi water, use of, in acute fibrinous 
pleurisy, iii. 467; in biliousness, iii. 258; 
in cerebral hyperemia, iv. 386; to mod- 
ify severity of pleurisy, iii. 467; in ne- 
phritis, iv. 82. 
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Hutchinson, chancres developing on vacci- 
nations reported by, ii. 89. 

Hutchison, Rciuekt, dietary proposed by, 
for use in chrome, bronchitis, iii. 370. 

Huttnel, on intraspinal injection of Dop- 
ter antimeningitia scrum, v. 94. 

Hydatid disease op liveh, prognosis of, 
iii. 291. 

Hydatids. See Eehinococcus. 

Hydrargyri chloridum mite. See Calomel. 

Hydrarqyrism, ii. 370; buccal accidents 
due to, ii. 371; cutaneoua accidents due 
to, ii. 371; gastrointestinal accidents due 
to, ii. 371; general intoxication due to, 
ii. 370; idiosyncrasy as o cause of, ii. 
370; mercurial stomal ii is due to, ii. 371; 
prevention of, ii, 372; renal accidents 
due to, ii. 371; salivation due to, ii. 371; 
treatment of, ii. 372. 

Hydrastinin hydrochlorid, hypodermic use 
of, to control epistaxis, iii. 336. 

Hydrastis canadensis, uae of mixture con- 
taining, in vesical crises of tabes, iv. 
197; use of, for relief of vesical disturb- 
ance in tabes, iv. 198. 

Hydrastis, fluid extract of, irrigation of 
colon with, in ulcerative colitis, iii. 
211. 

Hydration capacity of colloids, i. 33. 

Hydriodic acid, syrup of, use of, in chronic 
nasopharyngitis, iii. 21; in glandular en- 
largement ai.-iim] mii vim; rachitis, ii. SOS. 

HynROCELE fluid, in preparation of cul- 
ture media for gonocoeeus, v. 592. 

Hydrocephalus, iv. 4*12; acquired form of, 
iv. 463; congenital form of, iv. 462; di- 
agnosis between, and brain tumor, iv. 
436; effect of antimeniugitis serum on, 
v. 662; following meningitis, v. 549; 
idiopathic internal hydrocephalus, See 
Serous meningitis; in cerebrospinal men- 
ingitis, v. 536, 537, 540; introduction to 
subject of. iv. 462; mild treatment of, 
v. 541,542; rachitis us cause of, iv. 464; 
serous meningitis a form of, iv. 46S; 
treatment of, v. 539, .540, 559; treat- 
ment of, in posterior basic meningitis, 
v. 543. 

Hydrocephalus, acquired, iv. 463; brain 
puncture for, iv. 465; diagnosis of. iv. 
463; etiology of, iv. 463; external reme- 
dies for, iv. 465; internal remedies for. 
iv, 465; lumbar puncture for, iv. 468; 



464; treatment of, iv. 
464; ventricular puncture for, iv. 466. 

Hydrocephalus, congenital, iv. 462; 
brain puncture for relief of, iv. 465; di- 
agnosis of, iv. 462; etiology of, iv. 462; 
external remedies for, iv. 465; internal 
remedies for, iv. 465; lumbar puncture 
for relief of, iv. 468; treatment for, iv. 
464; ventricular puncture in, iv. 466. 

Hydrocephalus, idiopathic internal. 
See Meningitis, serous. 

Hydrochloric acid, poisoning by, i. 208. 

Hydrochloric acid, use of, in acute gastritis, 
iii. 157; in carcinoma of stomach, iii. 
165; in depressive disorders of gastric 
secretion, iii. 148; destruction of cholera 
germ hy, iv. 845; use of, in gastric ana- 
cidity in pernicious anemia, v. 808; in 
gastric hyperacidity with hypermotility, 
iii. 101; use of, in gastric lavage for 
chronic gastritis, iii, 161; pancreatic se- 
cretion increased by, iii. 307; in perni- 
cious anemia, iii. S26; relation between, 
and habitual constipation, iii. 223; to 
relieve gastrointestinal symptoms: due to 
chronic myocardial insufficiency, iii. 739; 
in si-cri'torv ami jnoinr gasl rie iu-iiiu.--. 

iii. 188. 

Hydrochloric acid, dilute, use of, in cirrhosis 
of liver, iii. 281; in hypoacidity accom- 
panying cirrhosis of liver, iii. 281; in hy- 
pochlorhydria due to chlorosis, iii. 820; 
in oxaluria, iv. 8; in tabes, iv. 213. 

Hydrocyanic acid, use of, in destruction of 
mosquitoes, iv. 751. 

Hydrocyanic acid poisoning, i. 214; di- 
agnosis of, i. 21S; elimination of poison 
in, i. 219; fatal dose in, i. 218; poisonous 
action of acid in, i. 214; post-mortem 
findings in, i. 219; stages in, i. 217; 
treatment of, i, 218. 

Hydroelectric baths. .See Baths. 

Hydrogen dioxid. Se§ Hydrogen peroxid. 

Hydrouen ion, cholera germ susceptible 



to, i 



.845. 



Hydrogen peroxid, use of, in acute tonsil- 
litis, iii. 31; in acute ulcerous gingivitis 
iu. 10; in amyxorrliea gastriea. iii. 101; 
in atrophic nasopharyngitis, iu. 23; in 
atrophic rhinitis, iii. 331; for cleansing 
preputial cavity in acute gonorrhea, iv. 
13S; con t nil m heated for washing out 
abscess cavity in diphtheria, ii. 269; 
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after curettage fur chronic tonsillitis, iii. 
39; as disinfectant wash in balanopos- 
thitis complicating acute gonorrhea, iv. 
149; in gangrenous chancre, ii, 403; as 
gargle in hydrargyrism, ii. 372; as gargle 
in syphilitic angina, ii. 412; in gastric 
hyperacidity, iii. 95; in hygiene of mouth, 
iii. 2; after incision in symptomatic paro- 
titis, iii. 28; in inflamed chancre, ii. 408; 
for irrigation of large intestine in intes- 
tinal amebiasis, iv. 723; for irrigation in 
phlegmonous pharyngitis, iii. 28; in 
membranous pharyngitis, iii. 27 ; in mem- 
branous rhinitis, iii. 330; in mercurial 
stomatitis, iii. 11; as mouth wash in 
mumps, ii. 171 ; as spray for disinfection 
of mucous membranes in anterior polio- 
myelitis, iv. 237; as spray, in syphilis of 
upper respiratory tract, iii. 349; in syphi- 
litic onychia, ii. 414; on tampon for con- 
trol of epistaxis, iii. 335; in tertiary le- 
Bions of mucous or mucocutaneous sur- 
faces, ii. 412; in throat affections com- 
plicating scarlet fever, ii. 129, 130; in 
ulcerous gingivitis, v. 637; in Vincent's 
angina, iii. 23; prophylactic use of, in 
meningitis epidemics, v. 566, 575. 

Hydrogen sulphid, poisoning, by, i. 210; 
treatment of, i. 211. 

Hydronephrosis, iv. 96; etiology of, iv. 
96; lesion of opposite kidney in, iv. 96; 
treatment of, iv. 97; tumors of, iv. 97. 

Hydropericardium, iii. 525. 

Hydhofhilic colloids, i. 6, 7. 

Hydrophoma, ii, 324, v. 701; cauterization 

I of wound made hy rabid animal, ii. 326; 
complication of Pasteur treatment in, ii. 
330; constitutional effects of inoculation 
in, ii. 329; constitutional measures of 
treatment for, ii. 326; definition of, v. 
701, 702; diagnosis of, v. 715-717; etiol- 
ogy of, v. 708-71 1 ; experiments by New- 
York Health Department in cauterisa- 
tion of wounds made by rabid animals, 
ii. 326; geographical distribution and 
prevalence of, v. 704-707; gross pathol- 
ogy of, v. 707; histologic pathology of, 
707, 708; history of, v. 702-704; incuba- 
tion period of, v. 712; inilications for 
antirahic treatment in, ii. 324; local ef- 
fects of inoculation in, ii. 329; mortality 
from, affected bv Pasteur treatment, ii. 
Ill 






Pasteur treatment for, by mail, ii. 331; 
precautions against infection by attend- 
ants upon, ii, 333; prophylaxis in, ii. 
325; specific treatment of, v. 719-741; 
symptoms of, v. 713-719; treatment, of, 
v. 719-741; treatment, of developed dis- 
ease, ii. 332. 

Hydrophobic colloids, i. 6. 

Hydrotherapeutic applications, use of, in 
emphysema with cardiac insufficiency, 
iii. 712. 

Hydrotherapeutic measures, external, un- 
called for, in apvrexiul lu-at exhaustion, 
iv. 895. 

Hydrotherapeutic measures, internal, use 
of, in apyre\ial heal i-xh; ui.it ion, iv. 695. 

Hydrotherapy, i. 603; in acquired spinal 
progressive muscular dystrophy, iv. 248; 
in after-treatment of morphia habit, ii. 
620; in alcoholism, ii. 590; in arterio- 
sclerosis, iii. 760; in arthritis deformans, 
ii. 692; in bacillary dysentery, ii. 314; 
balneology in, i, 651; in bronchopneu- 
monia, iii. 419; in cardiac insufficiency, 
iii. 615; in cardiac neurasthenia, iii. 777; 
in chlorosis, iii. 812; in chronic progress- 
ive bulbar paralysis, iv. 252; in chroni' 
enlargement of spleen, iii, 900; in chron- 
ic gastritis, iii. 162; in chronic gout, ii, 
684; in chronic myelitis, iv. 231; in 
chronic serous effusion of pleura, iii. 
484; in constipation, iii. 230; in consti- 
tutional diseases, i. 127; to control sweat- 
ing in malignant endocarditis, iii. 747; 
to control temperature in Malta fever, 
iv 855; in convalescence from influenza, 
ii. '36; in delirium tremens, ii. 603; in 
diabetes mellit.us, ii. 747; in diseases of 
circulation, i. 623; effects of cold in, i. 
608; effects of habitual use of, i. 623; ef- 
fects of heat in, i. 611; for epilepsy, iv. 
661; in exophthalmic goiter, iii. 915; ex- 
tremes of temperature in, i. 621; in gas- 
tric hyperacidity, iii. 100; in gastroin- 
testinal diseases, i, 033; general obser- 
vations in, i, 622; in gen i to-urinary dis- 
eases, i. 63(1; for gonorrheal arthritis, i. 
227; in Graves' disease, v. 793; in nsllu- 
cinosis of drunkards, ii, 605; history of, 
i. 603; in infantile paralysis, i, 644; for 
insolation, iii. 694; in intoxications, i. 
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acute hemorrhagic r-nrcphulitis, iv. 406; 
in malarial fever, iv. 743; in measles, ii. 
149; in membranous colitis, iii- 210; in 
the metabolic diseases, i. fi27; for mili- 
ary fever, ii. 570; mode of application of. 
i. 613; in the nervous diseases, i. 642; in 
pellagra, ii (Mi*): in pneumonia, i. 642, ii. 
232; in primary or idiopathic gastric 
neuroses, iii. 188; in progressive bulbar 
paralysis, iv, 501 ; properties of water in, 
i. 606; in prophylaxis of chrunie pul- 
monary emphysema, iii. 434; in reduc- 
tion of obesity, ii. 798; for relief of car- 
diac palpitation in neurasthenia, iv. 576; 
for relief of headache due to hydro- 
cephalus, iv. 610; for relief of nervous 
excitement in acute hemorrhagic polio- 
encephalitis, iv. 408; for relief of hys- 
teria, i. 223; for relief of insomnia due 
to cerebral abscess, iv. 423; for relief of 
restlessness in neurasthenia, iv. 576; for 
relief of restlessness and insomnia in 
cholera minor, iv. 679; in respiratory 
diseases, i. 625; in Rocky Mountain fe- 
ver, ii. 561; in scarlet fever, ii. 125, 127; 
special forms of, i. 651; in specific infec- 
tious diseases, i. C36; in spinal syphilis, 
iv. 274; in syphilis, ii. 354, 419; in tabes, 
i. 647, iv. 200; in tetanus, i. 638; in tet- 
any, iii. 927; in toxemias, i. 650; in ty- 
phoid fever, ii. 16. 
Hydrotherapy, soothing, use of, in neuras- 
thenia and psychasthenia, iv. 553. 
Hydrothorax, unilateral, accompanying 

cardiac insufficiency, iii. 673. 
Hygiene of mouth, iii. 2; in syphilis, ii. 368. 
Hygienic caches of enuresis, iv. 12S, 

127. 
Hygienic measures, use of, in arthritis de- 
formans, ii. 692, 693; in lxri-beri, iv. 
869; in brain tumor, iv. 447; in cerebral 
hemorrhage, iv. 391 ; in cerebral hypere- 
mia, iv. 384; in chronic cerebral hypere- 
mia, iv. 387; in endemic hematuria, iv. 
801; in German measles, ii. 165; in hy- 
drocephalus, iv. 464; in intestinal ame- 
biasis, iv. 724; in kubisagari, iv. 877; 
against leprosy, iv. K29, 831; in measles, 
ii. 145; in oriental sore, iv. 772; in prepa- 
ration for psychotherapy, iv. 581; in 
progressiva (miliar paralysis, iv. 500; in 
prophylaxis against the neuroses in 
childhood, iv, 524; in prophylaxis against 
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acute rheumatism, ii. 296; in proph) 
laxis against malaria, iv. 754; in prophy- 
laxis against pneumonoei miosis, iii. 42S; 
in prophvlaxis against sunstroke, iv. 
692; for relief of enuresis, iv. 132; in 
scarlet fever, ii. 123; in syphilis, ii. 356, 
417; in treatment of alcoholism, ii. 595; 
in treatment of malaria, iv. 744; in treat- 
ment of morphin habit, ii. 621 ; in treat- 
ment of the neuroses, iv. 532; in whoop- 
ing-cough, ii. 177. 
Hygienic-dietetic treatment, of tuberculo- 
sis, ii. 473. 
Hymenolepis diminuta, iv. 793. 
Hymenolepis nana, iv. 793. 
Hyoscin, use of, in bronchial asthma, iii. 
384; in cerebrospinal meningitis, v. 548; 
by hypodermic injection, for relief of in- 
somnia in cardiac insufficiency, iii. 664; 
by hypodermic injection for relief of 
restlessness in neurasthenia, iv. 576; in 
pneumonia of alcoholics, ii. 250; for re- 
lief of insomnia in ] neurasthenia, iv. 573; 
in tetany, iii. 927; in treatment of mor- 
phin habit, ii. 616. 
Hyoscin hydrobromate, use of, in paralysis 
agitans, iv. 682; for relief of delirium in 
septicemia, ii, 283; for relief of insomnia 
in typhoid fever, ii. 27. 
Hyoscysmin, use of, in bronchial asthma, 
Ui. 384; by hypodermci injection, for at- 
tacks of excitement in progressive pa- 
ralysis of the insane, iv. 495. 
Hyoscyamus, use of, in after-treatment of 
morphinism, ii. 621; in colon bacilluria, 
iv. 128; in endemic hematuria, iv. 800; 
to lessen irritability of bladder in tuber- 
culous kidney, iv. 117; for relief of ves- 
ical disturbance in tabes, iv. 198; in 
treatment of enuresis, iv. 133. 
Hyperacid i tab nicotinic*, iii. 76. 
Hyperacioity and hyperb.ecretio;i or 
qastric juice, iii. 74; abuse of stimu- 
lants as cause of, iii. 76; abuse of to- 
bacco as cause of, iii. 76; acute or inter- 
mittent hyperacidity, iii. 102; alimen- 
tary hypersecretion, iii. 101; amyxorrhea 
gastrica, iii. 100; continuous hypersecre- 
tion, iii. 102; diet in treatment of, iii. 
80; drugs in treatment of, iii. 91; elec- 
tricity in treatment of, iii. 100; errors in 
diet a mil* of, iii. 76; hydrotherapy for, 
Ui. 100; lavage in treatment of, iii. 97; 
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overwork a cause of, iii. 75; summary of 
conditions accompanied by, iii. 100. 

Hyperacidity of stomach, iii. 75; in chlo- 
rosis, iii. 820. 

Hyperacidity of urine, as a cause of enu- 
resis, iv. 128. 

Hyperacusis, as a symptom of neuras- 
thenia, iv. 576; in rabies, v. 714. 

Hyperalimentation. See Superalimenta- 
tion. 

Hyperchlorhydria, presence of, in acute 
catarrhal jaundice, iii. 261; as a reflex 
neurosis, iii. 778. 

Hyperemia of brain, iv. 383; active cere- 
bral hyperemia, iv. 383; chronic, iv. 387; 
introduction to subject of, iv. 383; pas- 
sive cerebral hyperemia, iv. 383; prog- 
nosis in, iv. 384; prophylaxis against, iv. 
384; symptomatic treatment of, iv. 386; 
symptoms of, iv. 384; treatment of act- 
ive hyperemia, iv. 385; treatment of 
chronic hyperemia, iv. 387; withdrawal 
of blood in, iv. 386. 

Hyperemia, production of, as effect of 
radiant energy, i. 438, 445. 

Hyperesthesia of tongue, iii. 3. 

Hyperesthesia of special senses, as a 
symptom of acute cerebral meningitis, 
iv. 369; as a symptom of pachymeningi- 
tis interna hemorrhagica, iv. 363; as a 
symptom of tuberculous meningitis, iv. 
374. 

Hyperfunction of organs, organotherapy in 
treatment of, i. 674. 

Hypergenitalism, i. 807. 

Hyperglycemia in diabetes mellitus, 
explanation of, ii. 703. 

Hyperkeratosis gonorrhoica, v. 588. 

Hyperpiesis, iii. 556. 

Hyperpituitarism, conditions associated 
with, i. 745. See also Acromegaly. 

Hyperplasia of the bone marrow in 
pernicious anemia, v. 808. 

Hyperpyrexia, complicating rheumatic fe- 
ver, ii. 303. 

Hyperpyrexial fever, iv. 884; remedial 
measures in, iv. 885. 

Hypersecretion, acute gastric, iii. 102. 

Hypersecretion, continuous gastric, iii. 
102; diet in, iii. 106, 107; medical treat- 
ment for, iii. 106; operative treatment 
for, iii. 103. 
Hypertension, accompanying pyelitis, iv. 



94; in chronic interstitial nephritis, iv. 
67. 
Hypertension of heart, iii. 554; in ne- 
phritis, iv. 19, 20; significance of, asso- 
ciated with amyloid kidney, iv. 81; treat- 
ment of, in nephritis, iv. 44. 
Hyperthyroidism, experimental and clinic- 
al, i. 690; Graves* disease and, v. 789. 
Hypertrichosis, radium in treatment of, i. 

477. 
Hypertrophic rosacea, radiotherapy in, 

i. 474. 
Hypertrophy of cardiac muscle, ef- 
fects of, iii. 545; physiology of, iii. 544. 
Hypertrophy of heart. See Cardiac hy- 
pertrophy. 
Hypnosis, normal, i. 573; activity of asso- 
ciation in, i. 573; activity of will in, i. 
574; application of, i. 582; dangers of, i. 
582; general sensations in, i. 577; hallu- 
cinations in, i. 576; heart during, i. 578; 
impulses during, i. 578; intestines dur- 
ing, i. 578; memory during, i. 574; mo- 
tor sphere during, i. 577; reaction to, i. 
576; secretion during, i. 578; sensations 
during, i. 5?6; stages of, i. 573; stomach 
during, i. 578; suggestibility in, i. 574; 
temperature of body during, i. 598; 
trophic effects of, i. 578; vaso-motor ef- 
fects of, i. 578. 
Hypnotic sleep without suggestion, i. 580. 
Hypnotic suggestion, as a form of psycho- 
therapy, iv. 580; principle of, iv. 580; 
for relief of enuresis, iv. 134; use of, in 
treatment of alcoholism, ii. 597; use of, 
in treatment of morphinism, ii. 620. 
Hypnotic suggestive therapy, i. 580. 
Hypnotics, use of, in acute bronchitis, iii. 
361; in delirium tremens, ii. 605; in hal- 
lucinosis of drunkards, ii. 609; in neu- 
rasthenia, iv. 566, 573; objections to, in 
arteriosclerosis, iii. 760; objections to, 
for relief of nocturnal dyspnea in chron- 
ic interstitial nephritis, iv. 70; for relief 
of insomnia due to cerebral abscess, iv. 
423; for relief of insomnia due to chronic 
cerebral hyperemia, iv. 387. 
Hypnotism, i. 565; awakening of patient 
from, i. 572; historical review of, i. 565; 
normal hypnosis and, i. 573; pioneers in, 
i. 566; post-hypnotic suggestion in, i. 
580; susceptibility to, i. 567; technique 
of, i. 568; use of, in chronic alcoholism i ii. 
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593; use of. III treat rncnl of ni"i'|iliiiiis[ii, 
U. 620; utilization of, in medicine, i, 
530. 
apOchONDRIA, (issnpi.it.od with progressive 
paralysis of the insane, iv. 495. 

Hypodermic injection. See Injection, hypo- 
dermic. 

Hypodermoclysis, administ ration o 

saline solution by, for collapse in acute 
Stage of b:ieill(iry dysentery, ii. 317 
administration of normal Saline solu- 
tion by, in hemorrhage of pulmonary 
tuberculosis, ii. 4i!N; ad ministration 
normal saline solution by, in infantile 
diarrhea, ii. 319; administration 
quinin by, in malaria, iv. ', 
tration of quinin by, in pernicious ma- 
laria, iv. 743; use of, in aeute diffusa 
peritonitis, iii. 318; use of, in acute vaso- 
motor paralysis, iii. 753; use of, in 
bilious pneumonia, ii. 2,50; use of, in 
cholera infantum, iii. 204; use of, for 
relief of anuria in nephrolithiasis, iv.I07; 
use of, for relief of hematemesis from 
cirrhosis of liver, Iii, 288; use of, in sepsis 
complicating scarlet fever, ii. 128; in 
severe attacks of a jijiem licitis, iii. 218. 

Hypofunction of organs, organotherapy 
in treatment of, i. 673. 

Hypoglossus paralysis. See Neuritis of 
twelfth cranial nerve. 

Hypophosphites, use of, \\, liroiii'liiiil asthma, 
iii. 385; in convalescence from pneu- 
monia, ii. 253; in laryngeal tuberculosis, 
iii. 348; in tuberculosis of mediastinal 
lymph glands, iii. 507. 

Hypophyseal extracts, use of, in myasthenia 
gravis, iv. 507. 

Hypophysectomy, employment of, in dis- 
eases of pituitary body, iii. 933. 

Hypophybin, i. 739. 

Hypophysis, diseases of, iii. 91.5. 

Hypophysis in ohoanoth era peptics, i- 
730; accessory, i. 733; active principles 
contained in, i. 749; anterior, lobe of, i. 
740; blood supply of, i. 732; conditions 
benefited by administration of, i. 734- 
742; contraindications to use of, i. 752; 
as diuretic in nephritis, iv. 49; direct 
stimulation of, i. 741; effects following 
extirpation of, i. 748; functions of, i. 730, 
733, 734, 740; in hibernating animals, i. 
732; histological picture of, i. 732; hyper- 



activity of, i. 744; hypertrophy of, i 
745; hypoactivity of, i. 747; origin of , i 
732; relation between acromegaly and, 
i. 744; relation between dystrophia 
adiporogenitalis and, i. 734; relation 
between growth and, i, 746; relation 
between other organs of internal s 
e.retiun and, i 7 10: relation between preg- 
nancy and, i. 746; resemblances between 
effects of, and effects of epinephrin, i. 
735; secretion of, i. 733; secretory nerves 
to, i. 742; structure of, i. 730; substance 
contained in, and effecU of, i. 749; sum- 
mary of knowledge concerning, i. 752; 
therapeutic uses of, i. 76, 80, 81; trans- 
plantation of, i. 741; untoward effects 
of, i. 752. 

Hypophysis, tumors of, localizing symp- 
toms of, iv. 442; use of hypophy- 
seal extract followed by relief of, i. 
750. 

Hypopituitarism, conditions associated 
with, i. 747. 

Hypostatic 

Hypotension of 

Hypothyroidism, 

Hysteria, iv. 590; association of, with im- 
pulse of reproduction and struggle for 
existence, iv. 596; delusions in, iv. 594; 
differentiation of, from rabies, v. 716; 
differentiation of schizophrenia from 
hysterical reaction types of, iv. 595; 
exaggeration of existing conditions in, 
iv. 593; hallucinations in, iv. 594; 
mechanism of conversion in, iv. 597; nar- 
rowing of field of consciousness in, iv. 
594; neurasthenic i;roup excluded from, 
iv. 592; physical adjuncts to treatment 
of, iv. 599; psychoanalysis in treatment 
of, iv, 598; reeducation in treatment of, 
iv. 598; resemblance between, and de- 
mentia precox, iv. 593; resemblance he- 
tween, and feeble-mindodness, iv. 595; 
resemblance of melancholia to, iv. 595; 
symptoms resembling, in brain tumor, 
iv. 459. 

Hysterical attacks, accompanying chron- 
ic progressive bulbar paralysis, iv. 253. 

Hysteric; 



Ice, transmission <if typhoid fever by, ii. 3. 
Ice, use of, in acute ophthalmoplegia, iv. 
510; in apoplectic form of vestibular 
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vertigo, iv, (>3K; by applieal it.ni to head, 
in reaction stage of Asiatic c-hnlera, iv. 
852; by application to spine, in strophan- 
tus poisoning, iv. 711; in cerebral hem- 
orrhage, iv. 391 ; in cerebrospinal men- 
ingitis, v. 548; for control of vomiting 
in blackwater fever, iv. 757; for control 
of vomiting due to brain tumor, iv. 448; 
for control of vomiting in tropical relaps- 
ing fever, iv. 776; in migraine, iv, 604; in 
pachymeningitis interna hemorrhagic:!. 
iv. 364; in parotitic complicating typhoid 
fever, ii. 27; for relief of gastric crises in 
tabes, iv. 197; for relief of hematemesis 
in perniciuus anemia, iii. 844; for relief 
of pain in pyelitis, iv. 88. 
Ice bag, uaa of, in acuta appendicitis, iii. 
215, 217; in acute hronehitis, iii. 357; in 
acute catarrhal cholecystitis, iii. 266; 
use of, in acute cerebral meningitis, iv, 
372; in acute hemorrhagic encephalitis, 
iv. 405; in acute infectious myocarditis, 
iii. 750; in acute myelitis, iv. 225; in 
acute tonsillitis, iii. 32; in adenitis com- 
plicating glandular fever, ii. 572; in 
angina Ludovici, iii. 19; in anterior 
poliomyelitis, iv, 237; as application to 
buboes in plague, iv. 843; in cardiac 
neurasthenia, iii. 778; in cerebrospinal 
meningitis, ii. 213; in cervical adenitis 
complicating scarlet fever, ii. 131 ; in 
chronic myocardial insufficiency, iii. 715; 
contra indicated in hemorrhagic form of 
ulcerative colitis, iii. 212; to control 
gastric hemorrhage, iii. 109, 117; to 
control hemorrhage in pulmonary tuber- 
culosis, ii. 490; to control licniorrliLigi' in 
typhoid fever, ii. 20; to control vomiling 
in acute localized |ieritonitis, iii. 312; 
in edematous laryngitis, til. 341; in gon- 
orrheal epididymitis, iv, 152; in Oaves' 
disease, v. 792; in hematemesis during 
cirrhosis of liver, iii. 2K.H; in hemorrhagic 
form of measles, ii. 154; in laryngeal 
complications of measles, ii, 157; in 
mediastinitis, (luring early stages, iii. 
504; in mumps, ii. 170; in pericarditis, 
iii. 517, 520; in phlegmonous pharyngitis. 
iii. 28; as a preventive of myocarditis, ii. 
268; to reduce temperature in pneumonia, 
ii. 232, 233; for relief of cardiac symp- 
toms in chronic progressive bulbar pa- 
ralysis, iv. 253; for relief of delirium in 



septicemia, ii, 283; for relief of pain in 
acute gastritis, iii. 150; for relief of pain 
in acute localized peritonitis, iii. 310; for 
relief of pain in pneumonia, ii, 227; 
for relief of pain in small-pox, ii. 47; 
for relief of tachycardia in exophthalmic 
goiter, iii, 915; in renal colic, iv. 103; 
as a stimulant in septicemia, ii. 282; in 
tetany, iii. 927 ; in throat affections 
complicating scarlet fever, ii. 130; in 
thyroiditis acuta and struma inflam- 

Ice baths, use of, in hydrotherapy, i. 621. 

Ice cap, UN of, in baeillary dysentery, ii. 
314; in cerebral hyperemia, iv. 385; in 
malarial fever, iv. 743; in pneumonia. 
ii, 226; for relief of headache in cerebral 
ahscess, iv, 423; for relief of headache in 
typhoid fever, ii. 27; in scarlet fever, 
ii. 127. 

Ice collar, use of, in acute laryngitis, iii. 338; 
in acute nasopharyngitis, iii. 20; in 
acute uvulitis, iii. 24; in cervical adeni- 
tis complicating diphtheria, ii. 269; in 
membranous laryngitis, iii. 343; in mem- 
branous pharyngitis, iii. 27. 

Ice pack. .Sfec Pack. 

Ice rub, uses of, in hydro therapy, i. 622. 

Iced brinks, over-use of, a cause of gastric 
hyperacidity, iii. 78. 

Ichthyol, use of, in atrophic rhinitis, iii. 332; 
in cervical adenitis complicating scarlet, 
fever, ii. 131 ; in chronic mucous colitis, 
iii. 206; in erysipelas, ii. 276; in leprosy, 
iv. 832;asoinlinent in adenitis complica- 
ting glandular fever, ii. 576; as ointment 
in herpes 7-oster, iv. 359; in ozena, 
iii. 337; to relieve itching in varicella, 
ii. 113; after scarification in edematous 
laryngitis, iii. 341; in small-pox, ii, 49. 

Icutjiyotoxismus. See Fish poisoning. 

Icterus, ealcium content of the blood and, 
v. 796; excess of antit.hrombin in, v. 
797; in gonococcemia, v. 589. 

Icterus or a vis, following paracentesis 
during cirrhosis of liver, iii, 285. 

Idiosyncrasy, as cause of disagreeable ef- 
fects following injection of mercury, ii. 
390; as cause of hydrargyrism, ii. 370, 

"Ignitinu juice." See "Appetite juice." 

Ilel-s, paralytic, iii. 238. 

Imbf.cii.ity, following meningitis, v. 549. 

IllITATlVK CHOItKA. iv. 680. 
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Immermann, tables by, showing yearly 
average of deaths from small-pox before 
vaccination, ii. 100. 

Immobilization, during acute! stage of tuber- 
culosis, ii. 478; of joints in arthritis de- 
formans and chronic rheumatism, ii. 712. 

Immune bodies, formation of, following 
meningococcus vaccination, v. 572; in 
blood of patients recovering from menin- 
gitis, v. 569; in blood of patients vac- 
cinated for meningitis, v. 570, 571; in 
sporotrichosis, v, 423; production of, by 
sera and vaccines, v. S67, 568. See also 
Antibodies. 

Immune-ferment reactions, v. 141; in 
serodlagiiosis of pregnancy, v. 142. 

Immune serum, alien, duration of immunity 
with injection of, v. 9; as (airier of 
specific chemical therapeutic agent, v. 
14;frequenl unfavorable action of, v. 15; 
homologous, duration of immunity with 
injection of, v. 9. See also Sera. 

Immune serum of dysentery, v. 257; pro- 
duction of, v. 259. 

Immune streptococcus opsonin, produc- 
tion of, v. 649. 

Immunity, acquired by attack of glanders, 
ii. 347; acquired by attack of measles, 
ii. 140; acquired by attack of mumps, ii. 
169; acquired by attack of varicella, ii. 
110; acquired by rats to plague, iv. 836; 
by injection of albuminous acids de- 
rived from proteolysis of bacterial cells. 
\ . II ; hy inji-cl i' 'ii "i leulini-yte ex I imi-is. 
v. 10; chemical nature of, v. 1 ; chemical 
reactions between invading organism 
and host in, v. 15; conferred by antity- 
phoid vaccine, duration of, v. 196; con- 
ferred by cowpox, ii. 57; conferred by 
tuberculin, ii. 511; conferred by vac- 
cination, ii. 77; development of, v. I; 
development of, in syphilis, v. 398; 
duration of, after meningococcus vac- 
cination, v. 573; duration of, relative to 
plague, iv. 836; duration of, relative to 
proportion of toxin and antitoxin in 
immune sera, v. 9; duration of, with 
homologous and alien sera, v. 9; duration 
of passive and active, v. 9; establishment 



intal i 



. 773; 



logical reactions in, v. 2; in erysijielas. 
v. 638; in gonococcal infections, v. 598, 
606; in sporotrichosis, v. 423; in typhoid 



fever, by vaccine inoculations, v. 178; 
invading organism in, v. 11; of mouth 
tissues, v. 635; from plague, conferred 
by inoculation, iv. 839; produced by 
antirabic treatment, v. 738; produced 
by final digestion of toxic bacterial pro- 
tein by body ferments, v. 202; relation 
of host t" hivMiliiifi organism in, v. 6; 
relative duration of, with subcutaneous 
and intravenous injections, v. 
ehemosero logical therapy ir 
specific deference of host in, v. 2; 
specific therapy in, v. 2; to actinomyco- 
sis, v. 431; to blastomycosis, v. 426; i 
Malta fever, v. 660; to meningitis, pro- 
duction of, by vaccination, v. 569; to 
pneumonia, experimental studies o 
473-476. 

Immunization, active, antibodies in, 

antitoxins in large doses in, v. 8; against 
blastomycosis, v. 42ti; duration of pas- 
sive and active immunity in, v. 9; 
Ehrlich's theory of, v. 7; against glanders, 
v. 657; against Malta fever, v. 660; in 
ear and eye infections, ' 
also Vaccine therapy. 

Immunization, active, In infectious diseases, 
V. 19; clinical evidence for and against, v. 
25; conditions favorable to, v. 19; 
dosage of serum in, v. 20; effect of, 
on antibodies other than opsonins, v. 24; 
in general infections, v. 26; in localized 
infections, v. 26; in not strictly localized 
infections, summary of, v. 27; neglect 
of surgical procedures for, v. 28; non- 
specific bacterial filtrates in, v. 34; 
opsonin curve in, v. 1 
following, v. 28; relation of c 
in, to recovery, v. 21 ; relation of opsonins 
to recovery in, in generalized infections 
v. 22; relation of opsonins to recovery in, 
in localized infections, v. 21; relation of 
opsonins to recovery in, in not strictly 
localized infections, v. 23; sensitized vac- 

Immunlzatlon against anthrax, ii. 331; com- 
bined method of, ii. 321; technique of, 
ii. 322. 

Immunization against diphtheria, ii. 268. 

Immunological reactions as physico- 
chemical processes, v. 3; chemical nature 
of antigens in, v. 4; grouping of, v. 5; in 
diagnosis, v. 117. 
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Imperial drink, use of, as a diuretic and dia- 
phoretic, iii. 352;. in pyelitis, iv. 89; 
for relief of anuria due to nephro- 
lithiasis, iv. 107. 

Impetigo contagiosa, as complication of 
vaccination, ii. 86. 

Impotence, iv. 178; in spinal syphilis, iv. 
271; as a symptom of diabetes mellitus, 
ii. 751. 

Inanition, anemia due to, v. 799. 

Incandescent light, as source of radiant 
energy, i. 440. 

Incandescent light baths. See Baths. 

Incision, in Ludwig's angina, iii. 19; of 
bites by poisonous anthropods, iv. 701; 
of buboes in plague, iv. 843; for drain- 
age in uremia with edema of extremities, 
iv. 52; indications for, in abscess of 
urethral glands complicating acute gon- 
orrhea, iv. 148; indications for, in peri- 
urethral abscess complicating acute gon- 
orrhea, iv. 148; intradural, See Intra- 
dural incision; in phlegmonous pharyn- 
gitis, iii. 28; to relieve edema of extremi- 
ties in acute nephritis, iv. 60; into 
substance of tongue in parenchyma- 
tous glossitis, iii. 17; in thyroiditis acuta 
and struma inflammatoria, iii. 908; of 
uvula, in acute nasopharyngitis, iii. 20. 

Incision, and sucking of wound, in curare 
poisoning, iv. 710. 

"Inclusion bodies," presence of, in scarlet 
fever, ii. 115. 

Incompleteness, sensations of, as char- 
acteristic symptom of psychasthenia, 
iv. 520. 

Independent irritability op muscle 
cells, i. 372. 

Indian hemp. See Cannabis indica. 

Indians, tuberculosis among, ii. 440. 

Indicanuria, as a cause of pain in bladder, 
iv. 122. 

Indigo carmin test, for functional power 
of kidney, iv. 24. 

Individual prophylaxis against Asiatic 
cholera, iv. 844. 

Individual prophylaxis against tuber- 
culosis, ii. 451; marriage a factor in, 
ii. 460; occupation a factor in, ii. 459; 
precautions to be observed in presence 
of tuberculosis for, ii. 461; protection 
of children in, ii. 454; protection of in- 
fants in, ii. 453; protection of youth in, 



ii. 458; rules for school-children in, ii. 
456; rules for tuberculous subjects in, ii. 
462. 

Individualization, in treatment of epi- 
lepsy, iv. 659, 660. 

Induced current of electricity, characteris- 
tics of, i. 374; as an electromechanical 
method, i. 389. 

Induration of tissues, mechanical effects 
of electrotherapeutics in, i. 395. 

Indurative headache. See Myositis. 

Inebriates' Reform Association, ii. 595. 

Infancy, enteritis in, iii. 201; prophylaxis 
against the neuroses in, iv. 523; pro- 
tection against tuberculosis in, ii. 452. 

Infantile cachexia in Brazil, iv. 768. 

Infantile cerebral paralysis. See Cere- 
bral palsies of children. 

Infantile palsy of cerebellar type, iv. 
514. 

Infantile paralysis. See Poliomyelitis. 

Infantile pseudobulbar palsy. See 
Pseudobulbar palsy. 

Infantile scurvy, iii. 893. 

Infantile splenic anemia, iv. 771. 

Infantilism, pancreatic, iii. 301. 

Infected material, particles from, as a 
cause of cerebral embolism, iv. 400. 

Infected tissues, effect of radiant light 
and heat upon, i. 4£6; electrotherapeu- 
tics applied to, i. 398. 

Infecting organisms, defense of host 
against, v. 6; formation of antibodies in 
host upon invasion of, v. 6; relation of 
host to, v. 6. 

Infection, of the extremities, electrothera- 
peutics for relief of, i. 406; foci of, as 
cause of acute endocarditis, iii. 744; 
mode of, in actinomycosis, v. 429, 430; 
mode of, in Malta fever, v. 659; mode of, 
in sporotrichosis, v. 421, 423; radiant 
light and heat in treatment of intestinal, 
i. 453; theory of, in causation of beri- 
beri, iv. 865. 

Infections, acute, causing nephritis, iv. 55; 
acute, causing neuritis of third, fourth, 
and sixth nerves, iv. 308; causing ne- 
phritis, iv. 55; causing neuralgia, iv. 337; 
chronic, as cause of nephritis, iv. 55; 
extension of, causing secondary sinus 
thrombosis, iv. 426; local, acute arthri- 
tis associated with, ii. 290; localized, ra- 
diant light and heat in treatment of, i. 
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449; localized, thermic effects of electric- 
ity upon, i. 393; simple inflammatory, 
radiant light and heat in treatment of, i, 
455; treatment of, fur prevention of mul- 
tiple neuritis, iv. 325. 

Infectious diarrheas. See Diarrheas. 

l\n:t nors diseases, Abderhalden's theo- 
ries of cause of, based on relations of in- 
vading organism to host, v. 15; active! 
immunization in, v. 19; acute, in causa- 
tion of acute hemorrhagic encephalitis, 
iv. 404; acute, in causation of multiple 
neuritia, iv. 322; acute, in causation of 
multiple sclerosis, iv. 2S0; acute arthri- 
tis complicating, ii. 2SS: acute dilatation 
of stomach accompanying, iii. 175; acute 
myocarditis due to, iii. 747; acute vaso- 
motor paralysis in, iii. 752; in causation 
of acute myelitis, iv. 220; in causation 
of acute ophthalmoplegia, iv. 510; in 
causation of arteriosclerosis, iii. 756; in 
causation of cerebral hemorrhage, iv. 
388; in causation of facial paralysis as- 
sociated with disease of temporal bone, 

thrombosis, iv. 4 JO; in causation of myo- 
tonia congenita, iv. 267; in causation of 
pyelitis, iv. 95; in causation of sciatica, 
iv. 298; in causation of serous meningi- 
tis, iv. 46X; in causal inn of syringomye- 
lia, iv. 277; chronic, in causation of neu- 
ritis, iv. 322; as complication of measles, 
ii. 161; coniUtion of serum favoring ac- 
tive immunization in, v. 19; hemoglo- 
binuria associated with, iv. 4; liability 
to, during whooping-cough, ii. 175; non- 
specific cause of symptoms of infection 
in, v. IS; relation between anterior po- 
liomyelitis and, iv. 235; relation between 
Friedreich's ataxia and, iv. 214; surgical 
procedures in, v. 28; transmission of, by 
diseased meat, ii. 633; treatment of, by 
intravenous injections of, v. 31; Vaugli- 
an's theory of proteolysis of bacterial 
proteins as cause of, v. 16, 
Infectious diseases, vaccine therapy in, v. 
19; clinical evidence for and against, v. 
25; clinical evidence in localized infec- 
tions in, v. 26; clinical evidence in not 
strictly localized infect inns in, summary 
'. 20; ef- 
fect of, on antibodies other than opso- 
M; neglect of surgical proce- 





dures for, v. 30; opsonic c 
19; reactions following, v. 2K; relation 
of opsonins in, to recovery, v. 21 ; rela- 
tion of opsonins in, to recovery in gen- 
eralized infections, v. 22; relation of op- 
sonins in, to recovery in localized infec- 
tions, v. 21; relation of opsonins in, to 
recovery in not strictly localized infec- 
tions, v. 23; sensitized v 

Infectious sinus ■ 
etiology of, 
present in, iv. 427; pathology of, iv. 428; 
prognosis of. iv, 429; prophylaxis against, 
iv. 429; symptoms of, iv. 428; surgical 
treatment of, iv. 429. 

Infectious 

diant heat and light 
448. 

1 n ¥ l a mm atio \s 

Inflammation 

radiant light and heat 
454. 

Inflammation not associated with in- 
fection or toxemia, radiant light and 
heat in treatment of, i. 455. 

Inflammation, simple, electrotherapeutics 
for relief of, i. 409; indications for elec- 
tricity in, i. 411; origin of, i. 409; reflex 
muscular spasm associated with, i. 412; 
rules for treatment of, i. 412. 

Intlammation of soft cerebral mem- 
branes, iv. 357: acute cerebral menin- 
gitis, iv. 308; chronic cerebral meningi- 
tis, iv. 378; epidemic cerebrospinal men- 
ingitis, iv. 373; introduction to subject, 
iv. 367; microorganisms present in, iv. 
368; tuberculous meningitis, iv. 373. 

Inflammation, tuberculous, thermic ef- 
fects of electricity m, i. 393. 

Inflammatory conditions not due to 
infection, thermic effects of electricity 
in, i. 393. 

Influenza, acute, ii. 184; bacteriology of, 
ii. 184; bronchiectasis complicating, ii. 
194; bronchitis complicating, ii. 189; 
cardiocirculatory complications of, ii. 
193; chronic influenza complicating, ii. 
194; classification of, ii. 188; complica- 
tions of, ii. 191 ; convalescence of, ii. 19G; 
diet in, ii. l^s; gastrointestinal type of, 
ii. 189; general treatment of, ii. 187; hy- 
drotherapy for relief of. 636: immunity 
conferred by, ii. ISO; joint affections 
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complicating, ii. 194; meningitis compli- 
cating, ii. 193; mortality from broncho- 
pneumonia as a complication of, ii. 192; 
nephritis complicating, ii. 194; nervous 
type of, ii. 190; pneumonia complicating, 
ii. 191; prophylaxis in, ii. 185; rare com- 
plications of, ii. 194; respiratory type of, 
ii. 188; serum treatment of, ii. 186; 
sources of, ii. 185; specific treatment of, 
ii. 186; summary of subject, ii. 196; 
symptoms of, ii. 187; temperature in, ii. 
188; treatment of, ii. 186; treatment of 
types of, ii. 188; types of, ii. 188. 

Influenza, chronic, as a complication of 
the acute form, ii. 194; treatment of, ii. 
195. 

Influenzal meningitis, ii. 193, 210; bac- 
teriological examination of cerebrospinal 
fluid in, v. 518. 

Infraorbital foramen, alcohol injection 
at, for relief of trigeminal neuralgia, iv. 
344. 

Infusion, intravenous, use of salt solution 
by, in acute vasomotor paralysis, iii. 753. 

Inhalation, of alkalies, for relief of laryngeal 
complications of measles, ii. 157; solu- 
tions available for. use by, ii. 493; use of 
aromatic expectorants by, in chronic 
bronchitis with profuse expectoration, 
iii. 377; use of drugs by, in whooping- 
cough, ii. 180. 

Inhalation spray, method of using in acute 
laryngitis, iii. 339. 

Inhalations, aromatic, use of, in bronchiec- 
tasis, iii. 396; fuming, use of, in asthma, 
iii. 386; of oxygen, See Oxygen; for^ re- 
lief of bronchitis complicating tubercu- 
losis, ii. 504; for relief of cough in chron- 
ic bronchitis, iii. 375; for relief of cough 
in pulmonary tuberculosis, ii. 493; for 
relief of inflammation of larynx, ii. 51; 
for relief of laryngotracheal cough in 
measles, ii. 153; steam, use of, for relief 
of expectoration in tuberculosis, ii. 494; 
use of, in laryngeal tuberculosis, ii. 488; 
use of, in pulmonary abscess and gan- 
grene, iii. 441; use of, in respiratory 
type of influenza, ii. 189. 

Inhaler, use of, to relieve cough in chronic 
bronchitis, iii. 375. 

Inhibitory heart fibers, iii. 537. 

Inhibitory nerve fibers of heart, iii. 
537. 



Injection, administration of alcohol by, in 
diabetic neuritis or neuralgia, ii. 751; 
administration of mercury by, in syph- 
ilis, ii. 376; of mercury, by insoluble 
method in syphilis, ii. 380; of mercury, 
by soluble method in syphilis, ii. 378; of 
nose and throat, in nasal and pharyn- 
geal complications of measles, ii. 156. 

Injection, alcoholic. See Alcohol injections. 

Injection, epidural, use of, for relief of 
pain in sciatica, iv. 296, 300; subarach- 
noid, use of cocain by, in radicular sci- 
atica, iv. 296; urethral, use of, in chronic 
gonorrheal urethritis, iv. 155; vaginal, 
use of, for relief of oxyuris vermicularis, 
iii. 253. 

Injection, hypodermic, administration of 
quinin by, iv. 739; advantages of, as 
mode of giving medicine in cardiac 
asthma, iii. 737; of alcohol, in cardiac 
failure during influenza, ii. 193; of anti- 
anthrax serum, ii. 322; of arsenobenzol, 
in destruction of filaria bancrofti, iv. 
804; of caffein, in bronchopneumonia, 
iii. 421; of caffein, in nephritis, iv. 50; of 
caffein, in toxemia complicating acute 
diffuse peritonitis, iii. 318; of caffein and 
camphor in pulmonary edema, iii. 410; 
of Calmette's serum, in snake bite, iv. 
698; of camphor, in bronchopneumonia, 
iii. 421; of camphor, in cardiac failure 
complicating influenza, ii. 193; of cam- 
phor, in cardiac toxemia during pneu- 
monia, ii. 245; of camphor, in pulmonary 
thrombosis, iii. 411; of camphor, in toxe- 
mia complicating acute diffuse perito- 
nitis, iii. 318; of collargolum, in typhus 
fever, ii. 37; of dextrose, in diabetic 
coma, ii. 743; of electrovargol, in typhus 
fever, ii. 37; of ether, in cardiac failure 
during influenza, ii. 193; of food, i. 640; 
of food, in tetanus, ii. 340; of gelatin, in 
hemophilia, iii. 878; of human serum, 
in chronic pancreatitis, as prophylactic 
against hemorrhage on operation, iii. 
300; of levulose, in diabetic coma, ii. 
743; method for, in use of defibrinated 
blood, iii. 831; of organic compounds of 
arsenic, in pernicious anemia, iii. 828; of 
oxygen, in pneumonia, ii. 237; of Rog- 
ers' hypertonic solution, in Asiatic chol- 
era, iv. 850; of saline solution, in bron- 
chopneumonia complicating influenza, ii. 
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192; of saline solution, in meat poison- 
ing, ii. 63-5; of saline solution, in mumps, 
ii. 171; of saline solution, in poisoning 
by amanita phalloides, ii. 645; of saline 
solution, in typhoid fever, ii. 19; of salts 
of radium, i. 466; of tetanus antitoxin, 
ii. 334; of tuberculin, ii. 513. 

Injection, intracerebral, of tetanus anti- 
toxin, ii. 335. 

Injection, intracranial, in treatment of ner- 
vous syphilis, iv. 487. 

Injection, intralaryngeal, of guaiacol, men- 
thol and camphor in laryngeal tubercu- 
losis, iii. 347; in laryngeal tuberculosis. 
ii. 488, 489; solution for use by, ii. 490. 

Injection into nerve trunk, for relief of pain 
in sciatica, iv. 300; cases benefited by, 
iv. 300; place for, iv. 301; results of, re. 
303; solutions for, iv. 300; technique of, 
iv. 303. 

Injection, intramuscular, administration of 
quinin by, iv. 739; of arsenobenzol, in 
syphilis, ii. 402; of arsenobenzol, in 
syphilis of upper respiratory tract, iii. 
348; of arsenobenzol, in tropieal relaps- 
ing fever, iv. 775; of atoxyl, in kala- 
azar, iv. 769; of caffein salts, in nephri- 
tis, iv. 48; of defibrinated blood, iii. 
831 ; of insoluble salts of mercury, ii. 
380; of mercury, in brain syphilis, iv. 
480, 481; of mercury, in syphilitic dis- 
ease of liver, iii. 265; objections to ad- 
ministration of mercury by, in heredi- 
tary syphilis, ii. 418; objections to ad- 
ministration of mercury by, in preg- 
nancy, ii. 416; of quinin in acid solution, 
in kala-azar, iv. 770; of sodium c'acody- 
late, in pernicious anemia, iii. 828; of 
soluble salts of mercury, ii. 378; of tet- 
anus antitoxin, ii. 335, 336; of thiosina- 
min, to promote absorption in pleurisy, 
iii. 482. 

Injection, intraperitoneal, of epinephrin, in 
generalized form of chronic peritonitis, 
iii. 323; of normal saline solution, 



Rogers' hy- 
Asiatie cholera, iv. 



Asiatic cholera, 

pertonic solution. 

850. 
Injection, intrapleural, to aid absorption, 

iii. 482. 
Injection, intraspinal, autoserosalvarsan 

method for, of Swift & Ellis, re. 484. 

485; Byron'H method for, iv. 486; direct 



method for, iv. 485; "intensive" treats 
ment for, iv. 484; Ogilvie's method for, 
iv. 486. 

Injection, intratracheal, in bronchiectasis, 
in. 397; in chronic at.ropliic laryngitis, 
with involvement of trachea, ui. 343; 
use of guaiacol by, iii. 397. 

Injection, intravenous, of adrenalin chlorid 
in pneumonia with cardiac toxemia, ii. 
244; advantages of, as mode of medica- 
tion in cardiac asthma, iii. 737; of anti- 
anthrax serum, ii. 322; of arsenobenzol, 
for destruction of filaria bancrofti, iv. 
804; of arsenobenzol, in syphilis, ii. 402, 
iv. 483; of arsenobenzol, in syphilis of 
upper respiratory tract, iii. 348; of ar- 
senobenzol, in tabes, iv. 194; of arseno- 
benzol, in tropical relapsing fever, iv. 
775; of atoxyl, in destruction of filaria 
bancrofti, iv. 804; of calcium lactate, in 
tetany, iii. 927; of Calmctte's serum, in 
snake bite, iv. iii>N; of delibrinaled blood, 
iii. 831; of elect rovargol, in typhus fever, 
ii. 37; of cpinephrin, in acute diffuse 
peritonitis, iii. 318; of Fischer's method 
of relieving anuria, iv. S.'.l; of gelatin, in 
hemophilia, iii. 879; importance of, seen 
in septicopyemia, ii. 281; medication by- 
means of, in malignant endocarditis, iii. 
746; of saline solution, in acute diffuse 
peritonitis, iii, 318; of saline solution, in 
bronchopneumonia complicating influ- 
enza, ii. 192; of saline solution, in meat 
poisoning, ii. 035; of saline solution, in 
posthemorrhagic anemia, iii. 808; of sa- 
line solution, in sepsis complicating sear- 
let fever, ii. 128; of saline solution, in 
sunstroke, iv. 094; of saline solution, in 
typhoid fever, ii. 19; of Schlippe's salt, 
in trypanosomiasis, iv. 763; of sodium 
hicarhonate. in diabetic coma, ii, 742; of 
strophanlhin, for pulmonary edema, iii. 
410; of strophanthiii. in toxemia compli- 
cating acute diffuse |>eritonitis, iii. 318; 
of strophantus, in pneumonia with car- 
diac toxemia, ii. 2I">; of tartar emetic, in 
trypanosomiasis, iv. 763; of tetanus an- 
rii<i\iii. ii. ::::.">; use uf digitalis Imdirs by, 
iii. 577; use of, in Fischer's method of 
relieving anuria, iv. 838; use of quinin 
by, suggested in kala-azar, iv. 770; use 
of strophanthin by, iii. 600. 
Injection, mercurial, i 
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Injection, rectal, administration of quinin 
by, iv. 737, 740; of saline solution, in 
Asiatic cholera, iv. 850; of saline solu- 
tion, in delirium tremens, ii. 599; of sa- 
line solution, in hemorrhage during pul- 
monary tuberculosis, ii. 498; of saline 
solution, in mumps, ii. 171 ; of saline so- 
lution, in sunstroke, iv. 694; of sodium 
carbonate, in diabetic coma, ii. 742; use 
of, in enterocolitis complicating measles, 
ii. 161; use of, in Fischer's method of 
relieving anuria, iv. 854; use of small, 
in enteritis of infancy, iii. 203. 

Injection, subcutaneous, See Injection, hy- 
podermic. 

Injection, tracheal, solution for use by, ii. 
490; use of, in laryngeal tuberculosis, ii. 
488,489. 

Inoculation against cholera, iv. 845; against 
plague, i. 142, iv. 839; against rabies, 
See Pasteur treatment; against scarlet 
fever, ii. 123; against small-pox, ii. 52. 

Inorganic gases, poisoning by, i. 727. 

Inorganic substances, as a food stuff, i. 
67. 

Inosite, use of, to prevent acidosis in dia- 
betes mellitus, ii. 743. 

Inotropic influences on cardiac muscle, 
iii. 537. 

Insane, progressive paralysis of, iv. 
490; differential diagnosis in, iv. 492; 
etiology of, iv. 490; hygienic measures 
in, iv. 495; pathology of, iv. 490; phys- 
ical signs of, iv. 491; prognosis in, iv. 
493; prophylaxis against, iv. 493; stages 
of, iv. 492; symptoms of, iv. 491; treat- 
ment of, iv. 493. 

Insanity, immune-ferment reaction in, v. 
145. 

Insects, possible transmission of beri-beri 
by, iv. 865; transmission of leprosy by, 
iv. 828; transmission of tuberculosis by, 
ii. 451. 

Insolation, iv. 688; classification of, iv. 
688; climatic relations of, i. 273; deter- 
mination of, i. 248; etiology of, iv. 688; 
hydrotherapy for relief of, i. 228; pro- 
phylaxis against, iv. 692; treatment of, 
iv. 693. 

Insomnia, accompanying pernicious ane- 
mia, iii. 844; associated with medias- 
tinal tumor, iii. 504; in chronic bron- 
chitis, due to coughing, iii. 374; dietetic 



treatment of, in neurasthenia, iv. 572; 
hydrotherapy for relief of, i. 645; meas- 
ures relating to, in Pasteur treatment of 
rabies, ii. 329; physical agents for relief 
of, in neurasthenia, iv. 572; relief of, in 
after-cure of morphin habit, ii. 619; re- 
lief of, in brain tumor, iv. 447; relief of, 
in cerebral abscess, iv. 423; relief of, in 
cerebral anemia, iv. 383; relief of, in 
chorea minor, iv. 679; relief of, in delir- 
ium tremens, ii. 602, 604; relief of, in 
multiple neuritis, iv. 327; relief of, in 
nervous type of influenza, ii. 191; relief 
of, in neurasthenia, iv. 571; relief of, in 
tuberculosis, ii. 502; relief of, in typhoid 
fever, ii. 26; as a symptom of chronic 
cerebral hyperemia, iv. 387; due to use 
of caffein in nephritis, iv. 48. 

Inspection, value of, in diagnosis of brain 
tumor, iv. 444. 

Instillations, in chronic gonorrheal urethri- 
tis, iv. 159; technique of, iv. 160; uses 
of, in general, iv. 161.. 

Institutions, treatment of epilepsy in, iv. 
661. 

Instructions to patients, for use in 
acute urethral gonorrhea, iv. 142. 

Instruments, aseptic preservation of, iv. 
159; employed in instillation of urethra, 
iv. 159; lubrication of, for catheteriza- 
tion, iv. 158; sterilization of, for irriga- 
tion with catheter, iv. 158. 

Intensity, as a factor in an X-ray treat- 
ment, i. 501. 

Intercostal neuralgia, massage and 
gymnastic exercises in treatment of, i. 
310; treatment of, in general, iv. 357. 

Intercurrent diseases, associated with 
chronic myocardial insufficiency, iii. 741. 

Intermittent treatment, administration of 
mercury by, in syphilis, ii. 403. 

Internal secretion of kidneys, iv. 13. 

Interrenal system, i. 782. 

Interrupters, i. 368. 

Intertrigo, due to chronic myocardial in- 
sufficiency, iii. 740. 

Intestinal adhesions, as a cause of pain 
in bladder, iv. 122. 

Intestinal amebiasis. See Amebiasis, in- 
testinal. 

Intestinal antisepsis, use of, in chlorosis, 
iii. 814. 

Intestinal antiseptics, in treatment of acute 
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typhoid carrier, v. 222. See also Anti- 
septics. 

INTESTINAL AUTOINTOXICATIOX, CHRONIC, 

as a cause of sciatica, iv. 299. 

Intestinal crises, in tabes, iv. 191. 

Intestinal distomiasis, iv. 796; prevent- 
ive measures in, iv. 798; remedial meas- 
ures in, iv. 798; species of, iv. 796. 

Tnt^Hcfinai rihntnitimi, value of , in treatment 
of exophthalmic goiter, iiL 917. 

Intestinai, indigestion, as a cause of en- 
uresis, iv. 132. 

Intestinal neuroses, iiL 249. 

Intestinal obstruction, iii. 237; acute, iiL 
237; chronic, iiL 212; fecal impaction as 
cause of, iiL 238; intussusception as 
cause of, iiL 241; volvulus as cause of, iii. 
241. 

Intestinal parasites, iiL 250; ascaris him- 
bricoides, iiL 250; as cause of enuresis, iv. 
130; echinococcus disease, iiL 255; 
oxyuris vermicularis, iiL 252; poisoning 
due to presence of, in food, ii. 631; 
trichuriasis, iii. 253; trichocephalus dis- 
par, iiL 235. 

Intestinal paresis, use of extract from 
posterior lobe of hypophyseal gland for 
relief of, L 109. 

Intestinal peristalsis, methods for stim- 
ulating, in chronic constipation, iiL 
235. 

Intestinal schistosomiasis, iv. 801; pre- 
ventive measures in, iv. 802; remedial 
measures in, iv. 801. 

Intestinal teniasis, iv. 792; preventive 
measures in, fr\ 795; remedial measures 
in, iv. 794; varieties of, iv. 792. 

Intestine, involvement of, in Graves* dis- 
ease, v. 797; removal of fluid by, in 
cardiac insufficiency with general anasar- 
ca, iii. 678. 

Intestine, small, catarrh of. See Enter- 
itis, chronic. 

Intestines, changes in, during hypnosis, i. 
578; disturbances of, in measles, ii. 160; 
disturbances of. due to rachitis, ii. SOS; 
involvement of. in Graves* disease, v. 
791 : perforation of, in typhoid fever, ii. 
22: puncture of, for relief of meteorism 
in typhoid fever, ii. 26. 

Intestines, diseases of, iii. 193: acute ap- 
pendicitis, iii. 213; acute enteritis, iii, 
193; acute intestinal obstruction, iii. 237; 
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appendicitis, iiL 212; appendicitis in 
pregnancy, iii. 220; appendicitis in ty- 
phoid fever, iiL 219; cholera infantum, 
iii. 204; chronic appendicitis, iii. 212; 
chronic enteritis, iii. 196; chronic intes- 
tinal obstruction, iii. 242; chronic mu- 
cous colitis, iiL 206; colitis, iii. 205; con- 
stipation, iiL 221; enteritis, iii. 193; en- 
teritis in infancy, iiL 201; enterospasm, 
iii. 231; infectious diarrhea, iii. 204; in- 
testinal obstruction, iiL 237; intussuscep- 
tion, iiL 241; membranous enteritis, iii. 
207; mucous colic, See Membranous en- 
teritis; spastic constipation, iii. 231; ul- 
cerative colitis, iii. 211 ; visceroptosis, iii. 
243; volvulus, iiL 241. 

Intoxication, alcoholic, See Alcoholism; 
bromid, See Bromid intoxication; en- 
dogenous, in causation of multiple scle- 
rosis, iv. 280; general, following intra- 
muscular injection of mercury for syph- 
ilis, ii. 390; hydrotherapy for relief of 
alcoholic, i. 650; morphin, See Morphin 
habit. 

Intoxications, anemia due to, v. 799; 
causing hemoglobmuria, iv. 4; causing 
neuralgia, iv. 337; causing neuritis of 
third, fourth, and sixth nerves, iv. 308; 
chronic, importance of, in etiology of 
arteriosclerosis, iii. 755. 

Intoxications of pregnancy, antistrepto- 
coccus serum in, v. 826; normal horse 
serum in treatment of, v. 825. 

Intraabdominal support, deficiency of, a 
cause of movable kidney, iv. 1. 

Intracellular ferments, decomposition 
produced by. in animal tissues and 
effects of, ii. 632. 

Intracerebral headache, iv. 618; brain 
tumor, iv. 61S; hydrocephalus, iv. 619. 

Intracranial disease, causing neuritis of 
seventh nerve, iv. 310; causing optic 
neuritis, iv. 305. 

Intracranial gasserian operation, for relief 
of trigeminal neuralgia, iv. 354. 

Intracranial injectio n s of antitoxin in 
tetanus, v. 461. 

Intracutaneous gonococcal reactions, 
v. 159. 

Intracutaneous tuberculin reaction, 
v. 157. 

Intradural incision, of posterior spinal 
nerve root* in tabes, iv. 198. 
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lntralaryiiKe.il applications. See Appb'ca- 

Intramuscular injection. So: Inject inn, in- 
tramuscular. 
Inthafelvic disease, sciatica from, iv. 

Intrapelvic neuritis, electrotherapeutics 
for relief of, i. 416. 

Intraperitoneal injection. See Injection, 
intraperitoneal. 

Intrapleural injections. See Injection, in- 
trapleural. 

Intraspinal injections of antitoxin in tetanus, 
v. 462. 

Intra spinous injection of salvarsan and 
neosalvarsan, v. 409, 410. 

Intrasptnous injection of serum containing 
salvarsan in syphilis of central 
system, v. 410-417; after-trentm 
v. 418; technique of, v. 414-418. 

Intrathoracic pressure 
udates, iii. 459, 460. 

Intratracheal injections. See Injection, in- 
tratracheal. 

Intravenous injection. See Injection, intra- 

Intravenous injections of antitoxin, rapidity 
of effect of, v. 9; of saline Hohition in 
treatment of Asiatic cholera, v. 293. 

Intravenous injections, of foreign proteins, 
in treatment of infectious diseases, v. 31 . 

Intravenous injection of salvarsan, length 
of treatment by, v. 419. 

Intravenous and subcutaneous injection 
of antitoxin, comparative duration of 
immunity in, v. 9. 

Intraventricular heart block, iii. 566. 

Intraventricular puncture, in posterior basic 
meningitis, v. 561. 

Intubation of larynx, indications for, in 
diphtheria, ii. 2<ii>; indications for, in 
laryngeal complications of measles, ii. 
158; indications for, in laryngeal tuber- 
culosis, ii. 490; indications for, in laryn- 
gismus stridulus complicating rachitis, 
ii. 810; indications for, in membranous 
laryngitis, iii. 343; indications for, in 
pneumogost ric paralysis, iv. 320; indi- 
cations for. in stenosis of larynx, iii. 349; 
method of ped'oni'iing. ii. -till; [mssiliili- 
ty of, in acute laryngitis, iii. 340; possi- 
bility of, for edematous laryngitis, iii. 
341; reinsertion of tube in, after re- 



i. 241. 



Iniilin, as substitute for vegetable starch 
in diabetes me 11 it us, ii. 726. 

Inunction, administration of mercury by, 
in syphilis, ii. 374; administration of 
quinin by, iv. 740: administration of 
mercury by, in syphilis, iv, 480; employ- 
ment of, in scarlet fever, ii, 124. 

Invalid broths, i. 123. 

Invalid's dietary, i. 122; arrowroot, i. 125; 
barley water, i. 122; beef juice, i. 123; 
beef pulp, i. 123; beef tea, i. 122; boiled 
rice, i. 125; bread pudding, i. 127; caudle, 
i. 125; chicken broth, i. 122; chicken 
jelly, i. 122; cocoa, i. 127; cocoa junket, 
i. 126; cocoa with milk, i. 127; coffee, i. 
128; custard, baked, i. 127; custard, 
soft, i. 126; egg albumin water, i. 124; 
egg flip, i. 124; egg-nog, i, 124; invalid 
broths, i. 123; junket,, i. 126; lemonade, 
i. 128; oatmeal gruel, i. 122; orangeade, 
i. 128; rennet custard, i, 126; rice pud- 
ding, i. 125; rice and egg pudding, i. 125; 
savory custard, i. 124; toast water, i. 
122; vanilla ice cream, i. 127. 

Iodid, in treatment of cerebrospinal menin- 
gitis, v. 548. 

Iodid of ammonium. See Ammonium iodid. 

Iodid of calcium. See Calcium iodid. 

Iodid of iron, use of, in glandular enlarge- 
ment accompanying rin-hitis, ii. 80S; in 
mumps, ii. 171; syrup of, in chronic 
nasopharyngitis, iii. 21. 

Iodid of potash. See Potassium iodid. 

Iodid of potash ointment, use of, in mumps, 
ii. 171. 

Iodid of potassium, use of, in actinomycosis, 
v. 431; in blastomycosis, v. 426; in bron- 
chial asthma, iii. 383. 

Iodid of rubidium. See Rubidium iodid. 

Iodid of sodium. See Sodium iodid. 

Iodid of sodium and chloral, use of, to re- 
lieve dyspnea due to pressure from a 
mediastinal tumor, iii, 503. 

Iodids, use of, in actinomycosis, iii. 291 ; 
in arteriosclerosis, iii. 761; in arterio- 
sclerotic vertigo, iv, 634; in atrophic 
rhinitis, iii. :i.V); in cardiac neurasthenia, 
iii. 778; in chronic cerebral meningilis 
of syphilitic origin, iv. 378; in chronic 
myocardial insufficiency due to syphilis, 
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iii. 730; in chronic ophthalmoplegia, iv. 
512; contraindicated in pulmonary ede- 
ma, iii. 411; in delayed resolution of 
pneumonia, ii. 249; as expectorants 
in chronic bronchitis, iii. 372; in heredi- 
tary syphilis, ii. -11(1; in migraine, iv. 605; 
in nervous syphilis, iv. 487; to promote 
absorption after i-crcbral hemorrhage, iv. 
393; to promote absorption in pleurisy, 
iii. 470; in progressive paralysis of the 
ins;, n,., iv. -I'.M: in pseudobulbar paralysis 
iv. 506; in radicular sciatica, iv. 295; to 
relieve heart, block associated with syph- 
ilis, iii. 772; in syphilitic arthritis, ji. 290; 
in syphilitic gastritis, iii, 167; in tuber- 
culosis of mediastinal lymph nodes, 
iii. 507; in tumor or cyst of liver, iii. 291 . 

Iodids, organic, use of, in syphilis, ii. 396. 

Ion in, effect of, on thyroid, ii. 671; presence 
of, in thyroid gland, i. 684; relation of, to 
histological struct ure of thyroid, ii. (S8S; 
relation of, to physiological activity of 
thyroid gland, i. 685; in thyroid gland, 
decrease of, in Graves' disease, v. 791. 

Iodln, use of, as disinfectant for site of 
puncture in thoracentesis, iii. 474; by 
hypodermic injection, in ozena, iii. 337; 
by hyivwlermic injection, to promote 
closure of pancreatic fistula, iii. 307; 
by hypodermic injection, in syphilis of 
upper respiratory tract, iii. 349; in- 
jection of, into thyroid gland, objec- 
tions to, iii. 911; internally, for enlarge- 
ment of lymphatic glands in measles, 
ii. 162; internally, in goiter, iii. 911, 918; 
internally, for nephritis complicating 
scarlet fever, ii. 133; internally, in re- 
duction of obesity, ii. 308; for irrigation 
of pleural cavity, hemiplegia following, 
iii. 487; prophylactic use of, in menin- 
gitis epidemics, v. 566. 

Iodln, local use of, in abscess complicating 
tuberculosis, ii, 505; in atrophic rhinitis, 
iii, 332; in cervical adenitis in scarlet 
fever, ii. 131; in chronic glossitis, iii. 18; 
in chronic nasopharyngitis, iii. 32; in 
chronic rhinitis, iii. 329; in climatic 
buboes, iv. 880; in echinococcus disease, 
iii. 256; for enlargement of spleeen in 
malaria, iv. 744; in goiter, hi. 910, 918; 
in herpes of the mouth, iii. 7; in in- 
flammation of labial glands, iii. 5; in 
laryngeal complications of tuberculosis 



ii. 489, 490; in leukoplakia, iii. 
over spine in lathjTLsm, iv. 709; for 
relief of cough in tuberculosis, ii. 493; for 
relief of pain in chest in tuberculosis, 
ii. 502; for relief of pain in pleurisy, iii _ 
468; for relief of pharyngeal cough, ii. 
491; in small-pox, ii. IS; in stomal it is due 
to hydrargyrism, ii. 372; in struma in- 
flammatoria, iii. 908; in thyroiditis 

Iodln, use of, in syphilis, ii. 39(1; absorption 



of, i 



i. 390; 



tion of, by mouth, ii. 393; dosage of 
different preparations of, ii. 395; elimi- 
nation of, ii. 391; for gummata, ii. 415; 
hypodermic administration of, ii. 394; 
ill effects of, ii. 392; for mucous patches, 
ii. 413; for papular and tubercular ter- 
tiary lesions, ii. 412; preparations of, ii. 
'.i'Xi; prophylaxis ;ij;ain.sl lodism in, ii. 
392; proprietary preparations of, un- 
reliable, ii, 393, 395; rectal adminis- 
tration of, ii. 394; in syphilitic bone 
lesions, ii. Illj; in syphilil ii- j nil it li -sinus. 
ii. 416; 






value of, ii. 390. 
Iodln and glycerin, local u 
rhinitis, iii. 332. 



Iodln and oil of cloves, local Di 
in. 337. 

Iodln prepared with gelatin, i 

phic rhinitiB with goiter, iii. 330. 

Iodin tuberculin, v. 326. 

lodlpln, use of, as expectorant in chronic 
bronchitis, iii. 372; in syphilis, ii. 396. 

Iodism, ii. 392; caused by the action of 
hydrochloric acid upon nidids, hi. 167. 

Iodoform, use of, as dressing for sores in 
frambresia tropica, iv. 781 ; as dusting 
powder for gangrenous chancre, ii. 409; 
as dusting powder for 
on genitalia, ii. 113; in frambicsia lro|j- 
ica, iv. 780; by insufflation, in laryngeal 
tuberculosis, iii. 347; by insufflation in 
syphilis of upjier respiratory tract, iii. 
349; in local treatment of laryngeal 
tuberculosis, ii. 489; as supposi lories 
for rectal chancre, ii. 410; in tropical 
phagedenic ulcer, iv. 884. 

Iodoform gauze tampon, use of, for control 
of epistoxis, iii, 335. 
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Iodoiena, hypodermic injection of, in atro- 
phic rhinitis, iii. 330. 

lodopetrogen, use of, in chronic parotitis, 
iii. 28; in goiter, iii. 911. 

Iodothjrln, use of, in athyrea and hypc- 
thyrea, iii. 924. 

lodovasogen, use of, in goiter, iii. 911. 

Ionic concentration, as basis of standard- 
ization in pharmacology, i. 11. 

Ionization, process of, i. 396. 

Ipecac, use of, in after-treatment of liver 
abscess, iv. 727; in baeillary dysentery, 
ii. 316; on cultures of amebic followed 
by lethal action, iv. 722; in dysentery, 
iv. 724; as emetic in acute alcoholism, 
ii. 584, 585; as emetic in acute bronchitis, 
iii. 365; as expectorant in chronic bron- 
chitis, iii. 372; in hepatic abscess, iv. 727; 
in prophylaxis of amebiasis, iv. 726; in 
sprue, iv. 878; in ulcerative colitis due 
to Balantidium coli, iv. 778. 

Ipecac, syrup of, use of, in acute laryngitis 
of children, iii. 340; in spasmodic laryn- 
gitis, iii. 342; in herpes of the mouth, iii. 
7. 

Ipecac and clnchonln, use of, in acute laryn- 
gitis of young children, iii. 339. 

Ipecac and squills, use of, in pill form for 
control of cough in chronic bronchitis, 
iii. 375. 

Ipecac treatment In dysentery, liver abscess 
limited by, iii. 290. 

Ipecacuanha, use of, in bronchial asthma, 
iii. 389; to induce emesis in acute gas- 
tritis, iii. 154; in plastic bronchitis, iii. 
392. 

Ipecacuanha wine, use of, as spray to con- 
trol profuse expectoration in chronic 




*, syphilitic, ii. 414. 
H, baths containing, iii. 818; forms of, iii. 
816; formula; for, iii. K17; hypodermic 
* of, iii. 818; person! ago of, in mineral 
ones as to action of, 

disease, iii. 901; 



in after-treatment for chrome opium 
poisoning, ii. 616; in after-treatment of 
herpes zoster, iv. 359; in amyloid kid- 
ney, iv. 81; in amyxorrhea gastrica, iii. 
101; in anemia associated with chronic 
myocardial insufficiency, iii. 742 ; in ane- 
mia of tuberculosis, ii. 503; in bronchial 
asthma, iii. 385; in bronchoadenitis, 
iii. 398; in cerebrospinal meningitis, v. 
550; in chlorosis, iii. 811, 814, 815; in 
chlorosis, baths containing, iii. 820; in 
chlorosis, mineral springs and, iii. 820; 
in convalescence from diphtheria, ii. 267; 
in convalescence from glandular fever, 
ii. 573; in convalescence from influenza, 
ii. 196; in convalescence from pneu- 
monia, ii. 254; in epidemic dropsy, iv. 
876; formula; for, in chlorosis, iii. 818; 
in Graves' disease, v. 792; in hay fever, 
iii. 390; in hookworm disease, iv. 810; by 
hypodermic injection in chlorosis, iii. 
820; with intestinal antiseptics in chlo- 
rosis, iii. 820; in nephritis, iv. 63; in 
neuritis, iv. 289; in occupation pareses, 
iv. 332; in optic neuritis without ap- 
parent cause, iv. 306; in organic com- 
pounds, in chlorosis, iii. 819; in poet- 
diphtheritic paralysis, ii. 270; in rachitis, 
ii. 80S; to relieve anemia in acute ne- 
phritis, iv. 62; in secondary anemias, iii. 
810; in tabes, iv. 213; in treatment of 



Iron and arsenic, use of, hypodermically, in 
convalescence from acute endocarditis, 
iii. 746; use of, in treatment of secondary 

Iron, iodid of. See. Iodid of iron. 

Iron, salts of, use of, in neuralgic headache, 
iv. 608. 

Iron and strychnin, use of, in neurasthenia, 
iv. 565. 

Iron, syrup of iodid of, use of, in chronic 
rhinitis of children, iii. 328; in tubercu- 
losis of mediastinal glands, iii. 507. 

Iron, tincture of chlorid of, use of, in acute 
ulcerous gingivitis, iii. 9; in membranous 
laryngitis, hi. 343; in membranous phar- 
yngitis, iii. 28; in pneumonia, ii. 235; for 
relief of bloody vomit in yellow fever, 
iv. 872; in scarlet fever, ii. 125; in sub- 
siding stage of acute rhinitis, iii. 328; in 
throat affections complicating scarlet 
fever, ii. 130. 
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Iron chlorid, use of, to control epistaxis, 

objectionable, iii. 335. 
Iron compounds, organic, use of, in chloro- 



Iron persulphate, use of, in acute naso- 
pharyngitis accompanied with uvulitis, 



Iron tuberculin, v. 324. 
Iron waters, action of, 



i chlorosis, iii. 818. 



Iron wire, introduction of, in aneurysm, 
iii. 767. 

Irons on subcutaneous gonococcal reac- 
tions, v. 159. 

Irrigating solutions, asepsis of, iv. 159. 

Irrigation, in acute nasopharyngitis, iii. 20; 
in acute rhinitis, iii. 327; of adenoid 
vegetations, iii 27: of bladder, to lessen 
vesical irritability in tuberculous kid- 
ney, iv. 117; of bladder, for relief of en- 
demic hematuria, iv. 801; of colon, See 
Colonic flushing; in diverticula of esoph- 
agus, iii. 82; hot, in acute uvulitis, iii. 
24; hot, in phlegmonous pharyngitis, iii. 
28; with hydrogen peroxid in membran- 
ous pharyngitis, iii. 27; of intestines, in 
hacillary dysentery, ii. 317; of naso- 
pharynx, in diphtheria, ii. 264; of naso- 
n diphtheria, a cause of otitis 
269; of pleural cavity, for em- 
. 487; of rectum, in tricho- 
iv. 814; of the tissues in sep- 
ticopyemia, ii. 282; of urethra, in chron- 
ic gonorrheal urethritis, iv. 157; of 
urethra, in connection with massage of 
prostate, iv. 164; of vagina, in diabetic 
vulvitis, ii. 751. 

Irritants, prohibition of, in food or drink 
in chancre of lips, mouth, or tongue, ii. 
410; use of, direct, as emetics, contrain- 
dicatcd in acute gastritis, iii. 154. 

Irritation, symptoms or, in acute cerebral 
meningitis, iv. 369; in hrain tumor, iv. 
436. 

Ihhiuami, tuberculin of, v. 326. 

Islands of Langerhanb, function of, ii. 
758; number and size of, ii. 750; struc- 
ture of, ii. 760. 

Ibo-a NTi bodies, cytolytic effects of, v. 766, 
767; in experimental cancer in vitro, V, 
767, 76S; specificity of, v. 78S. 

Isolation, indications for, in neurasthenia, 



pharynx ii 
media, ii 
pyema, 
cephalus 



iv. 540; in membranous pharyngitis, i 
27; necessity for, in anterior poliomye- 
litis, iv. 237. 

Iso-LYBINS, action of, in experimental can- 
cer in vivo, v. 768, 769. 

Italians, predisposition of, to rachitis, ii. 



Itcjhng, in acute nephritis with uremia, 
63; as a symptom of diabetes mellitus, 
ii. 749; in serum sickness complicating 
cerebrospinal meningitis, v. 558. 

Itching erythemas, radiant light, and heat 
in treatment of, i. 459. 

Izal, use of, by intratracheal injection, for 
bronchiectasis, iii. 397. 



Jaiioulay, excision of skull for relief of 
trigeminal neuralgia by, iv. 354. 

Jacket, plaster, use of, in Friedreich's 
ataxia, iv. 218; in sacroiliac sciatica, iv. 
297. 

Jacket, wooden, use of, in Friedreich's 
ataxia, iv. 21S. 

Jacksonian epilepsy, iv. 649. 

Jail fever. Stt Typhus fever. 

Jakowleff, on cholera "carriers," iv. 844. 

Jalap, me of, in cirrhosis of liver, iii. 286; 
in nephritis, iv. 33. 

Jalap, compound powder, use of, in pleurisy, 
iii. 469. 

Jalap, rhubarb, and calomel, use of, in cere- 
bral hyperemia, iv. 386. 

Jalap powder, use of, in wood alcohol poi- 
soning, ii. 607. 

Janet, classification of phobias by, iv. 
views held by, on hypnosis, iv. 580. 

Janet and Bernheim, hypnotic sugges- 
tion employed by. in treatment of psy- 
chic disorders, iv. 580. 

Janin, experiments of, in treatment of lep- 
rosy with serum prepared with nodules 
of patient, v. 388. 

Japan, history of vaccination in, ii. 101 

Japanese flood fever, Sec Shima mi 

Japanese hand-stove, use of, in typhoid 
fever, ii. 23, 28. 

Japanese river fever. See Shima mushi. 

Jal'ndice, iii. 260; acute catarrhal, iii, 260; 
associated with gallstones in transit, iii. 
274; chronic catarrhal, iii. 262; hemor- 
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md Mi mil treatment of, 



Jaurez, Prop., theory held by, regarding 
delirium tremens, ii. 599. 

Jefferson, President, interest taken in 
vaccination by, ii. 62. 

JendrXssik's phenomenon - , iv. 187. 

Jenner, discovery of vaccination by, i. 125, 
ii. 57; inoculation experiments by, ii. 92. 

Jennings, Oscar, method employed by, for 
treatment of morphinism, ii. 619. 

jEQumrrr seed, poisonous elements in, of 
a proteid character, ii. 632. 

Jensen, experiments of, with a heterogc- 
netic tumor antiserum, v. 762. 

Jessen's tuberculin, v. 324. 

Jebsen and Kzewuski, compression ap- 
paratus employed by, in X-ray treat- 
ment of mediastinal tumor, iii. 502. 

Jesty, Benjamin, first inoculation of cow- 
pox for prevention of small-pox by, ii. 
57. 

Jewish race, liability to diabetes among, 
ii. 698. 

Jobbing and Bull, on anaphylactic symp- 
toms produced liy injections of washed 
typhoid bacilli, v. 201. 

Jochmann, preparation of specific immune 
serum for cerebrospinal meningitis by, 
v. 521. 

Joeliinann's Albumose-free Tuberculin, v. 
330; preparation of, v. 324. 

Jock-strap, iv. 138, 151. 

John op Gaduesden, red light treatment 
of small-pox suggested by, ii. 51. 

Johnson, James, on clothing us a means of 
protection againsl plague, iv. 841. 

Joint movements, use of, in massage, i. 
292. 

Joints, affections of, as complication of in- 
fluenza, ii. 194; complications of cere- 
brospinal meningitis affecting, v. 540, 
541 ; electrotherapeutics for relief of 
simple inflammation of, i. 412; electro- 
therapeutics for relief of toxic inflam- 
mation of, i. 40S; gonococcal involve- 
ment of, See Gonococcal arthritis; hy- 
drotherapy for relief of disturbances of. 
i. 648; infectious nature of, ii. 687; local 
treatment for syphilitic lesions of, ii. 
415; localization of Malta fever infec- 
tion in, v. 661 ; radiant light and heat in, 
fo- relief of toxic inflammation of, i. 



455; use of thyroid gknd in affections of, 
i. 701. 

Jones, Carmalt, results published by, of 
tuberculin treatment in broncho adeni- 
tis, iii. 399. 

Josseravd, experiments by, on transmis- 
sion of tuberculosis by vaccination, ii. 90. 

Joukoffsky, vaccination by, of healthy 
children from syphilitic children with- 
out transmission of syphilis, ii. 88. 

Jugular vein, treatment of, in operation 
for thrombosis of lateral sinus, iv. 430, 

June com, pollen of Gnmiinureie cause of, 
v. 673, 674. 

Jung, association experiment employed by, 
in psychotherapy, iv. 5S9; on resem- 
blance between hysteria and dementia 
precox, iv. 592. 

Junket, as article of invalid dietary, i. 126. 

Juniper heuhtes, use of, dangerous in ne- 
phritis, iv. 48. 

JitROENSEN, use of alcohol in pneumonia 
advocated by, ii. 231. 

JObgen, results of use of Eichhorst's for- 
mula for cream of tartar in cirrhosis of 
Uver with ascites reported by, iii. 286. 

Juvenile form of muscular dystro- 
phy, iv. 261. 

Kafindo. Sec Onyalai. 

Kala-azar, iv. 769; microorganism caus- 
ing, iv. 769; preventive measures in, iv. 
771 ; remedial measures in, iv. 769. 

Kamala, use of, as substitute for male fern, 
iv. 794. 

Kaolin, local use of, in removing diphtheria 
bacilli from surface of mucous mem- 
branes, v. 450; use of, in gastric hyper- 
acidity, iii. 97. 

Ka ps am her, phloridrin injection test modi- 
fied by, iv. 24. 

Karlinski, isolation by, from leprosy eases, 
of acid-fast bacilb*, v. 383. 

Kan-ell's diet, for reduction of obesity, ii. 
785. 

Katayama iiibbase, iv. 802. 

Katzenstein's method, of determining ex- 
tent of chronic myocardial insilfticienev, 
iii. 694. 

Kaufmans, formula for nutrient enema 
recommended by, iii. 110. 

Kausch, W., on ventricular puncture f<r 
relief of hydrocephalus, iv. 466. 









TIIEKAPKl'SIS 



Kean, Dh., results of antityphoid 

tion in the U. S, Army reported by, ii. 4. 

Kedani mite, iv. 70S. 

Keeley gold cure, ii. 590. 

Keen, W. W., on operative treatment of 
traumatic hematoma, iv, 360. 

Keene's operation for posterior basic men- 
ingitis, v. 543. 

Kehr, Hans, on operation for gallstones, 
iii. 278. 

Keith's node, iii. 540. 

Kelaiditis, claim by, for making 
serum for whooping-cough, ii, 1 

Keli.au, investigations by, 
rachitis, ii. 805. 

Kelligrew, atrophic rhinitis treated with 
vibratory massage by, iii. 332. 

Kellogg, rules given by, for abdominal 
massage, i. 323. 

Kellogg's incandescent light baths, iii. 378. 

Kelly, H. A., on appendicitis in typhoid 
fever, iii. 219; cases of appendicitis classi- 
fied by, with reference to operation, iii. 
218. 

Keloids, radium in treatment of, i. 480; 
X-ray therapy for relief of, i. 540. 

Kenneov, early report on sAinll-pox inocu- 
lation by, iii. 52. 
Keratosis bdccalis. See Leukoplakia. 
Kerion op scalp, X-ray therapy for re- 



lief of, i 
Kernig's £ 

iv. 365; 

374, 



537. 

ox, presence of, in acute cere- 
ingitis, iv. 369; in delirium tre- 
605; in traumatic hematoma, 
in tuberculous meningitis, iv. 



Ketonuria, carbohydrates in treatment of, 
ii. 756. 

Keyes instillator, iv. 160. 

Kidd, case reported by, of mediastinal tu- 
mor relieved by simple incision and 
drainage, hi. 501. 

Kidd, Benjamin 1 , statistics given by, re- 
garding production in tropics, iv. 686. 

Kidney, action of renal toxin on, iv. 14; 
anaphylactic reaction in, v. 80; decap- 
sulation of, in acute nephritis, iv. 60; 
decapsulation of, in toxemia of preg- 
nancy, iv. 83; inflammation of, caused 
by colon bacillus, v. 239; internal secre- 
tion of, iv. 13; involvement of, in gon- 
orrhea, v. 587, 588; malformation or 
displacement of, predisposing to colon 




bacillus infection, v. 23(1; operative pro- 
cedures predisposing to colon bacillus 
infection in, v. 240; passive congestion 
of, a cause of nephritis, iv. 29; sub- 
stances excreted with difficulty by, : 
58. 
Kidney, amyloid disease 

loid disease of kidney. 
Kidney, contracted, association of, ' 
chronic myocardial insufficiency, ii 
digitalis contraindieated in cardiac ii 
sufficiency due to, iii, 588; effect of stro- 
phanthin upon, iii. 579, 600; use of digi- 
talis for gastrointestinal symptom 
pendent upon, iii. 590. 

Kidney, floating.. See Kidney, movable. 

Kidney, movable, iv. 1; as cause of hy- 
dronephrosis, iv. 96; causes of, iv. 1 
mechanical vibration in treatment of, i 
358; treatment of. i 

Kidney of pregnancy 

Kidney, tuberculous, iv. 112; complica- 
tions in, iv. 117; cystoscopic exa 
tion in diagnosis of, iv. 114; d 
of, iv. 114; diet for, iv. 116; early s 
of, iv. 113; hygienic n 
ment of, iv. 115; modes of infection in, 
iv. 112; operation for, iv. 114; prophy- 
laxis against, iv. 118; symptomatic treat- 
ment of, iv. 117; treatment of, ii 
era!, iv. 112; tuberculin in diagnosis of, 
iv. 114; tuberculin in treatment of, iv. 
116; urine findings in diagnosis of, iv. 
113; X-ray in diagnosis of, iv. 114. 

Kidney ikhitants, avoidance of, in 
eases that predispose lo nephritis, iv 

Kidney tests, functional, in pyelitis, iv. 
88; value of, iv. 23. 

Kidneys, effect of caffein s 
604; effect of epinephrii 
effects of X-rays upon, 
tance of attention to, i: 
iv. 872; local treatment for syphilitic 
lesions of, ii, 416; measures for stimu- 
lating action of, in multiple neuritis due 
to lead poisoning, iv. 325; normal physi- 
ology of, iv. 10; organotherapy of, i. 
831; pathological physiology of, iv. 14. 

Kidneys, disorders or, due to araeno- 
treatment of syphilis, ii 



* upon, iii. 

. 523; impor- 
i yellow fever, 



a a complication of liiphthi 
s a complication of measles, 
> hydrargy 



heria. ii. 271; 
«,EL 161; due 

hydro therapy 
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for, i. 630; influence of climate upon, i. 
283. 

Kienboeck, method employed by, for X- 
ray treatment of mediastinal tumors, iii. 
502. 

Kienboeck and Adamson, modification 
by, of system of X-ray therapy for re- 
lief of tinea and favus, i. 536. 

Kienboeck's quantimeter, for measuring in- 
tensity of X-ray, i. 503. 

Kiliani, on results of alcohol injection for 
trigeminal neuralgia, iv. 344, 345, 353; 
on results of operation for trigeminal 
neuralgia, iv. 355. 

Kilmarnock, mortality from small-pox in, 
before and after vaccination, ii. 96. 

Kilmer, method suggested by, for controll- 
ing paroxysms of whooping-cough, ii. 
178. 

Kimpton's method of indirect transfusion 
of blood, iii. 835, v. 807. 

Kink-cough. See Whooping-cough. 

Kinnicut, case of idiopathic dilatation of 
esophagus described by, iii. 57. 

Kiralyfi on bacteriological tests of cul- 
tures of typhoid bacillus obtained from 
bile in typhoid fever, v. 204. 

Kwasato, results of serum treatment of 
plague in Formosa, v. 274. 

Klause on vaccine treatment of epididy- 
mitis, v. 616. 

Klebs, discovery of diphtheria bacillus by, 
v.434. 

Klebs-Loeffler bacillus, presence of, in 
membranous rhinitis, iii. 329; in Vin- 
cent's angina, iii. 39. 

Klein, post-mortem evidence of poisoning 
from canned fish reported by, ii. 641. 

Klein and Durham, investigations by, 
showing difficulty in detecting microor- 
ganisms causing food poisoning, ii. 632. 

Klein and M'Donagh, use of sensitized 
vaccines by, v. 609, 611. 

Klemperer, on immunity to pneumococ- 
cus, v. 472, 473. 

Kneading, use of, in massage, i. 290. 

Knee-chest position, in acute dilatation of 
stomach, iii. 174; for administration of 
enemata in intestinal amebiasis, iv. 725. 

Knee jerk. See Tendon reflex. 

Knopf, on breathing exercises in chronic 
bronchitis, iii. 369; window tent devised 
by, for use in tuberculosis, ii. 476. 



Knopf's schedule of rules, for protec- 
tion of children against tuberculosis, ii. 
456. 

Koch, Robert, ii. 505, 506; on antityphoid 
vaccination in German army, v. 182; on 
necessity of tuberculin reaction, v. 340; 
on original use of tuberculin in treat- 
ment, v. 335; on treatment of scarlet 
fever with scarlet fever convalescent 
serum, v. 643; subcutaneous tuberculin 
test of, v. 151; tuberculin of, principle 
of, v. 327. 

Koch's Bacilli-emulsion, ii. 508, 509, v. 330; 
preparation of, v. 324. 

Koch's new tuberculin, ii. 509. 

Koch's original or old tuberculin, ii. 508, 
v. 330; preparation of, v. 323. 

Koch's tuberculin-residue or new tuber- 
culin, v. 330; in continuous minimal dos- 
age in tuberculin treatment, v. 333; 
preparation of, v. 324. 

Kocher's operation in posterior basic men- 
ingitis, v. 543. 
' Koessler's method of active immunization 
in hay fever, v. 691. 

Kolaczek on treatment of acute phlegmons 
and abscess^ by injection of albuminous 
acids derived from proteolysis of bac- 
terial cells, v. 11. 

Kolle and Martini, investigations of, 
on bactericidal properties of plague im- 
mune serum, v. 267. 

Kolle and Strong, investigations of, on 
antibacterial action of plague immune 
serum, v. 268. 

Kolle and Wassermann, preparation of 
specific immune serum for cerebrospinal 
meningitis by, v. 521. 

Kolle's cholera serum, results with, v. 292. 

Kolle's method of inoculation against 
cholera, iv. 846. 

Kollman dilator, iv. 162. 

Kyphoscoliosis, chronic myocardial in- 
sufficiency due to, iii. 712; treatment of, 
iii. 732. 

Korner, mortality after operation for in- 
fectious thrombosis reported by, iv. 430; 
statistics of mortality from operation for 
cerebral abscess published by, iv. 424. 

Korsakow's psychosis, ii. 606; in multiple 
neuritis, iv. 323. 

Kuosso, use of, as substitute for male fern, 
iv. 794. 



1 IIKRAFLUSIS 



Kovehki, on compnsit km of sweat in nephri- 
tis, iv. 38. 

Kramerla, use of, for chronic flushing in 
colitis, iii. 205. 

Kraske-Rledel's treatment of erysipelas, 
ii. 277. 

Kraus, cholera serum of, results with, 
v. 291, 2i)2; on ophthalmic diagnostic re- 
action in typhoid, v. 209; production of 
cholera toxin by, v. 284; production of 
serum by, for treatment of Asiatic 
cholera, v. 284. 

Kraus, Hofer and Isbjiwara, experimen- 
tation of, on the bacillus of leprosy, v. 
384. 

Kraus's antitoxic serum, results from, in 
Asiatic cholera, iv. 848. 

Kreatotoxismus. See Meat poisoning. 

Kremser on results covering tuberculin 
bacilli in sputum following tuberculin 
treatment, v. 320. 

KB3RJCKBB on typhoid agglutination tests 
in tuberculosis, v. 211. 

Kritscbewsky and Bierger, experimen- 
tation of, on the bacillus of leprosy, v. 
384. 

Kromaler lamp, 
i. 441. 

Kim.NKi keu, experiment by, on dog's 
heart, iii. 535. 

"Kropfherz," iii. 909. 

Kraosb, work by, on bacillus, of dysentery, 
ii. 307. 

Kruse, finding of dysentery bacillus by, 
v. 249. 

Kryofin, use of, for relief of pain in neuritis, 



« of radiant energy, 



Kubibagari, iv. 876; remedial i 
iv. 877. 

Kulbs, findings iif, in gonococcal endocar- 
ditis, v. 584. 

Kuliabko, experiment by, on human heart, 
iii. 537. 

Kiissmaul, on chronic dilatation of stomach, 
iii. 176; congenital type of gastroptosis 
first clearly described by, iii. 181; report 
by, of syphilis transmitted by lancet 
used in vaccinal inn, ii. SS; stomach lube 
introduced into medicine by, iii. 67; 
views held by, nn use of lavage in gastric 
hyperncidity, iii. 97. 

Kubbmaul'b breathing, presence of, in 
diabetic coma, ii. 741. 



Kutneb and Schwenk, on allergic mo- 
tions in gonococcal infections, v. 601 ; 
on vaccine treatment of gonococcal ar- 
thritis, v. 613. 

Kyes, separation of hemolytic and neuro- 
toxic constituents of cobra venom by, 
v. 744. 

Labarraque's solution, use of, in colonic 
flushing for intestinal amebiasis, iv. 726; 
by rectum in ulcerative colitis due to 
Balantidium coli, iv. 778. 

Labia majora, swelling of, as a complica- 
tion of mumps, ii. 166. 

Labial glan 

j. a b ioglosbolar yngeal 

Bulbar paralysis chi'niiic progressive. 

Labor, induction of, human serum in, v. 
S24. 

Labyrinthine nystagmus, iv. 619. 

Labyrinthine vertigoes, iv. 640. 

Lacertilia, treatment of poisoning by, iv. 



LACqiIER p 

Lacrimal glands, anaphylactic reaction in, 

v. 80. 
Lactate of lime, use of, in convalescence from 

pneumonia, ii. 254. 
Lactation, parathyroid tetany during, i. 

718. 
Lactic acid, use of, in local treatment of 

laryngeal tuberculosis, ii. 489, iii. 347; of 

syphilis of upper respiratory tract, iii. 

349. 
Lactic acid bacilli, therapeutic use of, in 

diabetes mellitus, ii. 747; in vaginitis, 

v. 833. 
Lactophenln, use of, to control sweating in 

acute endocarditis, iii. 747. 
Lactose, presence of, in diabetic urine, ii. 

707; use of, in diet of pericarditis, iii. 516; 

use of, as food in baeillary dysentery, ii, 

315; use of, as substitute for vegetable 

starch in diet of diabetics, ii. 726. 
Laennec, influence of, upon diseases of 

pleura, iii. 456. 
Laennec's cirrhosis. See Cirrhosis of 

Lafcintaine, as pioneer i 
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laryngeal complications of tuberculosis, 
ii. 490, iii. 347. 

Lakton. See Glycoheptonic acid. 

Lamalou, value of treatment at, in acute 
myelitis, iv. 228. 

Lamar, on alterative biologic; and cultural 
characterisi ics of pneumocoecus by va- 
riation of media :iiid environ n lent, v. 204; 
studies of, on soap, serum, and boric 
arid mixtures in pneumocoecus infec- 
tions, v. 500. 

Lambert, Sir Alexander, ergot in delirium 
tremens recommended by. ii, 602; hyos- 
cin, apnmorphin, find strychnin in com- 
bination recommended by. as hypnoiii; 
in delirium tremens, ii. 603; method of 
treating chronic alcoholism employed 
by, ii. 503; method of treating morphin- 
ism employed by, ii. tilT; milk in typhoid 
fever forbidden by, ii. 13. 

Lambert and Hanks, on cytolytic effects of 
antitumor sera on tumor cells, v. 759. 

Lancereaux, use of chloral in delirium 
tremens recommended by, ii. 602. 

Lancinating painb, as diagnostic sign of 
tabes, iv. 188; intestinal antiseptics for 
relief of, iv. 198; operative measures for 
relief of, iv. 198; treatment of, iv. 196, 
108. 

Land, climate relations of, i. 249. 

Landmann's tuberculol, propnratior 
v. 325. 

LANDOrZY AND DEJEniNE, fuNfioscapilln- 

humeral typo of muscular dystrophy 

first noted by, iv. 261. 
Landry's paralysis, iv. 328. 
Landbteiner, experiments of, on effect of 

immune serum on spermatozoa, v. 758; 

on immunity reactions, v. 5. 
Landsteiner, Mueller and Poetzl on 

alcoholic extracts of non-syphilitic- liver 

in Wassormann reaction, v. 128. 
Lane, W. Abbuthnot, on choice of opera- 
tion in constipation from obstruction, 

iii. 237. 
L'anemie bereuse, following paracentesis 

in cirrhosis of liver, iii. 285. 
Lang, use of metallic mercury in syphilis 

advocated by, ii. 381. 
Lang's formula, for gray oil of mercury to 

be used in injection, ii. 381. 

LaNGB, COLLOIDAL GOLD REACTION Or, V. 
3; diagnostic differential inn by means of, 



Of, 



V. 4; in syphilis of central 






r.407. 



Langbnbach and Wolff, report by, of 
favorable results with tuberculin, v. 317. 

Lanolin, use of, as diluent for small-pox 
vaccine virus, ii. 66; aw a protective in 
employment of eounterirritation, ii. 159; 
in syphilis of the mouth, iii. 15. 

Laparotomy, exploratory, employment of, 
in carcinoma of stomach, iii. 163; in 
membranous enteritis, iii. 1210; in syph- 
ilitic gumma of stomach, iii. 167. 

Larkspur, poisoning by, ii. 648. 

Larva and plants, treatment of stings 
from, iv. 702. 

Laryngeal complications in tubercu- 
losis, ii. 486; local treatment of, ii. 



488. 

I.AHYMIiEAL CRISES, i 



iv. 191; treat- 



. 197. 



Laryngeal spray, method of using, in 
chronic atrophic laryngitis, iii. 343. 

Laryngeal stenosis, operative measures 
for, iii. 349. 

Laryngectomy, employment, of, in laryngeal 
tuberculosis, iii. 347. 

Laryngismus stridulus. Six Laryngitis, 
spasmodic. 

Laryngitis, as a complication of measles, 
ii. 157; as a complication of small-pox, 
ii. 51; as a complication of tuberculosis, 
ii. 486; elect roth era pen lies for relief of, 
i. 409; influence of climate in treatment 
of tuberculosis, iii. 344. 

Laryngitis, acute, iii. 338; internal treat- 
ment of, iii. 338; local treatment of, iii. 
339; prophylactic treatment of, iii. 338. 

Laryngitis, chronic, iii, 340. 

Laryngit 

Laryngitis, i 

Laryngitis sicca. See Laryngitis, chro 

Laryngitis, spasmodic, iii. 341; as a com- 
plication of rachitis, ii. 820. 

Laryngitis, TUBErtcriifHij,, tuberculin treat- 
ment of, results in, v. 321. 

Larynx, intubation of, See Intubation; in- 
volvement of, in diphtheria, ii. 486; in- 
volvement of, in tuberculosis, ii. 486. 

Larynx, diseases of, iii. 338; acute laryn- 
gitis, iii. 338; chronic atrophic laryn- 
gitis, iii. 343: chronic laryngitis, iii. 340; 
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edematous laryngitis, ii 
hranous laryngitis, iii. 3 
laryngitis, iii. 341 ; syphilis of upper res- 
piratory tract, iii. 348; tuberculosis of 
larynx, iii. 344. 

LaHYNX, TUBERCULOSIS OF, Hi. 344; cti- 

raatic treatment of, iii. 344; hygienic 
treatment of, iii. 344; local treatment 
of, iii. 347; operative measures for relief 
of, iii. 347; prophylactic treatment of, 
iii. 344; specific remedies fur, iii. 345. 
Lassar's paste, application of, to 



ted a 
"Latent perio 

i. 504, 515. 
Lateral sinus. 



. 73. 



for, i 



.429. 



i X-ray treatment, 



, OJlCl-iltill 



Latham, eases of tuberculosis considered 
suitable for sanatorium treatment i>y, 
ii. 486; earliest writer on diseases of 
pericardium, iii. 511; results reported 
by, on oral administration of tuberculin, 
ii. 513. 

Latham, A. C, on vaccine therapy in 
chronic bronchitis, iii. 371. 

Lathyhism, ii. 648, iv. 709; treatment, of. 



Lai 



•.709. 



Laudanum, use of, in gallstone colic, iii. 26S. 

Laughing gas. See Nitrous oxid gas. 

Laundry, care of, in tuberculosis, ii. 4((3. 

Lavage, of blood, in iiiolhemo£lol.inun;i. 
iv. 5; of colon, See Colonic Hushing; gas- 
tric. See Gastric lavage;; internal, for re- 
lief of chronic gastritis, iii. 161; internal, 
for relief of uremic vomiting, iv. 52; of 
stomach, See. Gastric lavage. 

Laveran and Catkin, studies by, on bac- 
teriology of mumps, ii. 167. 

Laverde, experiments of, in treatment of 
leprosy with serum from animal inocula- 
tions, v. 387. 

Lawhon, Dr. Arnold, investigations by, 
on value of radium therapy in oph- 
thalmology, i. 4S2, 483. 

Laxatives, use of, in acute bronchitis, iii. 
359; in acute cerebral meningitis, iv. 
372; in neuritis, iv. 289; in pericarditis, 
iii. 515; saline, .Sec Cartha.rt.ic, saline; 
in treatment of trichoccphalusdispar, iii. 
255, 

Lead, influence of, in producing arterio- 
sclerosis, iii. 756. 



Lead and opium wash, use of, for atripli- 
cism, iv. 709. 

Lead acetate, use of, in abscess and gan- 
grene of Iudk, iii. 440; in hematuria, iv. 
4; for relief of edema of glottis in acute 
nephritis, iv. 62. 

Lead PoiBONtNn, i. 705; fatal dose in, i. 180; 
frequency of, i. 177; headache as a symp- 
tom of, iv. 020; influence of, in causa- 
tion of gout, ii. 672; post-mortem find- 
ings in, i. 180; symptoms of, i. 178; 
treatment of, i. ISO; treat incut of multi- 
ple neuritis due to, iv. 324. 

Leber and Steinharter's tuberculin, v. 324. 

Lebkeuo, Coca, and Dorrance, report of, 
on vaccine therapy in cancer, v. 777, 778. 

Lecithalbumin, i. 814. 

Lecithin, use of, for relief of insomnia in 
neurasthenia, iv. 573. 

Leeches, injuries from, iv. 816; injuries 
from, preventive 
injuries from, remedial 
817; species causing infection, iv. 816. 

Leeches, use of, in acute bronchitis, iii. 357; 
in acute hemorrhagic encephalitis, iv. 
405; in acute stage of cerebral palsies of 
children, iv. 412; in Ludwig's angina, 
iii. 19; in anterior poliomyelitis, iv. 237; 
in apoplectic form of vestibular vertigo, 
iv. 638; ia cerebral hyperemia, iv. 386; 
in facial paralysis due to rheumatism, 
iv. 311; in marantic sinus thrombosis, 
iv. 427; in neuritis of third, fourth, and 
sixth nerves, iv. :il)N: in pachymeningitis 
interna hemorrhagica, iv. 364; in paren- 
chymatous glossitis, iii. 17; in peri- 
carditis, iii. 248; in pneumonia, ii. 249; 
in pneumonia together with oxygen, 
ii. 238; for relief of headache in acute 
cerebral meningitis, iv. 372; for relief 
of headache due to brain tumor, iv. 
448; for relief of headache due to cere- 
bral thrombosis, iv. 399; for relief 
of pain in cerebral abscess, iv. 423; for 
relief of pain in sciatica, iv. 299. 

Leg rain, use of convalescent serum by, in 
treatment of typhus fever, ii. 37. 

Leichtenstekn, cases of collapse and sud- 
den death from thoracentesis classified 
by, iii. 4S0; epidemic of psittacosis re- 
ported by, ii. 5 

Leibhman, Col. Sir Wm. B., t 
ot unfavorable results in t 



,, explanation of, 
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munization in British Army in Boer War, 
v. 181; on typhoid immunization by vac- 
cine inoculation, v. 179. 

Leishmania donovani, parasite causing 
kala-azar, iv. 769. 

Leishmania infantum, parasite causing 
infantile splenic anemia, iv. 771. 

Leishmaniases, iv. 769; infantile splenic 
anemia, iv. 771; kala-azar, iv. 769; 
oriental sore, iv. 772. 

Leiter coil, use of, in acute laryngitis, iii. 
338; in Graves' disease, v. 792; in peri- 
carditis, iii. 517; to reduce temperature 
in pneumonia, ii. 233. 

Letter's tubing. See Leiter coil. 

Lemonade, as article of invalid dietary, i. 
128; use of, in delirium tremens, ii. 599, 
600; use of, for relief of anuria due to 
nephrolithiasis, iv. 107. 

Lenartowicz on complement-fixation reac- 
tion in gonococcal infections, v. 605. 

Lenhartz formula, for diet in gastric 
ulcer, iii. 123. 

Lenhartz method, of feeding in gastric 
ulcer, iii. 121. 

Lentz, on pathology of rabies, v. 708. 

Lepra toxin, prepared from cultures of lep- 
rosy bacillus in treatment of leprosy, 
v. 391. 

"Leprolin" of Rost in treatment of leprosy, 
v. 389. 

Lepromata, tissue juice of, in treatment of 
leprosy, v. 389. 

Leprosy, iv. 825; as a complication of vacci- 
nation, See Vaccination; bacillus of, un- 
certainty of successful cultivation of, 
v. 385; definition of, iv. 825; etiology of, 
iv. 826, v. 384; microorganism in, iv. 
825, 827; microorganisms cultivated 
from cases of, classification of, v. 383; 
prognosis in, iv. 825; prophylaxis against, 
iv. 828; "self-limited," v. 395; serological 
tests for etiological bacillus of, v. 384; 
serum treatment of, v. 387; spontaneous 
cure and improvement in, v. 394; strep- 
tothrix in, in relation to treatment, v. 
385; surgical treatment for, iv. 832; 
transmission of, iv. 827; transmission of, 
by vaccination, iv. 828; treatment of, iv. 
829; treatment of, with nastin, v. 392; 
tuberculin in treatment of, v. 394; vac- 
cine treatment of, v. 389. 

Leprosy, bacilli, chloroform and alcohol 



extraction of fatty substances of, for 
treatment of leprosy, v. 391 ; killed, pre- 
pared from leprous nodules and sur- 
rounding tissue, in treatment of leprosy, 
v. 389; killed, suspension of, in treatment 
of leprosy, v. 391; live cultures of acid- 
fast variety of, in normal saline solution 
in treatment of leprosy, v. 388; living 
cultures of, suspended in saline solution, 
in treatment of leprosy, v. 391; sensi- 
tized killed cultures of, in treatment of 
leprosy, v. 391; varieties of; acid-fast 
bacilli which do not produce colonies, v. 
383; acid-fast organisms which produce 
yellow or orange-colored colonies, v. 383; 
acid-fast strep to thrices, v. 383; anaerobic 
acid-fast organisms, v. 383; partially 
acid-fast or acid-resistant diphtheroid 
organisms, v. 383; nastin and nastin 
benzoyl in treatment of, v. 385; non- 
specific vaccine treatment of, v. 394. 

Leprosy streptothrix vaccine of Williams in 
treatment of leprosy, v. 391. 

Leprous nodules, inoculation of goats and 
donkeys with, in preparation of serum 
for treatment of leprosy, v. 387; inocula- 
tion of horses with, in preparation of 
serum for treatment of leprosy, v. 387; 
of patient, serum prepared from, for 
treatment of leprosy, v. 388. 

Leptomeningitis, acute cerebral. See 
Mt ingitis, acute cerebral. 

Leptus autumnalis, iv. 708. 

Leube, formula for nutrient enema recom- 
mended by, iii. 119. 

Leukemia, iii. 852; benzol treatment of, 
iii. 855; excess of antithrombin in, v. 
797; headache as a symptom of, iv. 
627; lymphatic form of, iii. 853; mye- 
logenous form of, iii. 854; purin bodies 
produced in, by X-ray therapy, iii. 859; 
radium treatment of, iii. 862 ; serum treat- 
ment of hemorrhages in, v. 810; tech- 
nique of X-ray therapy for, i. 553; treat- 
ment of, by arsenic, iii. 865; treat- 
ment of, in general, iii. 854; treatment of, 
by mixed toxins, iii. 855; treatment of, 
by thorium-X, iii. 862; tuberculin in 
treatment of, iii. 855; uric acid increased 
by X-ray treatment of, iii. 859; X-ray 
therapy for, i. 549, iii. 855. See also 
Hodgkin's disease. 

Leukemia, lymphatic, iii. 853; acute type 
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of, iii. 853; chronic type of, iii. 853; clin- 
ical picture of, iii. 853; treatment of, 
iii. 854; X-ray therapy for, iii. 855. 

Leukemia, myelogenous, -iii. 854; clinical 
picture of. iii. 854: treatment of, iii. 854; 
X-ray therapy for, iii. 860. 

Leukocytic extract, use of, in broncho- 
pneumonia, iii. 415; in treatment of ery- 
sipelas, v. 639; in treatment of pneu- 
mococcua infections, v. 494-496; value 
of, in cerebrospinal meningitis not 
determined, ii. 201. 

Leukocytosis in gonococcal infection, v. 
589; in gonococcal septicemia, v. 591. 

Leukode scent lamp, employment of, in 
acute uvulitis, iii. 24. 

Leukopenia, in Graves' disease, v. 791; 
produced by X-ray treatment of leuke- 



Leukoplakia, 


iii. 18 


syphilis 


associate 


with, iii. 18 


treatment of, iii. 


19. 


Leukotoxin t 
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Leuriaux, claim for making an antitoxic 
serum for whooping-cough made by, it. 
183. 

LEVAD1TI AND l.ANUSTLJNKIt, dustingpOW- 

der recommended by, for disinfection of 
mucous membranes against anterior 
poliomyelitis, iv. 237. 

Levulose, miKi ■iitLiiii'niis injection of, in 
diabetic coma, ii. 743; use of, to prevent 
acidosis in diabetes mellifus, ii, 743; uss 
of, as substitute fur vegetable starch in 
diabetes mcllitus, ii. 726. 

Levulose, presence of. in diabetic urine, ii. 
708. 

Levulosuria, conditions governing, ii. 
708. 

Levy and Batdovin, direction by, for 
alcohol injection for relief of trigeminal 
neuralgia, iv. 346, 349. 

Levy-Bing, direct parasitic action of mer- 
cury established by, ii. 309. 

Lewis, toxic symptoms following thera- 
peutic use of phosphorus reported by, 
ii. 623. 

Leyden, mixture suggested by, for rectal 
feeding in tetanus, ii. 340; on convales- 
cent scarlet fever therapy, v. 643. 

Leyden and Mobics, type of muscular 
dystrophy noted by, iv. 261. 

Leyden* and Renveiih, use of hard rubber 



cannulas by, ii 

of esophagus, i 
von Leyden's use of unaltered vaccines for 

cancer, v. 775, 776. 
Lichen planus, treatment of, by X-ray, i. 

532. 
LinnLE, Duncan, chicken-pox first i 

titiguished from small-pox by, ii 
Lieben's test, for acetone in urine, ii. 712. 
Liebermeister, on use of cold wet pack in 

typhoid, ii. 18. 
Ligation of extremities, for control of gas- 
tric hemorrhage, iii. 112; for control of 

hemorrhage in pulmonary tuberculosis, 

ii. 497; in snake bite, iv. 698. 
Ligation of limb, for bites of arthropods, iv. 

701; in treatment uf poisoning, i. 147. 
Ligation above wound, in curare poisoning, 



71(1. 



Light, 



protection from, as a therapeutic 
varicella, ii. 112; use of, in 
treatment of diabetes insipidus, ii. 767. 

Light bath cabinets, use of, in light therapv, 
i. 442. 

Light therapy, i. 132; antagonism between 
Rontgcn rays and, i. 447; apparatus 
employed in, i. 441; conditions bene- 
fited by, i. 448; in dermatology, i. 458; 
indications for, i. 448; in phlebitis, i. 
458; physical properties of radiant 
energy in, i. 432; physiological effects 
of, i. 444; jnist-i]|M:nitn"e uses of, i, 457; 
sources of radiant energy in, i. 438; uses 
of, i. 448. 

Lightning pains. See Lancinating pains. 

Lime water, use of, in addition to milk in 
cirrhosis of liver, iii. 281; in lavage for 
chronic gastritis, iii. 160; locally, in 
atriplicism, iv. 709. 

Lime water, atomized, use of, in plastic 
bronchitis, iu. 392. 

LlMNATIS C 

Limnatis T.- 
Lincoln formula, for use in acute rhinitis, 

iii. 327. 
Lindeman, method of, for indirect trans- 
fusion of blood, iii. 834. 
Linderman's method of indirect transfusion 

of blood, v. 807. 
Ling, Peter, first important contribution to 
use of gymnastics in circulatory dis- 
eases made by, iii. 636; medical gym- 
nastics introduced by, i. 298. 
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Liniment, of ether, chloroform, and men- 
thol, for relief of neuralgic pain follow- 
ing withdrawal of morphin, ii. 621; 
turpentine, See Turpentine. 

Liniments, use of, in chronic bronchitis, iii. 
373. 

Liniments, stimulating, use of, in acute 
hronchitis, iii. 350; for relief of pain in 
sciatica, iv. 290. 

Link, operation by, for pancreatic calculi, 
iii. 302. 

Linseed poultices. .See Poultice. 

Lipaxim, i. 814. 

Lipemia, ii. 706. 

Lipoids, i. 19. 

Lipoprotein, i. 814: organotherapy and, i. 
670, 673, 674, S32; parathyroid tetany 
and, i. 715. 

Lips, diseases of, iii. 3; herpes, iii. 4; 
rhagadcs of commissure of lipB, iii. 3; 



Liquor ammo-nil acetatis, use of, in ne- 
phritis, iv. 48. 
Liquor bismuthl et ammonii citratis, use of, 

in nervous diarrhea, iii. 250. 
Liquor calcis, use of, as nasal douche in 

membranous rhinitis, iii. 330, 
Liquor ferri et ammonii acetatis, use of, in 

chronic parenchymatous nephritis, iv. 

64; in nephritis, iv. 48. 
Liquor nydrargyri nitratis, use of, for appli- 
cation to verumonatanum in post- 

gonorrheal neuroses, iv. 174. 
Liquor magnesia citrate, 

iv. 33. 
Liquor potassss, use of, 

gonorrhea, iv. 139. 
Liquor potassii arsenitis, use of, in nervous 

type of influema, ii. 191. 
Liquor potassii citratis, use of, in herpes of 

the lips, iii. 7. 
Liquor trinitrini. See Nitroglycerin. 
Liston, acid-fust si re-plot hricca isolated in 

leprosy cases by, v. 381. 
LlTiiiARls, treatment of, iv. 108. 
Lithium carbonate, use* of, in diabetes 

mellitus, ii. 745. 
Lithium citrate, use of, in diabetes mellilus, 



ii ncphrtt is, 
te urethral 



:. action of milium upon, i, 470; ana- 
phylactic reaction in, v. 81 ; effects of X- 
rny upon, i. 523; importance- <>f : 




to, in treatment of chronir myocardial 
insufficiency, iii. 717; involvement of, in 
gonococcttmia, v. 589. 

Liver, diseases op, iii. 258; abscess of 
liver, iii. 290; acute catarrhal jaundice, 
biliousness, iii. 260; cholecystitis and 
cholelithiasis, iii, 265; chronic catarrhal 
jaundice, iii. 262; cirrhosis of liver, 
iii. 280; congenital syphilis of liver, iii. 
265; diseases of bile passages, iii. 258; 
diseases of gull bladder, iii. 258; excess 
of antithrombin in, v. 797; fibrinogen 
insufficiency in, v. 796; jaundice, iii. 260; 
prolapse of liver, iii. 288; relapsing 
jaundice, iii. 262; syphilitic disease of 
liver, hi. 264; transfusion of blood in, 
v. 816, 817. 

Liver abbcess, as a complication of in- 
fluenza, ii, 190; exploratory puncture 
in diagnosis of, iv. 727; irrigation of, 
with sterile bihydrochlorate of quinin, 
iv. 727. 

LlVER FLOKES, iv. 795. 

"Liver pills," use of, in bilinusniiss, iii, 260. 
Living matter, constitution of, i. 3. 
Llewellyn's solution of compound wine of 

iodin, use of, in chronic nasopharyngitis, 

itf. 21. 
IjOBak pnecmonia. Si:e Pneumonia. 
Lobelia, use of, in acute bronchitis, iii. 363. 
Local injury, removal of, in occupation 

pareses, iv. 332. 
Locality, in treatment of hay fever, iii. 



Locke's solution, formula for. iii. 534. 
Loco weeds, poisoning hy, ii. 648. 
Locomotion, difficulty of, in tabes. 



Locomotor ataxia. See Tabes. 

Loeffler, first to cultivate diphtheria ba- 
cillus, v. 434. 

Loeffler and Frosch, work by, on pro- 
phylactic serum for foot and mouth 
disease, ii. 579. 

Loeffler's solution, use of, in membranous 
pharyngitis, iii 27; in phlegmonous phar- 
yngitis, iii. 28. 

Lolivm temdlentum. See Darnel. 

Long, plan suggested by, for suppression 
of cholera in the Philippines, iv. 844. 

Loomis sanatorium, experiments performed 
in, concerning eiosage of tuberculin, ii. 
51S; experiments performed ii 



condition of gastrointestinal tract in 
tuberculosis, ii. 555; menus for meals 
served in, ii. 548; menus for meals in 
two-hour diet employed in, ii. 550; per- 
centage of patients having otitis media 
at, ii. 505; records of tuberculin ther- 
apy kept in, ii. 514; statistics of laryn- 
geal complications in tuberculosis kept 
in, ii. 486; test diet for tuberculous 
patients employed in, ii. 498. 

Lord, on empyema associated with actino- 
mycosis, iii. 489. 

Lott, hyoscin first used by, in treatment of 
morphinism, ii. 616. 

Lovejot on treatment of acne cases with 
vaccine, v. 631. 

LiiWENFELD, method of hypnotization sug- 
gested by, i. 570. 

Lowenbtein oa results covering tubercle 
bacilli in sputum following tuberculin 
treatment, v. 320. 

L&wenbtein's method of administering 
rapidly progressing doses of tuberculin, 
to reach high doses in shortest time, v. 
341. 

Lozenges of ammonium chlorid, iii. 365. 

Lubricants, sterilization of, for use in cathe- 
terization, iv. 158. 

Lubrication, method of, for catheterization, 
iv. 158. 

Lcdke and Orndbchiew, experiments of, 
on relative duration of immunity with 
homologous and alien sera, v. 9. 

LuDWia's angina. See Angina ludovici. 

Ludwig'stbk'MY, ill renal secretion, iv. 10. 

Lues. See Syphilis. 

Lcetin reaction in SYPHILIS, v. 160; diag- 
nostic value of, v. 162; negative, v. 100; 
positive, v. 160; preparation of antigen 
in, v. 160; result of treatment on, v. 162 ; 
technique of, v. 160. 

Lugol's solution, use of, in Vincent's angina, 
iii. 28. 

Lugol's test, for acetone in urine, ii. 711. 

Lumbar plexus, neuritis of, iv. 293. 

Lumbar pressure, value of. in diagnosis 
between hydrncepliulus :md brain tumor, 
iv. 436. 

Lumbar puncture, accidents during, v. 526; 
administration of cerebrospinal fluid by, 
v. 522-526; and injection of serum in 
cerebrospinal syphilis, v. 415-417; needle 
for, v. 525; posture of patient for, v. 525; 



route of, v, 525; site of, v. 524, 525; 
technique of, v. 524, 525. See also Pune- 

LlJM BO ABDOMINAL NEURALGIA. See NeU- 

Lunar caustic, objections to use of, in 
chancre, ii. 408. Sec ulso < 'austic, lunar. 

Lung, edema of, hydrotherapy applied 
for relief of, i. 626. 

Lung, hyperemia or, hydrotherapy ap- 
plied to, i. 626. 

Lung, tumors ok, iii. 445; differential air 
pressure in treatment of, iii. 445; re- 
sults of opera l ion fur malignant forms 
of, iii. 447; X-ray in diagnosis of, iii. 445. 

Lrxos, abscess of, Sec l'ulmoiisiry abscess; 
active congestion of, iii. 405; changes 
in, during hypnosis, i, 57S; effects of hot 
baths upon, i. 611 ; embolism of, See Pul- 
monary embolism; gangrc-no of, See Pul- 
monary gangrene; hypostatic congestion 
of, iii. 407; indurative processes in, asso- 
ciated with frtrilki!- insulSieieney, iii. 712; 
involvement of, in gonorrhea, v. 587; 
passive congestion of, iii. -lOti; thrombo- 
sis of. See Pulmonary thrombosis; tuber- 
culosis of, See Tuberculosis of lungs. 

Lungs, circulatory disturbances of, iii. 
403; active congcsl ion, iii. 405; broncho- 
pneumonia, iii. 412; chronic pneumonia, 
iii. 421; chninie pulmonary emphysema, 
iii. 430; general considerations affecting 
subject, iii. 403; hypostatic congestion, 
iii. 407; passive congestion, u'i. 406; 
pneumoilocouiosis. iii. iL'ii; pulmonary 
abscess, iii. 4:!,H; pulmonary edema, iii. 
407; pulmonary u:aiijnvnc, iii. 438; pul- 
monary thrombosis and embolism, iii. 
411; tumors of lung, iii, 445. 

Lupinus, poisoning by, ii. 647. 

Lupulln, use of, for relief of painful erections 
and chordec in acute urethral gonorrhea. 
iv. 141. 



Lupus, as a complicn 
ii. 90. 



Lupus brythematobub, therapeutic use of 
radium for, i. 475; X-ray therapy for 
relief of, i. 539. 

Lupus vulgaris, radium in treatment of, 
i. 476; X-ray therapy for relief of, i. 538. 

I.UTEOLiPoin, i. 814. 



/accine treatment of whoop- 
'. 301. 



GKN'EKAL INDEX 



Lymph, anaphylactic reaction in, v. 85. 

Lymph glands, involvement of, in Graves' 
disease, v. 781. 

Lymph nodes, in gonococcal infection, v. 
a Hodgkin's disease, v. 662. 

Lymphangitis, complicating acute gonor- 
rhea, iv. 149. 

Lymphatic enlargement, X-ray therapy 
for relief of, i. 5.55. 

YHPHATIC GLANDS, disease Of, aSSOl'ia It'ii 

with pneumogasl ric paralysis, iv. 319; 
effects of X-ray upon, i, 522; enlarge- 
ment of, as a complies I ion of measles, ii. 
101 ; treatment of enlargement of, ii. 162. 
tmphatic leukemia. See Leukemia, 
lymphatic. 

X-ray therapy in treatment of, i. 548. 

Lymphocytosis, in Graves' disease, v. 791. 

Lymphogranulomatosis, v. 662. 

, X-ray therapy for relief 
i. 554. 

Lymphosarcoma of mediastinum, iii. 501. 

Lyophilic i 

Lyophobic 

Lysol, injection? of, in solution, in chancre 
with phimosis, ii, 409; irrigation of 
bowels with a solution of, in chronic 
stage of baciilary dysentery, ii. 318; use 
of, as disinfectant in tuWculosis, ii. 448, 
449; use of, as a lotion in pustular or 
ulcerative syphiloderma, ii. 411. 

Lybsa. See Hydrophobia. 

Lyssophobia, v. 702; differentiation of, from 
rabies, v. 716. 

MacCulloch, John, on etiology of hay 
fever, v. 668. 

Macewen, statistics rif mortality from oper- 
ation for cerebral abscess published by, 
iv. 424; statistics of mortality from 
operation for infectious sinus thrombosis 
published by, iv. 430. 

Mace wen's treatment of aneurysm, iii. 707. 

MacFaydan production of cholera toxin 
'by, v. 283. ' 

MacGilchrist, on absorption of quinin, iv. 
734; experiments by, on solubility of 
quinin salts, iv. 738. 

Machb unit, i. 407. 

Mackenzie, on Nauheim baths, iii. 617. 

Mackenzie, William, modification of 
cardiolysis suggested by, iii. 509. 



MacNeal and Chape on finding of Bacillus 
typhosus in duodenal fluid in relapse, v. 
204. 

MacRae needle for obtaining blood for 
serum treatment of syphilis, v. 414. 

Madsen on mass action in passive iramu- 

Madura foot, v. 432; black variety of, v. 
432; morphology of, v. 432; pale variety 
of, v. 432; resemblance of, to actinomy- 
cosis, v. 432. 

Magdeberg experiments, on frequency 
of syphilis, ii. 359, 361. 

Maqendi, experiments of, on anaphylaxis. 
v. 36. 

Magnesia, preparations of, used in gastric 
hyperacidity, iii. 95; use of, in acute 
gastritis with sodium bicarbonate, iii. 
155; use [if, in chronic constipation, iii. 
234; use of liquid, as mouth wash in 
salivary deposits, iii. 29. 

Magnesia, calcined, use of, in acute ne- 
phritis, iv. 57; in gastric hyperacidity, 
iii. 95; in nephritis, iv. 33. 

Magnesia, calcined, and sodium bicarbo- 
nate, use of, in habitual constipation, iii, 
22(1. 

Magnesia, milk of, manner of taking, iv, 
33; use of. following calomel in mem- 
branous laryngitis, iii. 342; use of, in 
nephritis, iv. 33; use of, in spasmodic 
laryngitis, iii. 342. 

Magnesia oxidum. Sec Magnesia, calcined. 

Magnesium citrate, use of, to empty gas- 
trointestinal tract in pneumonia, ii. 227; 
to expel tapeworms, iv. 794. 

Magnesium perhydrol, use of, in amyxor- 
rhea gastrica, iii. 101; in diabetes mel- 
litus, ii. 745; in gastric hyperacidity, iii. 
95. 

Magnesium salicylate, use of, in peristaltic 
unrest, iii. 250. 

Magnesium sulphate, use of, in acute alco- 
holism, ii. 585; in acute fibrinous pleu- 
risy, iii, 407; in acute gastritis, iii, 155; 
in acute nephritis, iv. 50; in baciilary 
dysentery, ii. 310; in biliousness, iii. 258, 
259; in chronic alcoholism, ii. 591; in 
chronic catarrhal jaundice, iii. 264; in 
chronic mucous colitis, iii. 207; for con- 
stipation associated with gastric hyjier- 
acidity, iii. 14; for eonstipa''™ in Rocky 
Mountaij lever, ii. 501 ; contraindicated 
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in acute diffuse peritonitis, iii. 317; in 
edematous laryngitis, iii. 341; to modify 
severity of pleurisy, iii. 467; in preven- 
tion of lead poison, iv. 325; in saturated 
solution for gonorrheal epididymitis, iv. 
152; by subdural injection in tetanus, ii. 
342; in tetanus, ii, 339; in wood alcohol 
poisoning, ii. 607. 

Magnesium sulphate and anthelmintics, in 
hookworm disease, iv. 809; in intestinal 
distomiasis, iv. 798; in tapeworm, iv. 
794. 

Maonub-Levy, on diabetic hread, ii. 723. 

Maisonneuve urethrotome, use of, in opera- 
tion for resilient urethral stricture, iv. 
172. 

Malaria, as a cause of neuralgia, iv. 337; 
hydrotherapy for relief of, i. 341; not 
associated with cirrhosis of liver, iii. 



Malaria, tropical, iv. 728; atypical form3 
of, iv. 730; cachexia due to, iv. 743; 
chronic form of, iv. 743; clinical types 
of, iv. 730; complications of, iv. 731; 
definition of, iv. 728; destruction of 
mosquitoes as a means of preventing, iv. 
747; drugs in prophylaxis against, iv. 
751; parasites causing, iv. 728; pathol- 
ogy of, iv. 732; pernicious form of, iv. 
743; preventive measures against, iv. 
745; quartan form of, iv. 731; quinin in 
prophylaxis against, iv. 751 ; quinin in 
treatment of, iv. 733; remedial meas- 
ures in, iv. 732; specific treatment of, 
iv. 733; splenic enlargement in, iv. 733; 
surgical interference in, iv. 728; symp- 
tomatic treatment of, iv. 742; symp- 
toms of, iv. 729; tertian form of, iv. 731; 
transmission of, by mosquitoes, iv. 745. 

Malarial parasites. See Parasites, ma- 

" Malarial sorbs," iv. 745. 

"Malarial ulcers," iv. 883. 

Malbkanc, importance of position in acute 
dilatation of stomach first noted by, iii. 
174. 

Male fern. See Filix mas. 

Malignant brain tumors, iv. 434; varie- 
ties of, iv. 434. 

Mauqnant changes in skin, following 
X-ray treatment, i. 520. 

t disease, value of radium ther- 



apy u 



i. 484. 



MAUliNAXT DISEASE OF BKIN, Value Of J( 

ray therapy in treatment of, i. 541. 
Malignant pustule, ii. 320; treatment o 



Mallein in treatment of glanders, v. 
Mallory and Horner, investigations i 
whooping-cough by, v. 290. 



sinus thrombosis, iv. 426. 
Malt, use of, in convalescence from pne 

monia, ii. 254; in laryngeal tuberculos 

iii. 348. 
Malt extract, use of, in rest cure for n 

thenin, iv. 505. 
Malta fever, iv. 855; agglutination n 

tion in, v. 124; diagnosis of, v. 660, 061 ; 

etiology of, v. 659; immunity to, 1 

mode of infection in, v. f 

of, v. 659; prophylaxis against, i 

v. 661; references on, v. 661; 

treatment of, v. 661 ; treatment of, iv. 



855, a 



661. 



Maltose, presence of, in diabetic urine, i 
708. 



nt>, swelling of, as a compli- 
cation of mumps, ii. 166; use of, in or- 
ganotherapy, i. 830; use of, in organo- 
therapy, action of extract of hypophy- 
sis on, i. 737; use of, in organotherapj 
influence of, on vital p 

Man, relation of, to spread of plague, i 
835. 

Manganese, use of, in chlorosis, ii 

Mania, hydrotherapy for relief of, i. 648. 

Manic-depressive psychoses, differentia- 
tion of, from hysteria, iv. 595 

Mannite, use of, to prevent i 
diabetes mellitus, ii. 743. 

M.amntol hexanitrate, use of, in cardiac in- 
sufficiency, iii. 610. 

Masson, on general treatment of trypano- 
somiasis, iv. 764; on insects carrying 
beri-beri, iv. 865; method of extract- 
ing guinea worm rem in mended by, iv. 
805. 

Mantaux, intracutaneous tuberculin reac- 
tion of, v. 157; intracutaneous tubercu- 
lin test of, for administration of tuber- 
culin, v. 347. 



>phy- 
rapy, 

30. 

,„. 

9. 

48. 
■"*ia- 

: 

M 
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Manufactured 
arsenic in, i. 152. 

Manwaring on protective powers of in- 
jection of leukocyte extracts, v. 10. 

Maragliano, 5 per rent, solution of phenol 
recommended by, for use in tetanus, ii. 



Maragliano's antituberculosis serum, ii. 521. 
Marantic sinus. THKOMBoaia, iv. 426; 

prognosis in, iv. 427; prophylaxis against, 

iv. 427; symptoms of, iv. 426; treaU 

ment of, iv. 427. 
Marchant, Gerard, fixation of liver for 

relief of prolapse first ]H'rformed by, iii. 



Marchiavava and Bignami, observations 
by, on time between administration of 
quinin and its action, iv. 735. 

Marco lini, transmission of syphilis by- 
means of vaccination reported by, ii. 
88. 

Marey, means of estimating blood pressure 
first devised by, iii. 556. 

Marie, Pie an k, hereditary cerebellar 
ataxia first described hy, iv. 216, 515. 

Marie and Guillain, hypothesis ad- 
vanced by, regarding pathogenesis of 
tabes, iv. 184. 

Marie and Morax on path of tetanus 
toxin to central nervous system, v. 45.5. 

Marie's method of preparing antirabic se- 



Marie's method of serum-vaccine treat- 
ment for rabies, v. 733. 

Marine climates, tuberculous children 
benefited by, ii. 469. 

Marine Hospital, San Francisco, use of 
ipecac at, in prophylaxis of hepatic 
amebiasis, iv. 726. 

Marine Hospital Service, rules issued 
, for disinfection in tuberculosis, ii. 




light therapy, 



Marital prophylaxis, against syphilis, ii. 

Mario, on method of destruction of plague 
bacilli by immune serum in relation to 
their virulence, v. 267. 

Marmorek, work of, on antistreptococcic 
eerum, v. 650. 



Marraorek's antistreptococcic serum, use 
of, in scarlet fever, ii. 128. 

Mannorek's antituberculosis serum, i. 168, 
ii. 521. 

Marriage, question of, in cardiac insuffi- 
ciency, iii. (i$0; in diabetes mellitus, ii. 
757; in epilepsy, iv. 641; in muscular 
dystrophy, iv. 262; among neurotics, iv. 
523; in syphilis, iv. 479; in tuberculosis, 
ii. 460. 

Martin, use of pilocarpin in mumps ad- 
vised by, ii. 172. 

Martini and Lentz on types of dysentery 
bacilli, v. 250. 

Mabing and STRABnumiER METHOD, of es- 
timating minima! blood pressure, iii. 
557. 

Mask, metal, employment of, for inhala- 
tions, iii. 441. 

Mass action in passive immunity, v. 8. 

Massachusetts, antituberculosis work in, 
ii. 441. 

MASSACHUSETTS GENERAL HOSPITAL, CaSFfl 

treated with digipuratum at, iii. 597; 
cooperative occupational method of 
treating neurasthenia and psych asthenia 
at, iv. 561; disinfection of typhoid urine 
and stools at, ii. 8; mortality from ty- 
phoid fever at, ii. 15, 19; results of anti- 
typhoid vaccination at, ii. 5; rules for 
prevention of typhoid extension in, ii. 
7; study of influenza at, ii. 188; tech- 
nique of antityphoid vaccination at, ii. 6. 
Massage, i. 2S7; contraindications to us;' 
of, i. 322; effects of, on abdominal vis- 
cera, i. 297; effects of, on blood, i. 294; 
effects of, on circulation, i. 294; effects 
of, on muscular system, i. 2'.IS; effects of, 
on nervous system, i. 295; effects of, on 
respiratory system, i. 2ini; friction move- 
ments in, i. 289; history of, i. 287; indi- 
cations for use of vibratory, i. 356; joint 
movements in, i. 292; kneading move- 
ments in, i. 290; movements in, i. 289; 
percussion movements in, i. 2112; physi- 
ological effects of, i. 294; requisites In 
success of, i. 294; stroking movements 
in, i. 289; technique of, i. 288; vibration 
movements in, i. 291; vibratory method 
of, i. 353. 
Massage, use of, in acute myelitis, iv. 227; 
in after-treat menl of anterior poliomye- 
litis, iv. '£V.t; in after-treatment of mor- 
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phin habit, ii. 621; in alcoholism, ii. ,"><K1; 
in apyrexial heat exhaustion, iv. 605; in 
arthritis deformans, ii. G03; in asthenic 
bulbar paralysis, iv. 256; in Inri-beri, iv. 
870; in brachial neuralgia, iv. 357; in 
cardiac neurasthenia, iii. 77S; with cau- 
tion (or phlebitis complicating typhoid 
fever, ii. 28; for corehnil In :m< in-huge. 
due to chronic interstitial nephritis, iv. 
71[ in chronic enlargement nf spleen, iii. 
906; in chronic gastritis, iii. 162; in 
chronic gout, ii. 676; in chronic inter- 
stitial nephritis, iv, 32; in chrome myeli- 
tis, iv. 230, 231; in chronic opium poi- 
soning, ii. 615; in chronic progressive 
bulbar paralysis, iv. 252; in chronic pul- 
monary emphysema, iii. -134; in ehrniiie 
rheumatism, ii. 693; in constipation, iii. 
227; contraini Heated in aeute intestinal 
obstruction, iii. 2-10; conlraindir'nlcd in 
early stage of multiple neuritis, iv. 327; 
contra indicated in pulmonary thrombo- 
sis, iii. 411; contraindicated in recent 
cases of neuritis, iv. 28-1; in con vales- 
cence from dengue, iv, 876; in convales- 
cence from influenza, ii. 1%; in conval- 
escence from Landry's paralysis, iv. 32!t; 
in convalescence from pneumonia, ii. 
254; in facial paralysis, iv. 313; in gas- 
tric atony, iii. 173; Graves' disease, v. 
793; in hallucinosis of drunkards, ii. 
606; in hysteria, i. 322; in Korsakow's 
psychosis, ii. IMXi; in membranous en- 
teritis, iii. 210; in multiple neuritis, iv. 
328; in muscular weakness accompany- 
ing rachitis, ii. 8C:>; in nervous type of 
influenza, ii. 191; for neuralgic headache, 
iv. 609; in neurasthenia, iv. 553; in neu- 
ritis, iv. 2H7; for obstetric paralysis, iv. 
292; in occupation neuroses, iv, 677; in 
occupation pareses, iv. 332; for ozena, 
iii. 337; in paralysis avians, iv. 6S2: for 
paralysis due to cerebral hemorrhage, iv. 
393; for paralysis in cerebral palsies of 
children, iv. 413; in paralysis following 
cerebrospinal meningitis, ii. 214; in pro- 
gressive bulbar paralysis, iv. 501 ; in pro- 
gressive neural muscular dystrophy, iv, 
266; in reduction of obesity, ii. 797; for 
relief of backache in acute nephritis, iv. 
62; for relief of headache in neuras- 
thenia, iv. 574; for relief of myositis, iv. 
615; for relief of pain in spinal syphilis, 



iv. 274; for relief of post-infectious head- 
ache, iv. t>22; during rest cure for neu- 
rasthenia, iv. 545, 550; in severe cases of 
chronic enteritis, iii. 200; in spastic 
spinal paralysis, iv. 270; in spinal pro- 
gressive muscular atrophy of acquired 
form, iv, 247; in tetany, iii. 927. 

Massage, abdominal, i. 297; use of, in 
chronic gastritis, iii. 162; in depressive 
gastric neuroses, iii, 188; in membranous 
enteritis, iii. 209; objections to, in irri- 
tative gastric neuroses, iii. 188; for relief 
of constipation in neurasthenia, iv. 574, 

Massage and gymnastics in pathological 
conditions, i. 301; in diseases of circula- 
tion, i. 301 ; in diseases of the nervous 
system, i, 308; in diseases of the respira- 
tory system, i, 304; in gastrointestinal 
disorders, i. 322; in metabolic disorders, 
i. 325; in sprains, fractures, and post- 
operative treatment, i. 328; in tabes 
dorsalis, i. 316. 

Massage of prostate gland, in chronic gon- 
orrheal urethritis, iv. 161; contraindica- 
tions to use of, in chronic gonorrheal 
urethritis, iv, 165; in gonococcal itifee- 
tions, v. 607; in irritable stricture of 
urethra, iv. 173; in post-gonorrheal neu- 
roses, iv. 175; in relapsing prostatitis, 
iv. 168; technique of, in chronic gonor- 
rheal urethritis, iv. 163. 

"Massive-dose" method, for administra- 
tion of an X-ray treatment, i. 504. 

Mastication, imperfect, a 
trie hyperacidity, iii. 78. 

Masticatory spasm, iv. 671. 

Mastitis, as complication of typhoid fever, 






Mastoiditis, radiant 


heat 


and light in 


treatment of 


i. 451 






Masturbation, 


as cause of 


myocardial in- 


sufficiency, i; 


. 723 


m a 


cause of reflex 


cardiac neurc 


ses, iii 


781. 




Match facto ri 


s, chronic phosphorus poi- 


soning in, ii. 


624; 




of preventing 



Matches, 
of, ii. 622. 

Matthbs, summary by, of knowledge con- 
cerning local application of heat for n 
lief of renal colic, iv. 103. 

Mauriac, passage of iodin through system 
demonstrated by, ii 
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s improved inhaler, for use in laryn- 
al complications of tubereidosis, ii. 
8. 

Mayo, William, investigations by, show- 
ing chronic appcndiejtis and cholecysti- 
tis to be the cause tif gasl rie disease, iii. 
180. 

McBhide, directions by, for a tropin and 
strychnin treatment of alcoholism, ii. 
591, 592. 

HcCall Anderson's dusting powder, use of, 
in acute catarrhal jaundice, iii. 262. 

McCaskey's method, uf applying adhesive 
plaster in visceroptosis, iii. 247. 

McNeil and Schwartz, studies of, on 
complement-fixation in gonococcal in- 
fections, v. 604-606. 

McPhedran, death following use of tur- 
peth mineral for spasmodic laryngitis 
reported by, in. 342. 

McVicah, C. S., on use of oxygen inhala- 
tions to relieve cyanosis in acute dys- 
pnea, iii. 364. 

M'Donaoh snd Klein, on vaccine treats 
ment of gonocuceal infections, v. 615; 
use of sensitized gonococcal vaccines bv, 
v. 609, 611. 

Meals, arrangement of, in treatment of 
obesity, ii. 787; menus for, in treatment 
of tuberculosis, ii. 543. 

Mcara's apparatus, for administration of 
normal saline solution in pyelitis, iv. 89. 

Measles, ii. 138; admission of light in, ii. 
147; antipyretics in, ii. 150; asthenic 
form of, ii. 153; bacteriology of, ii. 138; 
bronchitis co nip lieating, ii, 153; bron- 
chopneumonia complicating, ii. 158; care 
of mouth in, ii. MS; cleanliness impor- 
tant in, ii. 147, 150; complications of, ii. 
156; contagiousness of, during period of 
eruption, ii. 143; contagiousness of, dur- 
ing period of invasion, ii. 141; cough as 
a symptom of, ii, 152; diagnosis between, 
and typhus fever, ii. 38; diet in, ii. 148; 
enterocolitis com pli eating, ii. Mil); erup- 
tion in, Ii. 142; eruption in hemorrhagic 
form of, ii, 154; exaggerated form of, ii. 
149; fresh air treatment of, ii. 146, 159; 
genital disorder* complicating, ii. 161; 
hemorrhagic form of, ii. 154; hydrother- 
apy in, i. 636, ii. 149, 152; hygienic treats 
ment of, ii. 145; immunity conferred by, 
ii. 141); intestinal disorders, complicating, 



ii. 160; laryngeal disorder* complicating, 
ii. 157; lymph glands enlarged in, ii. 161; 
mortality in asthenic form of, ii. 154; 
mortality from bronchopneumonia in, ii, 
158; mouth diseases eomplicating,ii. 157; 
mucous membranes and their diseases 
complicating, ii. 156; nervous symptoms 
of, ii. 151!; nose affections complicating. 
ii. 152, 156; non-contagiousness of, dur- 
ing period of ,lcsr;iiri mat ion, ii. 143; non- 
contagiousness of, during period of in- 
cubation, ii. 141; other infectious dis- 
eases complicating, ii. 161 ; pharyngeal 
affections complicating, ii. 156; physi- 
cian's duty ns regards infection in, ii. 
139; as a predisposing cause of rachitis, 
ii. 802; prevention of, in hospitals, ii. 
144; prevention of, in schools, ii. 144; 
prophylaxis of, ii. 139; prophylaxis of, in 
private practice, ii, 145; rare complica- 
tions of, ii. 161; rules applying to pro- 
phylaxis of, ii. 141; sequela?, to ii. 162; 
sickroom in, ii. 146; symptomatic treat- 
ment in, ii. 14S; temperature in, ii. 142, 
149; treatment of, ii. 145; ventilation 
during, ii. 146. 

Measles, German, ii. 164; treatment of, 
ii. 165. 

Meat, use of, eontraindiealiil in chronic 
cerebral hyperemia, iv. 387; in diabetes 
mellitus, ii. 721. 

Meat extract! v us, avoidance of, in chronic 
parenchymatous nephritis, iv. 64; ob- 
jections to, in nephritis, iv. 42. 

Meat poisoning, ii. 633; by B. antbracis, ii. 
320; by B. botuhnus, ii. 634; by B. bre- 
slaviensis, ii. 637; by B. enteritidis, ii. 
636; by B. friedebergensis, ii. 637; by. B. 
paratyphosus, ii. 638; by B. pneumonia;, 
ii. 639; by B. proteus vulgaris, ii. 638; by 
B. suiseplicus, ii. 638. 

Meats, cooking of, i, 91; in diet of achylia 
gastrica, iii. 146; in diet of depressive 
disorders of gastric secretion, iii. 146; 
in diet of gastric hyperacidity, iii. 86; 
in diet for nephritis, iv. 42, 64; digesti- 
bility of, i. 95; effects of, on blood 
pressure, iv. 12; influence of fat content 
upon digestion of, i. 627; objections to 
use of smoked, in nephritis, iv. 42. 

Mechanical appliances, for aiding ex- 
piration in cardiac insufficiency due to 
pulmonary conditions, iii. 711. 
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MECHANICAL PERCUSSION, 

therapy, i. 353; apparatus for, i. 354; 
indications for, i. 356. 

Mechanogyinnastics, use of, in cardiac 
disease, lis. 640. 

Mechanotherapy, i. 331; active movements 
in, i. 335; in atonic diktat ion of stomach, 
iii. 177; conditions benefited by, 
in chronic dilatation of stomach, 
in chronic gout, ii. (W4; in chronic pul- 
monary emphysema, hi. 434; contra* 
indications to use of, in spastic consti- 
pation, iii. 231; in convalescence from 
lobar pneumonia, i. 350; difference be- 
tween gymnastics and, i. 350; for epi- 
lepsy, iv, (5tS2; for gastric atony, hi. 172; 
in habitual constipation, iii, 227; to 
increase tone of abdominal walls in 
prolapse of liver, iii. 289; lancinating 
pains in tabes not relieved by, iv. 
197; of little value in visceroptosis, 
iii. 247; for movable kidney, iv. 3; 
for movable spleen, iii. 904; of no 
value in myotonia congenita, iv. 268; 
object of, i. 331; passive movements in, 
i. 345; principles of, i. 331; in reduction 
of obesity, ii. 795; use of suspension in, 
i. 359; Zander system of, i. 333. 

Mediastinal i.ympii glands, tubercu- 
losis of, iii. iiO'i; prophylaxis against, 
iii. 505; treatment of, iii. 506. 

Mediastinal tumors, iii. 499; carcinomnta, 
iii. 502; curative treatment, iii. 499; der- 
moid cysts, iii. 500: lymphosarcomas, 
iii. 501; palliative treatment, hi. 501; 
resection of ribs for relief of tumors, 
iii. 503; teratomata, iii. 500; X-ray in 
treatment, iii. 502. 

Mediastinitis, iii. 504. 

M ED I A8TINOPERI CARDITIS, INDURATIVE, Hi. 

508; operation for, iii. 509. 

Mediastinum, posterior method of open- 
ing, in suppurative mediastinitis, iii. 505. 

Mediastinum, diseases of, iii, 499; medias- 
tinitis, iii. 504; mediastinopericarditis, 
iii. 508; tuberculosis of mediastinal 
lymph glands, iii ,Miri. lumors of medias- 

Medical climatology, i. 259. 

"Medical" erysipelas, ii. 274. 

Medical profession, influence of, toward 
proper use uf ;dci>liol, ii. ;jS9; role of, in 
future control of tropics, iv. 683. 



Medical supervision, of dusty trades, i 
429. 

Medicated vapor, methods of applying in 
acute laryngitis, iii. 33f 
bronchitis, iii. 358. 

Medina worm, iv. 804. 

Mediterranean fever. See Malta fev 

Medulla oblongata, localizing sympto 
of tumor in, iv. 443. 

Medullary tissue, chemistry of, i. 783. 

Mehnert, effect of vaccination on whoop- 
ing-cough in young infants reported by, 
ii. 74. 

Meininger, use of mercurial 

promote absorption in pleurisy advo- 
cated by, hi. 470. 

Meltzer, suggestions by, on causes of acute 
dilatation of stomach in pneumonia, 
251. 

Meltzer-Auer apparatus, for 

ferential air pressure, hi. 446, 447. 

Membranes surrounding cells, i. 55; 
cellular, i. 53, 55; osmotic, i. S 
cipitation, i. 54; theories of, i. 56. 

Membranous croup. See Laryngitis 
branous. 

Membranous enteritis. See Enteritis, 
membranous. 

Membranous laryngitis. Si-e Laryngitis. 

Membranous pharyngitis. See Pharyn- 
gitis. 

Memory, utilization of increased power of, 
due to hypnosis, i. 681. 

Mendlesohn-Graupner method, of deter- 
mining extent of myocardial insuffi- 
ciency, iii. 693, 

"Mi'siiiti/s iiisease. Sre Vestibular verti- 



Meningeal he ah aches, iv. 616. 

Meningismus, v. 513, 514. 

Meningitis, as a complication of acute 
rheumatism, ii. 288; as a complication 
of erysipelas, ii. 277; as a complication 
of influenza, ii. 193; as a complication of 
mumps, ii. 171; as a complication of 
pneumonia, ii. 251; Besredka's method 
in treatment of, v. 102; cerebrospinal, 
diagnosis between, and typhus fever, 
ii. 39; epidemic, precipitin diagnostic 
test for, v. 125; Netter on treatment 
of, v. 102; Weil on treatment of, v. 
102. 

Meningitis, acu 
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diagnosis of, iv. 360; prognosis of, iv. 
371; prophylaxis again si , iv. 37 1 ; spcciiir 
remedies for, iv. 372; symptoms of, iv. 
368; treatment of, iv. 372. 

Meningitis, basilar syphilitic, iv. 473. 

Meningitis, cerebrospinal. See Cerebro- 
spinal meningitis. 

Meningitis, chronic cerebhal, iv. 378. 

Meningitis, epidemic cerebrospinal. .See 
Cerebrospinal meningitis, epidemic. 

MENINOrTIB, INFLUENZAL. See IsflUBBBBl 

ingitis. 

Meningitis, intraspinal, BaSRXDKA'a 
treatment or, v. 102; in doubtful diag- 
nosis, v. 102; in undoubted diagnosis, v. 
102; symptomatic, v. 102. 
Meningitis, pnecmococcus and strepto- 
coccus, ii. 210. 
Meningitis, serous, iv. 408; definition of, 
r. 468; clifferential diagnosis of, 



etiology of, 
subject of, iv. 4 
symptoms of, iv 
469; varieties of 
Meningitis, tubi 



; introd notion to 
jrognosis, iv. 469; 
; treatment of, iv. 



-. 373; diag- 
nosis of, iv. 375; operative treatment of, 
iv. 377; pathological anatomy of, iv. 373; 
prophylaxis of, iv. 377; symptoms of, iv. 
373; treatment of symptoms, iv. 377; 
tuberculin treatment in, v. 322. 

Meningo-arterio-myelitis, v. 402. 

Meningococcus, v. 563; differentiation of, 
from gonococcus, v. 596, 597; examina- 
tion for presence of, v. 565; strains of, 
v. 561. 

Meningococcus carriers, v. 563, 564. 

Meningococcus infections, gonococcus 
infections compared with, v. 618. 

Meningococcus meningitis, bacterial ex- 
amination of cerebrospinal fluid in, 
v. 518. 

Meningococcus serum. See Antimenm- 
gitis serum. 

Meningococcus vaccination, clinical reac- 
tion to, v. 571, 572; preparation of, v. 
570, 572, 573, 575; prophylactic, v. 569, 
570, 572, 575. 

v. 549. 

Msnopause, acute myelitis during, iv. 224; 
as a cause of reflex cardiac 
781; prevention of the 
527; use of ovary for relief of disturlj- 
« at, i. 818, 821. 



Menorrhagia, hydrotherapy for relief of, 
i. 632. 

Menstruation, corpus luteuni as factor in, 
i. 815; parathyroid tetany during, i. 718. 

Menstruation, disorders or, extract of 
ovary for relief of, i. 819; extract of 
thyroid for relief of, i. 702; in tuberculo- 
sis, ii. 503. 

Mental apathy, as symptom of diph- 
theria, ii. 261, 262. 

Mental conditions, sedative effect of con- 
tinuous warm bath for, i. 620. 

Mental deficiency, presence of, in heredi- 
tary cerebellar ataxia, iv. 217; ae a 
symptom of liasilar syphilitic meningitis, 
iv. 473; aa a symptom of cerebral palsies 
of children, iv. 410, 411; as a symptom 
of pseudobulbar paralysis, iv. 506. 

Mental disturbances, as a symptom of 
brain cysticercus, iv. 459; as a symptom 
.of brain syphilis, iv. 476; as a symptom 
of parasites of brain, iv. 459. 

Mental fatigue, simple, hygienic treat- 
ment of, iv. 581. 

Mental fora.mkn. alcohol injection at, for 
relief of trigeminal neuralgia, iv. 346. 

Mentality, changes in, following menin- 
gitis, v. 549. 

Menthol, use of, in atrophic rhinitis, iii. 331; 
in chronic pharyngitis, iii. 34; for disin- 
fection of mouth in measles, ii. 148; by 
inhalation in chronic bronchitis, iii. 375; 
by intratracheal injection, iii. 343, 397; 
for relief of cough in pulmonary tuber- 
culosis, ii. 493; for relief of itching 
in diabetes mellitus, ii. 749; for relief of 
itching in small-pox, ii. 49; for relief of 
itching in varicella, ii. 112; in serum 
sickness, v. 558; as spray in adenoid 
vegetations, iii. 25; as spray in chronic 
atrophic laryngitis, iii. 343; as spray 
in hay fever, iii. 391. 

Monthol, alcoholic solution of, for relief of 
tender toes ia typhoid fever, ii. 29. 

Hsathol and camphor, use of, to clear 
nasal passages of secretions, iii. 334; by 
inhalation in acute laryngitis, iii. 330; in 
lozenges in acute laryngitis, iii. 339; as 
spray after local applications in atrophic 
rhinitis, iii. 332. 

Menthol and chloroform, inhalations of, in 
acute rhinitis, iii. 328. 

Menthol ointment, use of, in acute catar- 
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iii. 262; during attack of 
190. 
of, in peristaltic unrest, 



rhal jaundice 
hay fever, iii 

Menthol pills, u 
iii. 250. 

Mentholated lozenges, use of, in acute naso- 
pharyngitis, iii. 20; to relieve cough in 
pulmonary tuberculosis, ii. 493. 

Menzer's antistreptococcic serum, use of, 
in scarlet fever, ii. 128. 

Meralgia paresthetica. See Neuritis, 
external cutaneous. 

Mercolint aprons, administration of mer- 
cury by, in syphilis, ii. 376. 

Mercurial baths. See Bath. 

Mercurial dusting powders, use of, in 
secondary syphilis of mucosa: and muco- 
cutaneous surfaces, ii. 412. 

Mercurial flannels, administration of mer- 
cury by, in syphilis, ii. 376. 

Mercurial inunctions, use of, in acute cere- 
bral meningitis, iv, 372; in acute hemor- 
rhagic inferior polioeuccphaliti 



a brain syphilis, 
syphilis of liver, 
paralysis, iv. 32! 
without apparent i 
mote absorptio 



. 480; in congenital 
ii. 265; in Landry's 
; in optic neuritis 
iusc, iv. 306; to pro- 
pleurisy, iii. 470; to 
relieve heart block associated with 
syphilis, iii. 772; in spinal syphilis, iv. 
274; in syphilitic arteritis, iii. 763; in 
tabes, iv. IBS; in tabetic amaurosis, iv. 
199; in tuberculous peritonitis, iii. 321. 
Mercurial nephritis, See Nephritis, mer- 

Mercurial ointments, use of, in chancre of 
general integument, ii. 41 1 ; in chancre of 
lips, ii. 4111; in chancre uf rectum, ii. 410; 
in gummata, ii. 41 r i; in hereditary syph- 
ilis, ii. 419; in macular and papular 
syphiloderms, ii. 411; oleate of mercury 
as a substitute for, iv. 481 ; in palmar and 
plantar syphilis, ii. 415; in papular or 
tubercular tertiary lesions of syphilis, 
ii. 412; as a prophylactic measure in 
syphilis, ii. 362; in pustular and ulcera- 
tive syphiloderms, ii. 411; in syphilitic 
condylomata, ii. 413; in syphilitic lesions 
of bones and joints, ii. 415; in syphilitic 
onychia, ii. 414. 

Mercurial plasters, ii. 375. 

Mercurial poisoning, i. 168; by external 
application of mercury, i. 171 ; fatal dose 
in, i, 171; frequency of, i. 168; poisonous 



action of drug in, i. 169; postmortem 
changes in, i. 172; treatment of, i. 170. 

Mercurial preparations, suitable for use ii 
syphilis, ii. 385. 

Mercurial purgative, use of, in acute bron- 
chitis, iii. 354. 

Mercurial stomatitis. See Stomatitis. 

Mercurial treatment in syphilis, influence of, 
on Wasscrmann reaction, v. 

Mercurialized serum, in treatment of syphi- 
lis of central nervous system, \ 

Mercurialimm, chronic, hydrotherapy for 
relief of, i. 650. 

Mercurials, use of, in aneurysm, iii. 766; 
externally in thyroiditis acuta and stru- 
ma inflammatoria, iii. 908; in trypano- 
somiasis, iv. 763. 

Mercuric chlorid. See Mercury bichlorid. 

Mercury, administration of, care of oral 
cavity in, iv. 482; by injection, iv. 481; 
by inunction, iv. 480; by mouth, in 
pills or solutions, iv. 480. 

Mercury, use of, in acute myelitis, iv. 226; 
in aneurysm of cerebral arteries with 
syphilitic history, iv. 457; in apoplectic 
form of vestibular vertigo, with syph- 
ilitic origin, iv. 638; in brain syphilis, iv 
479; in cerebrospinal syphilis, v. 408; 
409, 418; in chronic cerebral meningitis 
of syphilitic origin, iv. 378; in disease of 
eighth nerve, iv. 315, 316; in frambcesia 
tropica, iv. 780; in hydrocephalus, iv. 
465: indications for, in tabes, iv. 212; 
in laryngeal t uberculosis complicated 
with syphilis, iii. 346; in leprosy, iv. 832; 
in localized neuritis, iv. 289; by mouth, 
contra indicated in syphilitic gastritis, 
iii. 167; in multiple sclerosis, iv. 281; 
nephritis due to, iv. 27, 57; objections to, 
for vesical irrigation in cystitis compli- 
cating acute myelitis, iv. 227; in oplk 
neuritis, iv. 305; in optic neuritis with- 
out apparent cause, iv. 306; in pneumo- 
gastric paralysis, iv. 319; in radicular 
sciatica, iv, 295; in treatment of scarlet 
fe\-er, v. 647; in syphilis of pancreas, 
iii. 302; in syphilis of upper respiratory 
tract, iii. 348; in syphilitic disease of 
liver, iii. 265; in tumors or cysts of liver, 
iii. 291. 

Mercury, ammoniated, use of, in 
ated chancre, ii. 408. 

Mercury with chalk, use of, in congenital 
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syphilis of liver, iii. 265; in congenital 
syphilis of Upper respiratory tract, iii. 
349; in hereditary syphilis, ii. 419; in 
syphilis, it 373. 

Mercury, gray oil of, use of, in syphilis, 
by intramuscular injection, ii. 381; by 
rectal injection, ii. 373. 

Mercury, Injection of Insoluble salts of, ii. 
, iv. 481 ; as calomel, ii. 382; early use 
of method, ii.380; as gray oil of, ii. 381; 
injection fluid in, ii. 383; injection im- 
plement fur, ii. 384; injection site for, ii, 
386; objections to, ii. 3SS; preparations 
used for, ii. 383; as salicylate, ii. 382; 
sterilization of needle in, ii. 385; tech- 
nique of, ii. 386; theory of, ii. 380. 

Mercury, metallic, use of, in syphilis, ii. 381. 

Mercury, oleate of, as substitute tor mer- 
curial ointment, iv. 481. 

Mercury in syphilis, ii. 369; action of, ii. 369; 
administration of, by mouth, ii, 373; ad- 
mi ni stria, t ion of, in general, ii. 372; con- 
tinuous intermittent treatment with, ii. 
404; continuous treatment with, ii. 403; 
cutaneous adininist nil ion of, ii. 374; dan- 
ger of, in diuliclesassodaledwith syphilis. 
ii. 755; elimination of, ii. 3t>9; in heredi- 
tary syphilis, ii. 418; hydrargyrism from 
excessive use of , ii. H70; inject ion method 
of administering, ii. 376; insoluble in- 
jections of, ii. 380; inunction method of 
administering, ii. 3N4; inunction method 
desirable in infants, ii. 419; "mixed" 
form of treatment with,.ii. 372, 396; in 
pn-gnmicv, ii. 4 Hi: preparations of. suit- 
able for use, ii. 372; rectal administra- 
tion of, ii. 373; soluble injections of, ii. 
378. 

Mercury, yellow oxld of, use of, in cure of 
eyes in small-pox, ii. 50; as ointment,,* ill 
rhagades of lip commissures, iii. 4. 

Mercury, white precipitate of, use of, in 
mercurial plasters, ii. 375. 

Mercury benzoate, use of, in syphilis, ii. 
379. 

Mercury bichlorld, use of, in chancre of 
general integument, ii, 411; as cleansing 
solution in atrophic rhinitis, iii. 331; 
in diphtheria of the mouth, iii. 14; 
as dressing for oriental sore, iv. 772; 
as dressing for sores in frambosia 
tropica, iv. 781; in echuioeoecus disease, 
iii. 256; in extraction of puinea worm, iv. 



805; in exulcerated chancre, ii. 408; in 
gangrenous chancre, ii. 409; as gargle in 
chancre of mouth and tongue, ii. 410; 
in gonorrheal stomatitis, iii. 15; in gum- 
mat a, ii. 415; by hypodermic injection 
in cerebral thrombosis due to syphilitic 
endarteritis, iv. 399; by hypodermic 
injection in papular and macular ter- 
tiary cutaneous lesions of syphilis, ii. 
412; by hypodermic injection in syphilis, 
ii. 378; by hypodermic injection in 
tabes, iv. 195; by instillation in chronic 
gonorrheal urethritis, iv. 160; by in- 
stillation in tubercular cystitis, iv. 121; 
by intramuscular injection in bruin 
syphilis, iv, 479; by intravenous injec- 
tion in trypanosomiasis, iv. 763; by ir- 
rigation for abscess of cervical glanda, 
ii. 239; by irrigation for chancre of 
vagina or uterine neck, ii. 410; by irri- 
gation for mucous patches on general 
integument, ii. 413; for irrigation of 
intestines in chronic stage of bacillary 
dysentery, ii. 318; for irrigation of 
pleural cavity followed by poisoning, iii. 
487; as lotion in craw-craw, iv. 708; in 
mucous patches, ii. 413; objections to, 
as disinfectant for tuberculous sputum, 
ii. 449; in papular and tubercular ter- 
tiary syphilitic lesions, ii. 412; in pus- 
tular anil ulcerative syphiloderms, ii. 
411; in small-pox, ii. 49; as spray in 
ozena of syphilitic origin, iii. 337; as 
spray in syphilis of upper respiratory 
tract, iii. 349; in stomatitis syphilitica, 
iii. 15; in syphilitic alopecia, ii, 414; in 
syphilitic onychia, ii. 413; in tertiary 
syphilitic lesions of mucous or mucocu- 
taneous surfaces, ii. 412; in throat af- 
fections complicating scarlet fever, ii. 
130. 

Mercury blnlodid, use of, in scarlet fever, ii. 
124; in syphilis by hypodermic injection, 
ii. 379; in syphilis, by mouth, ii. 373. 

Mercury cacodylate, use of, in syphilis, ii. 
379. 

Mercury chlorld. See Calomel. 

Mercury cyanld, use of, by hypodermic 
injection in syphilis of upper respira- 
tory tract, iii. 349; in syphilis, ii. 379. 

Mercury lactate, use of, in syphilis, ii. 379. 

Mercury oleate, use of, in administration of 
mercurial plasters, ii. 375; in adminis- 
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tration of mercury by munition, ii. 374; 
in chancre of general integument, Ii. 
411; in macular and papular syphilc- 
derms, ii. 411. 
Mercury peptonate, use of, in syphilis, ii. 



mdary 



379. 
Mercury perchlorid, 



Mercury protolodid, use of, in syphilis, ii. 
373. 

Mercury salicylate, use of, by hypodermic 
injection in tabes, iv. 195; in ityphilis, ii, 
3!>7; in syphilitic, discuse of liver, iii. 205, 

Mercury succlnamid, use of, in brain syphi- 
lis, iv. 480; in cerebral thrombosis due 
to syphilid ii- endarteritis, iv. 399. 

Mercury tannate, use of, in hydrargyrum 
affecting kidneys, ii. 372; in syphilis, 



. 373. 



c of radiant 



Mercury vapor lamps, 

energy, i. 440, 
Messier, as pioneer in hypnotism, i. 566. 
Metabolic nisOHDERS, Spa treatment for, 



Metabolism, carbohydrate, pancreas es- 
sential to, i. 758; effects of boracie, acid 
upon, i. 717; effects of epinephrin upon, i. 
789; effects nf radiant energy upon, i. 
445; effects of thyroid administration 
upon, i. 700; influence of age upon, i. 74; 
massage and gymnastics in treatment of 
disorders of, i. 325; radiant light and heat 
in treatment of, when impaired, i. 445; 
rate of, i. 74; sugar, inlluenee of pancreas 
upon, i. 772. 

Mi:t a holism, iiikti'Iiiianckh of, chronic 
myocardial insultieieney due to, iii. 702; 
treatment of, iii. 723. 

Metabolism in fever, i. 114; and food 
absorption, i. 119; influence of high 
temperature on, i. 118; influence of 
toxins on, i. 118; nitrogen, 117; nualita- 
tive changes in, i. 116; quantitative 
changes in, i. 115; total, i, 114. 

Metallic poisonino, in causation of mul- 
tiple sclerosis, iv. 280. 

Metalnikoff, experiments of, on effect of 
immune sera on spermatozoa, v. 758. 

Metastatic processes, alveolar abscess 
and, V. 635, 636; pyorrhea and, v. 635. 

Mbtathhombin, v. 804. 

n treatment of leprosy with 
'. 387. 



- . 



Metchnikoff and Beshedka, investiga- 
tions of, in typhoid immunisation, v. 
186; sensitized living antityphoid vac- 
cine of, v. 186. 

Metchnikoff and Roux, demonstration 
by, that anthropoid apes are susccpt ihle 
to syphilis, ii. 352; experiments by, on 
prophylactic measures in syphilis, ii. 
362. 

Metchnikoff, Roux anu Salimbeni, in- 
vestigations of, on cholera 
production of cholera toxin by, 
ficial media, 

Meteorism, in intestinal 
in typhoid fever, 

m eteorg logical 

Methemoqlohinu 



on cholera toxin, v. 281; 
cholera toxin by, in arti- 

282. 

estinal neuroses, iii. 250; 
r, ii. 26. 

CLIMATOLOGY, i. 247, 

ria, iv. 4; treatment of. 
See Wood alcohol. 



e Wood alcohol. 
e of, for neuralgic 



iv. 5. 

Methyl chlorids, local u 
headache, i 

Methyl salicylate, local application of, in 
mumps, ii. 170. 

Methylene blue, use of, in destruction of 
filaria bancrofti, iv. 803; in endemic 
hematuria, iv. 800; for irrigation of 
bowels in chronic stage of bacillary 
dysentery, ii. 318; locally in oriental 
sore, iv. 77'J; locally in Vincent's angina, 
iii. 28; to relieve sciatic pain in diabetes 
mellitus, ii. 751; as a substitute for 
quinin, iv. 742. 

Metritis, chronic, hydrotherapy for relief 



Metrorrhagia, case of, v. 8 

treatment of, v. 819. 
Meter, Adoi.ph, analysis by, of factors 

sent.ial to psychotherapy, iv. 583; on 

of terms in psychotherapy, iv. 583. 
Meter, Willy, apparatus for use of 

ferential air pressure devised by, iii. 
Meyer apparatus, for use of differential 

pressure, iii. 44fi, 447. 
Meyer and Rassom on path of tetant 

toxin to central nervous system, v. 455. 
Meyer-Ruppel, Tub erculo-Sero- Vaccine of, 

v. 324. 
Mezereon ointment, use of, in syphilitic 



Miana fever, iv. 775. 
Michaelis, results obtained by, on 
araenobenzol in syphilis, iv. 485. 
Michigan, anlitulicrculusjs work in, ii, 442. 
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MICROCOCCUS ATJHEOE 

therapy in, v. 654. 
Micrococcus catakiihalts, different iat inn 
of, from gonoooecus, v. 597. 

MICROCOCCUS MELITEXSIS, IV. 855, V. 650. 

Micrococcus rheumaticus, iii. 743. 

MicKuoidiAS'iSM, causing i;:ingosu, iv. 881; 
causing Malta fever, iv. 855; present b 
leprosy, iv. 825, 827. 

Mii'iuxi uranisms, present in acute cerebral 
meningitis, iv. 368; in acute rhinitis, iii. 
328; in bronchopneumonia, iii. -115; in 
cerebral abscess, iv. 419; in cystitis, iv. 
119; in cholecystitis and cholelilhiasi ■, 
iii. 265; in empyema, iii. 481; in infectious 
sinus thrombosis, iv. 427; in membran- 
ous pharyngitis, iii. 27; in pyelitis, iv. 
84, S9; in rheumatism, iii. 744. 

Micturition, anomalies of, in neuras- 
thenia, iv. 577; nervous mcehiiniHm of, 
iv. 125. 

Middle bar, importance of protecting, in 
influenza, ii. IS"; suppuration of, caus- 
ing optic neuritis, iv. 306; suppuration 
of, complicating cerebrospinal menin- 
gitis, v. 551. 
Iigraine, iv. 599; abortive attacks of, iv. 
IHH); administration of thyroid gland fur 
rehef of, i. 701; association of, wilh peri- 
odic ocular paralysis, iv, 309; constitu- 
tional treatment of, iv. 604; equivalents 
for, iv. 600; groups of, iv. 599; hydro- 
therapy for relief of, i. 222; predisposing 
to a variant, of the neurotic constitu- 
tion, iv. 606; as a symptom of neuras- 
thenia, iv. 573; treatment of, during 
attack, iv. 602; varieties of, iv. 600. 

Migraine, ophthalmic, iv. 600. 

Migraine, ophthalmoplegic, iv. 600. 
:, symptomatic, iv. 600. 

beb," in erysipelas, ii. 
275. 
Iikttlicz, operation introduced by, for 
relief of idiopathic dilatation of esopha- 

MiKOLicz'e disease, X-ray therapy for 
relief of, i. 555. 

tjaby fever, ii. 574; characteristics of, 
ii. 574; convalescence from, ii. 574; 
definition of, ii. 574; eruption in, ii. 574; 
murtality from, ii. 575; prophylaxis 
against, ii. 575; quarantine in, ii. 575; 
treat. cent of, ii. 575. 



Military surgery, value of radium in, 
i. 483. 

Milk, in diet for acute nephritis, iv. 58; in 
diet of chronic interstitial nephritis, iv. 
63; in diet of chronic parenchymatous 
nephritis, iv. 64; in diet of diabetes mel- 
litus, ii. 720; in diet for depressive dis- 
orders of gastric secretion, iii. 147; in 
diet for gastric hyperacidity, iii. 83; in 
diet for nephritis, iv. 41; in diet for pye- 
litis, iv. 87; in diet for typhoid fever, ii. 
12; digestibility of, i. 98; as Food in 
chronic enteritis of moderate severity, 
iii. 199; ice-cold, as food in cholera in- 
fantum, iii. 205; idiosyncrasies to, L 
98; as infants' food, iii. 201; long con- 
tinued use of boiled, a cause of rachitis, 
ii. 806; long continued use of con- 
densed, a cause of rachitis, ii. 807; long 
continued Use of dried, a cause of 
rachitis, ii. S07; lonR continued use of 
sterilized, a cause of rachitis, ii. 806; 
objections to, in diet of acute dysentery, 
ii. 318; objections to, in diet of acute 
enteritis, iii. 193; objections to, in diet of 
chronic dysentery, ii. 318; transmission 
of dysentery by, ii. 309; transmission of 
foot and mouth disease by, ii. 578; 
transmission of scarlet fever by, ii. 116; 
transmission of typhoid fever by, ii. 2, 3; 
in treatment of Graves' disease, v. 798; 
in treatment of uremia, iv. 51; use of hot, 
for relief of cough in pulmonary tuber- 
culosis, ii. 493; use of, in diabetes melli- 
tus, ii. 720. 

"Milk of Bismuth," use of, in enteritis of 
infancy, iii. 203. 

Milk ami eggs, in diet of gastric ulcer, iii. 



129. 



i. 641. 



■c Magnesia, milk of. 
■rrrs, poisoning by. 



Milk of thyroid ectomteed goats, in treat- 
ment of Graves' disease, v. 793. 

Milk diet, in ecule infectious myocarditis, 
iii. 750;innutokixic methemoglobinemia, 
iii. 896; in bronchial asthma, iii. 382; 
in chronic inyo'irdial insufficiency, iii. 
716, 721 ; in chronic myocirdial insuf- 
ficiency due to obesity, iii. 727; in con- 
tinuous gastric hypersecretion, iii. 106; 
in delirium tremens, ii. 600; in diph- 
theria, ii. 267; in gastric hyperacidity, 
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iii. 100; in gastric pyloric ulcer, iii. 
181; in hill diarrhea, iv. 879; indications 
for in neurasthenia, iv. -iii; in influenza 
with gastrointestinal symptoms, ii. 190; 
in Graves' disease, v. 798; in nephritis, 
iv. 42; in nephritis complicating scarlet 
fever, ii. 133, 134; in non-bleeiling gastric, 
ulcer, iii. 127, 128; objections to, in cir- 
rhosis of liver, ill. 281; in pericarditis, 
iii. 516; in pneumonia, ii. 230; recom- 
mended by Dubois for neurasthenia, iv. 
551; in scarlet fever as preventive of 
nephritiB, ii. 133; in small-pox, ii. 40; in 
sprue, iv. S7H; in treatment of ascites 
in cirrhosis of liver, iii. 285; in whooping- 
cough, ii. 180; in wood alcohol poisoning, 
ii. 807. 

Mii.k sugar. See Lactose. 

Mills, investigations by, on action of ra- 
dium upon liver, i. 470. 

Milton, case reported by, of removal of 
large part of sternum for suppurative 
mediastinitis, iii. 505. 

Mind hlindnkss, as localizing symptom of 
tumor in left cerebral hemisphere, iv. 
440. 

Mineral acids, poisoning by, i. 199. 

Mineral acids, action of, on glandular secre- 
tion in severe infeel ions, ii. 25; use of, 
to lessen bronchial secretion in acute 
bronchitis, iii. 305; use of, inoxnluria, iv. 
8; use of, to relieve profuse expectora- 
tion in chronic bronchitis, iii. 376. 

Mineral Ions, use of, in hemophilia, iii. 877. 

Mineral oils, use nf, in ch runic, const ipation. 
iii. 235. 

Mineral poisons, i. 149, 150; ammonia, 
i. 22; antimony, i. 164; arsenic, i. 150; 
bismuth subnitrate, L 197; borax and 
borio acid, i. 186; bromin, i. 209; car- 
bon monoxid, i. 211; caustic alkalies, i. 
219; caustic potash, i, 220; caustic soda, 
i. 220; chlorin, i. 209; copper, i. 173; 
hydrochloric acid, i. 208; hydrocyanic 
acid, i. 2l:i; hydrogen sulphid, i. 210; 
inorganic gases, j. I'M; lead, i. 177; mer- 
cury, i. ION; mineral acids, i. 199; nitric 
acid, i. 206; nitrites, i. 208; nitrous acid, 
i. 208; imtassium chlorate, i. 196; silver, 
i, 196; sulphuric acid, i. 200; sulphur- 
ous acid and the sulphates, i. 202; tin, 
l 177; varieties of, i. 149; sine, i. 183. 

Mineral springs, benefit, from, in treatment 



of acute myelitis, iv. 228; benefit from 
thermal, in tabes, iv. 201; percentage' of 

Mineral waters, action of, i. 658; classifica- 
tion of, i. 655; ruiupo-sition of different, 
i. 653; gases in, i. 653; presence of radio- 
activity iu,i.-)72, 055; principles. of,i.651; 
resultant action of, i. 660; temperature 
of, i. 231; use of, in chronic cholecysti- 
tis and cholelithiasis, iii. 271; use of, in 
chronic constipation, iii. 234; use of, in 
chronic gastritis, iii. 161; use of, in cir- 
rhosis of liver, iii. 2-S3; use of, in gout, ii. 
683; use of, fur hyperacidity in chlorosis, 
iii. 821; use of, to promote evacuation of 



425. 
,ith a 



bowels i 


a gastr 


c atony, iii. 1" 


Miners' phthisis, 


causes of, iii. 4 


Minett, tr< 




of leprosy by, 



tin, v. 393. 



Minin, Prof., Minin light for use in light 

therapy devised by, i. 442. 
Minin light, use of, in light therapy, i, 

442. 

MlOSTAQMI.V 

146; preparation of antigen 
technique of, v. 146; value of, 
Mi 



148. 
Mistura ferri et ammonii acetatJs. See 

Basham's mixture. 
Mitchell, J. K., schedule for dietary 

during rest cure arranged by, iv. 518. 
Mitchell, S. Weir, advocacy of massage 

by, i. 287; rest cure for neurasthenia 

established by, iv. 538. 
Mitten friction, use of, to reduce temj 

ture in pneumonia, ii. 23 
"Mixed treatment," administration of 

cury and iodin together by, in syphilis, 

ii. 396; use of, in brain syphilis, iv. 488; 

use of, in hereditary - syphilis, ii. 434; 

use of, during pregnancy, ii. 417; 

in syphilis of upper respiratory 

iii. 348. 
Mixed vaccines, in treatment of si 

infections of the mouth, v, 839, 641). 
Momtis, theory of, on Graves' d 

789; work cure for neurasthenia 

traduced by, iv. 559. 
Modalities from static machine, i 
Moeller on results of tuberculin treaUl 

at Belzig sanatorium, v. 3 
Mohn, disinfection of sick ro 



.ssage 
henia 

ipera- 

mer- 
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rairl ailing whooping-cough advocated 
by, ii. 179. 

BT ALKALINE ATMOSPHERE, benefit of, 

u membranous pharyngitis, iii. 27. 
Moisture, KxrKssiVK, injurious effects of, 
q tropics combined with excessive heat, 



Monilia Candida, v. 424. See also Oidium 

albicans. 
Monkeys, reaction of, to vaccination and 

small-pox, ii. i);{; ulcerative colitis due to 

Balantidium coli observed among, iv. 

777. 

"Monorecidiv," V. 400. 

I.lonsel's solution, use of, to control epi- 
ttaxis objectionable, iii. 335. 

Montague, Lady Mart Wortley, inocu- 
lation for small-pox introduced by, 
ii. 32. 

Montesl'is, on indications for treatment 
a enteroptosis, iii. 248. 

Moore and Noguchi, discovery by, of 
Treponema pallidum in paresis, v. 402. 

Moore's treatment of aneurysm, iii. 707. 

Moos and Heymann, on use of vaccines in 
gonococcal pelvic infections, v. 617. 

Moral pervasion, ai'c<mi]>anying chloro- 



. 821. 



i Zaun, on i 
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chlorosis, iii. 815. 
Morbid anatomy, of prenatal type of cere- 
bral palsies of children, iv. 409. 
I Morbus maculosus neonatorum, iii. 875, 
v. 812, 813; scrum and blood treatment 
of, v. 813. 
Morgan on types of dysentery bacilli, v. 
251. 
Morgenroth, chemotherapy of pneumo- 
coccus infections of, v. 14; studies of, on 
chemotherapy in pneiimncoccus infec- 
tions, v. 496, 497. 
Moritz and Diet], en | method employed by, 
for determining extent of chronic myo- 
cardial insufficiency by Rontgen rays, 
iii. 697. 
"Morning diarrhea," iii. 250. 
Moro, tuberculin salve reaction of, v. 157. 
Morphia. See Morphin. 
Morphin, use of, to abort attacks of pul- 
monary edema in chronic interstitial 
nephritis, iv. 53; in acute catarrhal chol- 
ecystitis, iii, 2(57; in acute enteritis, iii. 
1; in acute gastritis, iii. 156; in acute 




gout, ii. 685; in acute inferior hemor- 
rhagic poliomyelitis, iv. 408; in acute or 
intermittent gastric hypersecretion, iii. 
102; to allay hunger in starvation treat- 
ment of gastric ulcer, iii. 118; in apoplec- 
tic form of vestibular vertigo, iv. 639; 
in appendicitis, iii. 214, 217, 218; in 
bacillary dysentery, ii. 317; in bron- 
chial asthma, iii. 388; in broncho- 
pneumonia with cyanosis due to bron- 
chial obstruction, undesirable, iii. 420; 
in carcinoma of liver, iii, 291; in cardiac 
asthma due to chronic myocardial in- 
sufficiency, iii. 737; in cholera infantum, 
iii. 204; in chronic intestinal obstruction, 
iii. 242; in chronic progressive bulbar 
paralysis, iv. 253; in cerebrospinal 
meningitis, v. 548; to control cough dur- 
ing active stage of tuberculosis, ii. 478; 
to control cough due to chronic bron- 
chitis associated with cardiac insuffi- 
ciency, iii. 731 ; to control cough in 
progressive bulbar paralysis, iv. 499; to 
control diarrhea in Addison's disease, 
iii. 885; to control drooling in chronic 
progressive bulbar paralysis, iv. 253; 
to control hemateniesis during cirrhosis 
of liver, iii. 288; to control hemorrhage 
in pulmonary tuberculosis, ii. 496; to 
control hemorrhage during thoracente- 
sis, iii. 479; to control hemorrhage in 
typhoid fever, ii. 19; to control restless- 
ness in cerebral hyperemia, iv, 386; to 
control spasmodic cough in chronic pro- 
gressive bulbar paralysis, iv. 253; to con- 
trol uremic vomiting, iv. 54; to control 
vomiting in acute locaUzed peritonitis, 
iii. 312; contrainciieated in bronchopneu- 
monia complicating inlWn/n, ii. 192; 
conl raiudicated for rough of pulmonary 
tuberculosis, ii. 494; contra indicated for 
nervous symptoms compliiM ting measles, 
ii. 152; contrnindieated in plastic bron- 
chitis, iii. 392; < traiudirated for relief 

of insomnia in neurasthenia, iv. 5'3; 
in eclampsia of pregnancy, iv. 83; for 
edema of glottis in acute nephritis, iv. 
62; in enterocolitis complicating measles, 
ii. 161; in gallstone colic, iii. 267; in 
hydrophobia, ii. 332; indispensable in 
cholera morbus, iii. 195; in intubation of 
larynx, ii. 267; in laryngeal tuberculosis-, 
iii. 346, 34N; in malarial fever for control 
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of vomiting, iv. 743; in membranous en- 
teritis, iii- 208; in migraine, iv. 603; in 
myocardial insufficiency of a severe 
type, iii. 720; in pericarditis as cardiac 
stimulant, iii. 520; in pernicious malaria 
of a choleraic type, iv. 743; in pneumonia 
of alcoholics, ii. 250; in pneumothorax 
with empyema, iii. 493; in pulmonary 
edema, iii. 409; in pulmonary edema 
complicating pneumonia, ii. 281; in pul- 
monary edema occurring during tho- 
racentesis, iii. 480; in pulmonary throm- 
bosis, iii. 411; for relief of convulsions 
due to brain tumor, iv. 448; for relief 
of cough in progressive bulbar paralysis, 
iv. 501; for relief of crises in tabes, iv. 
197; for relief of dyspnea in chronic 
pulmonary emphysema, iii. 438; for re- 
lief of dyspnea in tuberculosis, ii. 502; 
for relief of gastric irritability in typhoid 
fever, ii. 23; for relief of headache in 
pachymeningitis, iv. 364; for relief of 
hiccough complicating pneumonia, ii. 
252; for relief of insomnia due to brain 
tumor, iv. 447; for relief of insomnia in 
cardiac insufficiency, iii . 664; for relief 
of insomnia due to chronic cerebral 
hyperemia, iv. 387; for relief of insomnia 
in influenza, ii. 192; for reticf of insom- 
nia in typhoid fever, ii. 26; for relief 
of lancinating pains in tabes, iv. 197; 
for relief of nocturnal dyspnea in chronic: 
nephritis, iv. 70; for relief of pain and 
dyspnea in acute congestion of lungs; 
iii. 406; for relief of pain in acute dif- 
fuse peritonitis, iii. 315; for relief of 
pain in ucule localised peritonitis, iii. 
311; for relief of pain in acule myelitis. 
iv. 226; for relief of pain in acute 
pancreatitis, iii. 296; for relief, of pain 
in acure peritonsillitis, iii. 43; for relief 
of acute pulmonary edema in ncphriiis. 
iv. 53; for relief of pain in angina pec- 
toris, iii. 768; for relief of pain in arthrop- 
athies due to hemophilia, iii. 887; for 
relief of pain in can-inn in a of stomach, iii- 
166; for relief of pain in cerebrospinal 
meningitis, ii. 213; for relief of pain in 
chest in tuberculosis, ii. 502; for relief 
of pain in esophagus due to chemicals 
swallowed, iii. 65; for relief of pain in 
joints and limbs in tropical relapsing 
fever, iv. 760; for relief of pain in Malta 



of i 



.. 644; 



for relief of pain in neuralgia, 
for relief of pain in neuritis, iv. 286; for 
relief of pain in pleurisy, iii. 467, 468; 
for relief of pain in pneumonia, ii. 227; 
for relief of pain in pneumothorax 
acutissimus, iii. 491; for relief of pain in 
pyelitis, iv. 88; for relief of pain in 
renal colic, iv. 104; for relief of pain in 
Rocky Mountain fever, ii. 562; for 
relief of pain in septicopyemia, ii. 283; 
for relief of pain in small-pox, ii. 47; for 
relief of pain in strangulation of bowels, 
iii. 240; for relief of pain in tumors of 
pancreas, iii. 305; for relief of pains in 
joints and limbs in tropical relapsing 
fever, iv. 776; for relief of restlessness 
in acute ophthalmoplegia, iv. 509; for 
relief of restlessness in hlackwatcr 
fever, iv. 757; for relief of mlleaBBBM 
in cerebral hyperemia, 
relief of vomiting due to brain tumoi 
iv. 448; for relief of vomiting in cere- 
bral abscess, iv. 423; in respiratory 
type of influenza, ii. 189; for restrainl 
of delirium in pneumonia, 

constipation, iii. 231; in 
laryngitis, iii. 342; in suppositories f< 
relief of pain in pyelitis, iv. 88; 
nus, ii. 338; in tetany, iii. 927; in treat- 
ment of morphinism, ii. 614, 618; 
tuberculous kidney, iv. 117; in ulcera- 
tive colitis, iii. 212; in uremic vomiting, 
iv. 53; in volvulus and intussusception 
iii. 241. 

Morphia and apomorphin, use of, in bron- 
chitis due to chronic myocardial insuf- 
ficiency, iii. 738. 

Morphin and atropin, use of, to control ga 
trie hemorrhage, iii. 109; in renal colic, i 
105; to sustain strength during thoracen- 
tesis, iii. 478: in treatment of nephritis 
complicating scarlet fever, ii. 133. 

Morphin and calomel, use of, in acute 
enteritis, iii. 195. 

Morphin and chloral, use of, for hallucina- 
tory excitement in progressive paralysis 
of the insane, iv. 495. 

Morphin, digitalis, and strychnin, use of, in 
delirium tremens, ii. 604 
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Morpbin and hyoscin, use of, for the re- 
lief of insomnia in typhoid fever, iii. 
27. 

Iorphin habit, ii. 613; danger of acquiring, 
from use of nmr] iliin in asthma, iii. liSS; 
danger of acquiring, from use of morphin 
to relieve cough in chronic bronchitis 
iii. 375; diet, in treatment of, ii, 615; in 
the East, ii. 610; Hirschlaffs heil-Berum 
for cure of, ii. 620; hydrotherapy for 
cure of, i. 650; hygienic measures, in 
treatment of, ii, 620; hypnotism in 
treatment of, ii. 624; Lambert's method 
of treating, ii. ij-!>: methods of acquir- 
ing, ii. 012; Town's specific treatment 
)r, ii. 017; treatment of, in general, 
. 613. 

See Morphin habit. 
R. S., results of operation for der- 
moid cyst of mediastinum collected by, 
i. 501. 

Morris and Domt on treatment of aene 
s with vaccine, v. 630. 

Morrow, Dr. Howard, formula recom- 
mended by, for use in acute catarrhal 
jaundice, iii. 262. 

Mortality, from acute diffuse peritoni- 
tis, iii. 313; from acute glossitis, iii. 
16; from appendicitis in pregnancy, 
iii. 220; from Asiatic cholera under 
serum therapy, iv. 848; from Asiatic 
cholera with and without inocula- 
tion, iv. 831); from asthenic form of 
measles, ii. 151; from brain syphilis, 
iv. 477; from brain tumors after op- 
eration, iv. 452; from bronchopneu- 
monia complicating influenza; ii. 192; 
from bronchopneumonia eompticaling 
measles, ii. 15S; from bronrlnipnou- 
monia cotiiplieating whooping-cough, ii. 
175; from cerebral abscess, iv. 421; 
from cirrhosis of liver, iii. 287; from de- 
lirium tremens, ii. 604; from dengue, 
iv. 874; from diabetes nielli tug, ii. 697; 
from disease of pituitary body, iii. 934; 
effect of scrum treatment upon, from 
anthrax, ii. 322; effect of serum treat- 
ment upon, from dysentery, ii. 311; 
effect of tuberculin upon, from tuber- 
culosis, ii. 523; effect of vaccinal ion 
upon, in small-pox, ii. 93; from epi- 
demic dropsy, iv. 860; from exoph- 
thalmic goiter, iii. 913, 922; from 



gastric hemorrhage, iii. 117; following 
gastroenterostomy for gastric ulcer, 
iii. 141; from glandular fever, ii, 573; 
from goiter, iii. 011 ; from hydat id disease 
of liver, iii. 291; from Ludwig's angina, 
iii. ID; from miliary fever, ii. 575; from 
noma, iii. 11; from occupations, iii. 424, 
425, 426, -127; following operation for 
chronic pancreatitis, iii. 300; following 
operation for infections sinus thrombosis, 
iv. 430; following operation for pan- 
creatic calculi, iii. 301; following opera- 
tion for pancreatic cysts, iii, 303; fol- 
lowing operation for tuberculous peri- 
tonitis, iii. 319; from paroxysmal hem- 
oglobinuria, iv. 7; from plague with 
and without inoculation, iv. 839; from 
pneumonia, ii. 218, 235; from psitta- 
cosis, ii. 582; from psittacosis anion,™ 
parrots, ii. 581; from pulmonary ab- 
scess and gangrene under medical treat- 
ment, iii. 441; from pulmonary abscess 
and gangrene under surgical treatment, 
iii. 442; from shima mushi, iv. 70S?; 
from small -pox before vaccination, ii. 
54, 93; from small-pox since vaccination, 
ii. 93; from small-pox in ihe vaccinated 
and unvaecinated, ii. 04; from small-pox 
with and without vaccination scars, ii. 
92; from tetanus, ii, 340; from tetradun 
poisoning, iv. 700; from trichiniasiB, iii. 
254; from tuberculosis, ii. 446; from 
tuberculosis treated with tuberculin, ii. 
519; from typhoid fever, ii. 15, 19; from 
typhus fever, ii. 37; from uremia in 
Asiatic cholera, iv. 848; from uremia 
associated with nephrolithiasis, iv. 107; 
from verruga peruviana, iv. 879; from 
Vincent's angina, iii 2S; from Weil's dis- 
ease, ii. 567 with and without inocula- 
tion for cholera, iv. 846. 

Morton, on the production of artificial 
pneumothorax in tuberculosis, ii. 531. 

Morvan'b disease, iv. 278. 

Moser's antistreptococcic serum, use of, in 
scarlet fever, ii. 129, v. 646. 

Moser's scarlatinal serum, v. 650. 

Mosquitoes, as source of infection in Malta 
fever, v. 659; in transmission of filaria, 
'. 805; in transmission of malarial fever, 
. 729; in transmission of yellow fever, 
■. 871, 873. 

Motor disturbances, as symptom of 
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poison, i. 144; of the stomach. See 
Stomach. 

MoTOR DYNAMO, i. 389. 

Motor irritative phenomena, value of, in 
regional diagnosis of brain tumor, iv. 
437. 

Motor paralysis, value of, in regional 
diagnosis of brain tumor, iv. 438. 

Motor sphere, changes in, during hyp- 
nosis, i. 573. 

Motoring, as a therapeutic; measure in 
cardiac insufficiency, iii. 666. 

McrrsCHUTXOWSKY, suspension as thera- 
peutic ngeiu in liibc.-i first recommended 
by, iv. 203. 

Mountain resorts, value of, in neuras- 
thenia, iv. 563. 

Mountain sickness, physiology of, i. 270, 
272. 

Mocth, care of, in cholera infantum, iii. 
205; in measles, ii. 148; in meat poison- 
ing, ii. 635; in pernicious anemia, iii. 
823; in pneumonia, ii. 222; in progres- 
sive paralysis of the insane, iv. 495; as 
prophylai't .ic measure against broncho- 
pneumonia, iii. 413; in scurvy, iii. 892; 
in syphilis, ii. 357; in syphilis of upper 
respiratory tract, iii. 349; in varicella, 
ii. 113. 

Mouth, 

gingivitis, iii. 9, 
present in mouth, 
See Inflammation of labial glands; 
Bed nar's aphtha', iii. 10; catarrhal 
stomatitis, iii. 5; diphtheria of the 
mouth, iii. 13; diseases of lips, iii. 3; 
disturbances of sensation, iii. 2; dis- 
turbances of taste, iii. 3; by fusiform 
bacilli and spirochetes, v. 635, 636; 
gonorrheal stomatitis, iii. 14; herpes of 
lips. iii. 4; inflaimniil inn nf liitiial uLlikK 
iii. 5; inflammation of the mouth, iii. 5; 
mercurial stomatitis, iii. 11; offensive 
breath, iii. 2; septic infection of oral 
origin, iii. 3; syphilis of the mouth, iii. 
15; thrush, iii. 8. 

Mouth, secondary infections of, mixed 
vaccines in treatment of, v. 639; vaccine 
therapy in, v. 639. 

Mouth breathing, evils of, in chronic 
bronchitis, iii. 368. 

Mouth wash, for use, in lobar pneumonia, 
ii. 222; in mumps, ii. 170; in Rocky 



ii. 1 ; acini' ulcerous 
636, 637; bacteria 
.11; Hudz's disc;!-.', 



Mountain fever, ii. 561; in stomatili- 
due to hydrargyrism, ii. 372; i 
ii. 357. 

Mouth washes, antiseptic, use of, 
tit-is syphilitica, iii, 15. 

Movements, involuntary, as a character- 
istic symptom of cerebral diplegia type 
of cerebral palsies of children, iv. 410, 
411. 

Movements, passive, use of. in beri-beri, 
iv. 870; during convalescence from 
Landry's paralysis, iv. 329; to relieve 
spasticity in syringomyelia, iv. 279; in 
treatment of obstetric paralysis, iv. 292. 

Movements, tic, iv. 669. 

Mucocutaneous junctions, treatment of 
secondary syphilitic lesions of, ii. 411; 
treatment of tertiary syphilitic lesions 
of, ii. 412. 

Mucos.e, treatment of secondary syphilitic 
lesionB of, ii. 411; treatment of tertiary 
syphilitic lesions of, ii. 412. 

Mucous membranes, susceptibility of, to 
gonococcal infection, v. 558 

MUCOUS MEMBRANES OF THROAT, SWellil 

of, in mumps, ii. 171. 

Mucous patches, local treatment of, 
413. 

Mucus, increased secretion of, in gastric 
ulcer, iii. 136; by stomach from use of 
silver nitrate, iii. 137. 

Mueller and Oppenheimer on comple- 
ment-fixation in gonococcal infections, 
v. 137. 

Muir and Ritchie on agglutination and 
immunity in typhoid fever, v. 208. 

Muller, A., method employed by, for 
determining extent of chronic myo- 
cardial insufficiency, iii. 696 

Multiple infections, cooperating aggres- 
sive action of, on host, v. 15; cooperating 
favorable action on, v. 15. 

Multiple neuritis in gonococcal infer 
tion, v. 588. See also Neuritis, multiple. 

Multiple sclerosis, iv. 279; etiology of. 
iv. 280; frequency of, iv. 279; symptoms 
of, iv. 280; treatment of, iv. 

Muleer and Uhlenhuth, studies of, on 
the infectiousness of the blood in syphilis, 

Mummery, appendicostomy in ulcerative 
colitis with hemorrhage advised by, iii. 
212; cases of appendicostomy in n 
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branous enteritis eolleet.ed by, iii- 210; 
on choice of operation in constipation 
due to obstruction, iii. 237; formula 
recommended by, for rectal injection in 
membranous enteritis, iii. 208; on post- 
mortem conditions in membranous en- 
teritis, iii. 203; protargol and argyrol 
recommended by, for use by enemata in 
chronic rmicou? colitis, iii. 207. 
Mumps, it IG6; complications in, ii, 166; 
definition of, ii. 166; diet in, ii. 169; 

I epidemics of. ii. 168; epididymitis com- 
plicating, ii. 166, 171 ; general consider- 
ations on, ii. 166; history of, ii. 167; 
immunity conferred by, ii. 169; incuba- 
tion period in, ii. 1118; infectiousness of, 
ii. 168; inflammation of mammary gland 
complicating, ii, 166; inflammation, of 
ovaries complicating, ii. 166; operative 
measures in, ii. 171; orchitis complicat- 
ing, ii. 166, 171; organism found in, ii. 
167; prophylaxis of, ii. 169; ptyalism 
complicating, ii. 171; suppuration com- 
plicating, ii. 171; susceptibility to, ii. 
167; synonyms for, ii. 166; transmission 
of, ii. 158; treatment of, ii. 169. 
Mdbpby, on appendicitis in typhoid fever, 
iii. 219; on mortality following operation 
for acute diffuse peritonitis, iii- 313; pro- 
duction of artificial pneumothorax in 
tuberculosis advocated by, ii. 531. 
Murphy drip method, administration of hot 
saline by, in acute diffuse [>eritonitia, 
iii. 317, 31S; administration of hot saline 
by, in appendicitis, iii. 218; administra- 
tion of normal saline solution by, in 
acute localized peritonitis, iii. 312; ad- 
ministration of normal saline solution 
by, in blackwater fever, iv. 756; admin- 
istration of normal saline solution by, 
in pyelitis, iv. 89; administration of 
normal saline solution by, for relief of 
anuria in nephrolithiasis, iv. 107; ad- 
ministration of normal saline solution 
by, in uremia without edema, iv. 61; ad- 
ministration of nourishment by, in gas- 
tric ulcer, iii. 120. 
MunrtELL, use of autogenous vaccines by, 

in gonococcal arthritis, v. 613. 
Murrell and Hicks, on bacillus found in 

gonococcic arthritis, ii. 306. 
Muscarin, as a cause of food poisoning, ii. 



Muscle cells, independent irritability of, 
i. 372. 

Muscle-cutting, employment of, in spasm 
of neck muscles, iv. 673. 

Muscle extracts, i. 833. 

Muscles, effect of cold baths upon, i. 609; 
effect of hot baths upon, i. 611; electro- 
therapeutics for relief of reflex spasm of, 
i. 412. 

Muscles of neck, spasm of, iv. 671; treat- 
ment of, iv. 672. 

Muscles, syphilis of, ii. 663; treatment of, 
ii. 664. 

Muscle-group isolation, employment of, in 
spasm of neck muscles, iv. 673. 

Muscular cramps, ii. 667. 

Muscular dystrophy, iv. 260; clinical 
types of, iv. 261; definition of, iv. 260; 
progressive neural type of, iv. 265; 
treatment of, iv. 262. 

Muscular dystrophy, neural progres- 
sive, iv. 265; treatment of, iv. 266. 

Muscular response to electrical nerv- 
. 371. 



Muscular rheumatism, ii. 666; hydro- 
therapy for relief of, i. 630. 

Muscular ricioitv, as a symptom of 
tuberculous meningitis, iv. 371. 

Muscular spasms, localized, iv. 668; 
chorea minor, iv. 678; definition of, iv. 
668; occupation neuroses, iv. 676; pa- 
ralysis agit.ans, iv. 681 ; paramyoclonus 
multiplex, iv. 675; tic, iv. 669. 

Muscular system, anaphylactic reaction 
in, v. 75; effect of massage upon, i. 298. 

Muscular weakness, accompanying rachi- 



Muscular work, influence of, on food re- 
quirement, i. 75. 

Musculature, of ventricles, iii. 531; weak- 
ness in, a leading symptom of myasthenia 
gravis, iv. 507. 

Mushroom family, poisoning by members 
of, ii. 643. 

Musk, use of, for relief of hiccough compli- 
cating pneumonia, ii. 252. 
ii. 641. 
mix vomica in asthma for 
long time in small doses suggested by, 
iii. 384. 



Mustard and water, use of, 
acute bronchitis, iii. 36, 
opium poisoning, ii. 610. 
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Mustard foot bath, hot, use of, in disease 
of eighth cranial nerve beginning in 
labyrinth, iv. 316; in rheumatic cases of 
facial paralysis, iv. 311. 

Mustard loot baths, use of, in pulmonary 
edema comjili eating pneumonia, ii. 251. 

Mustard leaves, use of, in acute bronchitis, 
iii. 366; in chronic bronchitis, iii. 373; 
for relief of pain in sciatica, iv. 299. 

Mustard pack, use of, to relieve cyanosis 
and dyspnea in bronchopneumonia, iii. 
419. 

Mustard plasters, use of, in cerebral anemia, 
iv. 382; in edematous laryngitis, iii. 
34; to relieve pain in chest accom- 
panying tuberculosis, ii. 502; over 
trachea and bronchi for relief of cough 
in pulmonary tuberculosis, ii. 493. 

Mustard poultices. See Poultices. 

Mutton, meat poisoning dm: to, ii. 634. 

Myalgia, See Muscular rheumatism. 

MVAATIIEMA GASTRIC A, iii. 168. 

Myasthenia gravis, iv. .100, 506; differen- 
tial diagnosis of, iv. 508; etiology of, iv. 
506; introduction to subject of, iv. 506; 
pathology of, iv. 506; prognosis of, iv. 
508; symptoms of, iv. 507; treatment of, 
iv. 509; types of, iv. 508. 

Myasthenia gravis pseudoparalytic a. 
See Bulbar paralysis, asthenic. 

Myasthenic reaction, iv. 505. 

Mycetismus, ii. 643. 

Mycosis fungoid es, X-ray therapy for 
relief of, i. 540. 

Myelitis, acute, iv. 218; as a cause of 
optic neuritis, iv. 306; classification of, 
iv. 219; course of, iv. 224; derinition of, 
iv. 218; diagnosis of, iv. '221; etiology of, 
iv. 219; gonorrheal form of, iv. 224, 228; 
hydrotherapy for relief of, i. 645; in- 
complete furms of, iv. 223; at menopause, 
iv. 224; pathology of, iv. 221; prognosis 
of, iv, 224; in puerperal fever, iv. 224: 
symptoms of, iv. 222; treatment of, 
iv.224. 

Myelitis, acute bulbar. See Polioen- 
cephalitis, acute hemorrhagic inferior- 

Myelitis, chronic, iv. 228; etiology of, 
iv. 229; hydrotherapy for relief of, i. 
646; symptoms of, iv, 229; treatment of, 
iv. 230. 

Myelitis, funicular, iv. 231; etiology of, 
iv. 231; pathology of, iv. 231; symptom- 



atology of, 
Myelitis, 

for relief of. 
Myiasis, 



mt of, iv. 232. 
otheraneutics 



232; treatment oi 

electrotherapeutics 



705. 



702; preventi 
704; remedial roeasur 
704; species of flies causing, : 

intestinal, iv. 705; preventi 

706; remedial 
705; species of flies causing, 



natural orifices of bc 
704; preventive measures in, iv. 705; 
remedial measures in, iv. 705; species of 
flies causing, iv. 704. 

Myocardial insufficiency, chronic, an- 
eurysm associated with. iii. 766; estima- 
tion of extent of, iii. 693; functional tests 
for, iii. 693; GrSupner method for, iii. 
694; Hera "Selbst-Hemmuug" method 
for, iii. 693; Kat m-h.-.i fin's met hod for, iii, 
694; Mendelsohn-Oriiupner method for, 
iii. 693; methods for, dependent upon 
blood pressure changes, iii. 694; Morite 
and Dietlen method for, iii. 697; Plesch's 
method for, iii. 696; plethysmography 
method of, A, Milller for, iii. 696; prin- 
ciples involved in, iii. 693; relation of 
maximal and minimal blood pressures 
to, iii. 695; Hontgen method of, .">'<,■ 
Mori t is and Dietlen; value of functional 
tests for, iii. 697. 

Myocardial insufficiency, chronic, pro- 
phylaxis of, iii. 69S; from use of alcohol, 
iii. 707; in chronic myocarditis, iii. 707; 
in chronic nephritis, iii. 709; from con- 
cretio pericardii, iii 70S; in disturbances 
of general metabolism, iii. 702; in kypho- 
scoliosis, iii. 712; in long-continued rest, 
iii. 702; in obesity, iii. 703; from over- 
stimulation, iii. 698; in pulmonary condi- 
tions, iii. 709; from syphilis of (he myo- 
cardium, iii. 708; from valvular lesions, 
iii. 712. 

(SUFFICIENCY, CHRONIC, 
TREATMENT OF. iii. 736; 

of auricular fibrillation, iii. 739; of 
auricular flutters, iii. 740; of bron- 
chitis, iii. 738; of rardiac asthma, iii. 
737; of constipation, iii. 739; of extra- 
systoles, iii. 740; of gastro-intestmal 
disturb; in ces, iii. 738; of pulsu, alter- 
nans, iii. 740. 



My 
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YOCAHDIAL 

treatment of, ill. 714; due to alcohol, 
iii. 728; due to arteriosclerosis, iii. 728; 
due to chronic myocarditis, iii. 728; due 
to chronic nephritis, iii- 730; dui: In con- 
cretio pericardii, iii. 730; duo to congen- 
ital heart lesion, iii. 735; of doubtful 
diagnosis, iii. 722; duo to kyphoscoliosis, 
iii. 732; due to long-continued rest, iii. 
724; due to metabolic disturbances, iii. 
723; in mild cases, iii. 715; in moderate 
cases, iii. 716; in the obese, iii. 724; due 
to over-stimulation, iii. 723; due to pul- 
monary conditions, iii. 731; in severe 
eases, iii. 718; due to syphilis of myocar- 
dium, iii. 729; due to valvular lesions, 
iii. 732, 734. 
Myocardial syphilis, cardiac insufficiency 
from, iii. 708; chronic myocardial in- 
sufficiency due to, iii. 729. 
yocarditis. as a complication of diph- 
theria, ii. 268. 
Myocarditis, accte, iii. 747. 
Myocarditis, acute infectious. See 

Myocarditis, acute simple. 
Myocarditis, acute simple, iii. 747; after- 
treatment of, iii. 751; diet in, iii. 750; 
frequency of, iii, 748; infectious diseases 
associated with, iii. 747; medicinal 
treatment of, iii. 750; prophylaxis 
against, iii, 748; treatment of, iii. 749. 
Myocarditis, chronic, chronic myocardial 
insufficiency due to, iii, 707; treatment 
of, iii. 728. 
Myocarditis, septic, iii, 747. 
Myocardium, anatomical structure of, iii. 
531; deficient nutrition of, a cause of 
cardiac insufficiency, iii. 586; dilatation 
of, due to repeated strain, iii. 548; recog- 
nition of functional insufficiency of, iii, 
691; strain causing dilatation of normal, 
iii. 546; strain causing dilatation of, 
when weakened from any cause, iii. 548. 
foCARDii'M, diseases of, iii. 530; alcohol 
in causation of, iii. 687; anatomical 
and physiological considerations relating 
to, iii. 530; diet in, iii. 083; digitalis 
therapy in, iii. 575; diseases of arter- 
ies, iii. 723; drug treatment of, iii, 575; 
endocarditis, iii. 743; functional diseases 
of heart, iii, 772; general treatment of, 
iii. 571; gymnastics for, iii. 630; hydro- 
therapy for, iii. 615; marriage a question 



in, iii. 680; myocardial insufficiency, iii. 
690; myocarditis, iii, 747; occupation a 
question in, iii. 678; pathological physi- 
ology of cardiac dilatation, iii. 54fl; 
physiology at cardiac hypertrophy, iii, 
544; recreation a question in, iii. 682; 
sleep in, iii. ij*i3; tobacco in causal ion of. 
iii. 688; travel a benefit in, iii. 605; 
treatment of, in general, iii. 571; treat- 
ment of general anasarca and Berous 
effusion, iii. 1172; vasomotor paralysis, 
iii, 751; venesection i 



iii. 667. 






Myooenic t 




of cardiac contractions, 


iii. 535. 






Myomata o 




Rus, X-ray therapy for 


relief of, 


559. 




Myositis, c 




j, us cause of headache, 



iv. 614; treatment of, iv. 615. 

Myositis, polyvalent streptococcus horse 
serum in, v. 176; vaccine therapy for, 
v. 175. 

Myositis, various forms op, ii. 662; 
acute polymyositis, ii. 662; muscular 
cramps, ii. 567; muscular rheumatism, 
ii. 666; myositis fibrosa, ii. 665; myositis 
ossificans, ii. 665; primary suppurative 
myositis, ii. 664; secondary suppurative 
myositis, ii. 665; syphilis of muscles, ii. 
663; tuberculous myositis, ii. 665. 

Myosthenic r 

Myotonia ci 

Myrrh, tincture of, t 



. 18. 



Myrtol, use ol 

chiectasis, 

Mytilotoxin, 



? an expectorant in bron- 
. 397. 
s a cause of food poisoning, 



Mytilotoxibmus. See Mussel poisoning. 
Myxedema, symptoms of, i. 696; thyroid 
administration in, i. 697. 

Naegeli, classification of 



805. 
N.evi, radium in treatment of, i, 477. 
Nagel on results of tuberculin treatment at 

sanatorium at Cottbus, v. 318. 
Nagele, method suggested by, for cutting 

short paroxysm of whooping-cough, ii. 

178. 
Nacectte, work on pathogenesis of tabes 

first done by, iv. 183. 
Nancy school of psychotherapy, iv. 580. 
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Nansen, etiology of scurvy demonstrated 
by, iii. 891. 

Naphthalin, in destruction of tsetse fly, iv. 
766. 

Naphthalin tetrachlorid, use of, in leukemia, 
iii. 855. 

Narcotic drugs, symptoms due to misuse 
of, in whooping-cough, ii. 175. 

Narcotics, vise of, in irritative gastric neu- 
roses, iii. 188; in marantic sinus throm- 
bosis with convulsions and delirium, iv. 
427; for relief of insomnia due to cere- 
bral abscess, iv. 423; for relief of late 
pain in herpes zoster, iv. 359; for relief 
of pain in aneurysm, iii 766; for relief of 
pudendohemorrhoidal neuralgia, iv. 357; 
for relief of restlessness due to cerebral 
anemia, iv. 392. 

Nasal douche. See Douche. 

Nasal and frontal sinus HKAnACHES, iv. 
612; treatment of, iv. 613. 

Nasal passages, method of clearing, iii. 
334; removal of abnormalities from, for 
relief of hay fever, iii. 390. 

Nasal polypi, removal of, as a preventive 
of bronchitis, iii. 352. 

Nasal sinuses, acute suppurative in- 
flammation of, iii. 333. 

Nasal sinusitis, acute, iii. 40; chronic, iii. 
42. 

Nasal tampon, anterior method of, iii. 335; 
posterior method of, iii. 335. 

Nabal tube, feeding by means of, in cere- 
bral hemorrhage v. 



Nasopharyngitis, acute, iii. 20; atrophic, 

iii. 23; chronic, iii. 21. 
Nastln, hypodermic injection of, in leprosy, 

iv. 831; in treatment of leprosy, v. 385, 

392. 
Nastln benzol, injection of, in treatment of 

leprosy, v. 385. 

: officinale. See Water- 



Mk- 



Hy- 



National Commi 

giene, recognition by, of psychological 
prophylaxis, iv. 579. 

Nauheim, value of treatment at, in acute 
myelitis, iv. 228. 

Nauheim baths, iii. 616; artificial, iii. 628; 
cases suited for, 623; composition of, 
■iii. 629; duration of, iii. 832; frequency of, 
iii. 632; general rules for use of, iii. 631; 



graduation of, iii. 632; indications and 
contraindications for use of, iii. 622; 
methods of producing carbon dioxid for, 
iii, 629; mismanagement, of, iii. 616; nat- 
ural, iii. 627; natural versus artificial, iii. 
625; physiological action of, iii. 618; 
strength of, iii. 632; technique of, iii. 
630; use of, in exophthalmic goiter, iii. 
898; use of, in gynecological affections, i, 
632; use of, for relief of dyspnea in chron- 
ic interstitial nephritis, iv. 70. 

Nausea and vomiting accompanying 
colic, iv. 106; as symptoms of bi 
tumor, iv. 435. 

Neapolitan method of 



Neapolitan ointment, i: 
syphilis, ii. 419. 



'Negative i 




p of, in hereditary 



Necrosis ok jaw, due to phosphi 
soning, ii. 624. 

5," after meningococi 
572, 575. 

Negri, work on vaccination by, ii. 60. 

Negri bodies, v. 704, 710, 711; morphology 
of, v. 710, 711; spread method of, demon- 
strating, v. 716, 717. 

Nkishoes, predisposition of, to rachitis, ii. 
805. 

Neisher, contagiousness of tertiary syphi- 
litic lesions established by, ii. 359. 

Neisber and Shiga, demonstration of 
tion of toxin of dysentery bacillus by, 
v. 254. 

Nelis and Van Gehuchten, discoveries 
in rabies, v. 708. 

Nematode infections, iv. 807; Cod 
China diarrhea, iv. 812; esopbago- 
stomiiisis, iv. SI 5; gnat host <>mu siumense 

iv. 816; hookworm iliiimim, 
leeches, iv. 816; strongylosis 
trichocephaliasis, iv. 813. 
Nematodes of doubtful pathogenesis, 



Neosalvarsan, comparative value of si 

san and, ii. 430; contraindications to use 
of, ii. 430; intramuscular inject ions of, ii. 
429; intraspinal injections of salvarsan 
and, ii. 129; intravenous administration 
of, ii. 428; in scarlet fever, v. 647; intra- 
spinous injection of, in syphilis of the 
central nervous system, v. 410; relative 
value of salvarsan and, v. 40 
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Nephrectomy, indications for, in movable 
kidney, iv. 3; in nephrolithiasis, iv. 110; ' 
in pyelitis, iv. 92; in tuberculous kidney, 
iv. 114. 

Nephritic headaches. See Headaches. 

Nephritis, iv. 10; acidosis in, iv. 18; blood 
pressure raised by, iii. 554, iv. 19; care 
of dun in treatment of, iv. 32; as a com- 
plication of diabetes mellitus, ii. 754; 
as a complication of German measles, ii. 
165; as a complication of glandular 
fever, ii. 573; as a complication of 
influenza, ii. 194; as a complication 
of lobar pneumonia, ii. 253; as a 
complication of Rocky Mountain fever, 
ii. 562; as a complication of scarlet fever, 
ii. 132; as a complication of Weil's 
disease, ii. 568; composition of urine in, 
iv. 12; diet for, iv. 40, 50; diuretics in 
treatment of, iv. 48; edema due to, iv. 
15; effect of diuretics in experimental, 
iv. 51; electrotherapeutics for relief of, 
i. 424; elimination through skin and 
bowels in treatment of, iv. 32; func- 
tional kidney tests and their value in 
diagnosis of, iv. 23; heart hypertrophy 
in, iv. 20; hemorrhagic form of, iv. 62; 
influence of climate upon, iv. 29; in- 
ternal secretion of kidney and, iv. 13; 
normal physiology of kidney in relation 
to, iv. 10; pathological physiology of 
kidney in relation to, iv. 14; principles 
of treatment for, iv. 26; prophylaxis 
against, iv. 27; rest in treatment of, iv. 
31; restriction of fluids in treatment of, 
iv. 33; restriction of sodium chlorid in 
treatment of, iv. 35; special treatment 
for, iv. 55; sweating in treatment of, iv. 
37; theories of renal secretion in relation 
to, iv. 10; treatment of hypertension in, 
iv. 44; treatment of uremia in, iv. 51; 
urea in relation to, iv. 12; uremia in, iv. 
21; vasodilators in treatment of, iv. 46; 
venesection in treatment of, iv. 45. 

Nephritis, acute, iv. 55; active treatment 
for, iv. 56; anemia in, iv. 62; anuria in, 
iv. 61; backache in, iv. 62; catharsis in 
treatment of, iv. 56; decapsulation of 
kidney for, iv. 60; diet for, iv. 58; dysp- 
nea in, iv. 61; edema in, iv. 60; edema 
of glottis complicating, iv. 62; gastric 
disturbance in, iv. 62; headache in, iv. 
62; hydrotherapy for, i. 630; itching of 



skin in, iv. 62; prophylaxis against, iv. 
55; sweating for, iv. 60; treatment of, 
iv. 60; uremia in, iv. 61; use of alka- 
line for, iv. 58, use of diuretics in, iv. 
57. 

Nephritis, chronic, hydrotherapy for re- 
lief of, i. 631; myocardial insufficiency 
due to, iii. 709; prognosis in, iii. 731; 
treatment of, iii. 730. 

Nephritis, chronic interstitial, iv. 66; 
association of, with hypertension of 
arteries and cerebral hemorrhage, iv. 
388; blood pressure in, iv. 66; cerebral 
hemorrhage in, iv. 71; diet in, iv. 66; 
dyspnea in, iv. 70; headache due to, iv. 
71; hypertension in, iv. 67; restriction 
of sodium chlorid in, iv. 65; summary of 
subject, iv. 71; vasodilators, iv. 69; vene- 
section in, iv. 68. 

Nephritis, chronic parenchymatous, iv. 
63; diet for, iv. 64; elimination in 
treatment of, iv. 64; radiant light and 
heat in treatment of, i. 455; use of 
diuretics in treatment of, iv. 64. 

Nephritis, experimental, effect of diu- 
retics in, iv. 49. 

Nephritis, gonococcal, v. 589. 

Nephrolithiasis, iv. 100; character of 
pain in, iv. 100; chill and fever in, iv. 
106; collapse in, iv. 106; drugs for relief 
of pain in, iv. 104; enteroclysis for 
relief of pain in, iv. 103; gravity of, 
iv. 100; local application of cold for 
relief of pain in, iv. 103; local applica- 
tion of heat for relief of pain in, iv. 102; 
nausea and vomiting in, iv. 106; opera- 
tion for, iv. 110; posture for relief of 
pain in, iv. 104; suppression of urine in, 
iv. 106; treatment to dislodge stones 
in, iv. 110; treatment of the lithiasis, iv. 
108; treatment of renal colic, iv. 101; 
treatment of symptoms other than pain 
in, iv. 106; warm drinks for relief of 
pain in, iv. 104. 

Nephritis, hemorrhagic, iv. 62. 

Nephritis, mercurial, iv. 72. 

Nephrolithotomy, indications for, in neph- 
rolithiasis, iv. 110. 

Nephrorrhaphy, employment of, for mov- 
able kidney, iv. 3. 

Nephrotomy, indications for, in pyelitis, 
iv. 92; indications for, in tuberculous 
kidney, iv. 114; for relief of hematuria. 
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iv. 4; for relief of .urethra! stricture 
complicated hy pyelonephritis, iv. 173. 

Nephrotoxic substances, iv. 14. 

Nephrotoxin, v. 761; specificity of, v, 760. 

"Nephr( 

Neptune girdle bath, use of, in hydro- 
therapy, i. 618. 

Nerve anastomosis, indications for, in 
neuritis, iv. 289. 

Nerve deaf:;ess and vertigo, as a symp- 
tom of basilar syphilitic meningitis, iv. 
474. 

Nerve section, employment of, in spasm of 
neck muscles, iv. 673. 

Nerve stimulation, local, effect of, i. 372. 

Nerve stretching, for relief of intercostal 
neuralgia, iv. 357; for relief of pain in 
leprosy, iv. 832; for relief of pain in 
sciatica, iv. 304. 

Nerve stretching, passive, for relief of pain 
in syringomyelia, iv. 278. 

Nerve suture, indications for, in obstetric 
paralysis due to trauma, iv. 292; in 
paralysis of hypoglossal nerve due to 
trauma, iv. 321. 

Nerve syphilis vimis, iv. 472. 

Nerve trunk, injection into, for relief of 
pain in sciatica, iv. 300; sciatica from 



e to, iv. ! 
Nerves, disturbai 
190. 



of, 






i, treatment of, iv. 282. 
Nerves of heart, HI. 537; accelerator 

fibers, iii. 538; afferent fibers, iii. 539; 

conducting paths, iii. 539; inhibitory 

fibers, iii. 537. 
Nervous asthma. See Asthma. 
Nervous deafness. See Eighth cranial 

nerve, disease of. 
Nervous dyspepsia, iii. 182; association of, 

with gas trocntero ptosis, iii. 245. 
Nervous influences, u etiological factor 

in arteriosclerosis, iii. 754. 
Nervous strain, influence of, in causation 

of alcoholism, ii. 586. 
Nervous symptoms, in chlorosis, iii. 823. 
Nervous system, action of camphor upon, 

iii. 613; anaphylactic reaction in, v. 85; 

central, in epileptic attack, iv. 649; 

disease of, as contraindication to use of 

arsenobenzoi in syphilis, iii. 401; dis- 
turbances of, in Addison's disease, iii. 

902; disturbances of, due to gastric dis- 




eases, iii. 183; effect of caffein 
iii. 602; effect of X-rays upon, 
exertion of central, ii 
556; influence of exercise upon, i. 333; 
involvement of, in gMiuir-oeeeinia, v. 589; 
mechanotherapy in functional disorders 
of, i. 352; protection and reconstruction 
of, in treatment of the neuroses, iv. 538; 
relation between irritability of, and 
asthma, iii. :>S'2; syphilis of. See. Syphilis; 
vibratory massage in functional dis- 
orders of, i. 358. 

Nervous system, diseases of, effect of 
massage upon, i. 296; hydrotherapy for 
relief of, i. 642; influence of climate 
upon, i. 283; massage and gymnastics 
for relief of, i. 308; X-ray therapy for, 
i. 558. 

Nervous type of influenza, ii. 190. 

Nervousness, measures for relief of, in 
cerebral anemia, iv. 383. 

Nervus vestibularis, relation of, to 
vertigo, iv. 629. 

Nestle's food, use of, in summer diarrl 
iii. 202. 

Nf.tter on treatment of meningitis, 

Neu on treatment of female genital and 
peritoneal tuberculosis, v. 834; on vac- 
cine treatment of gonorrheal infection 
of female genitals, 832. 

Neufeld, dilution method of, in estimating 
opsonic index in blood serum following 
antityphoid vjurmiitioii, v. 186. 

Neufeld and ITXniiel, studies of, on 
pneumococcus serum, v. 478-481, 

Neuhaloia, iv. 334; accompanying 

rosis, iii. 822; climatic in, iv. 338; defi- 
nition of, iv. 334; diabetic, See Diabetic 
neuralgia; hydrotherapy for relief of, i. 
646, iv. 357; intercostal, i. 310; local 
causes of, iv. 335; massage and gym- 
nasties in treatment of, i. 310; measures 
for relief of pain in, iv. 338; mental con- 
dition in, iv. 337; occipital, i. 310, iv. 
356; sciatic, Sep Sciatica; systemic causes 
of, iv. 336; treatment of, as to cause, iv. 
335; treatment of cervieooccipital, iv. 
356; treatment of crural, iv. 357; treat- 
ment of lumho-abdominal, iv. 357 ; treat- 
ment of specific infections as cause of, 
iv. 337; use of thyroid gland for relief of, 
. 76; X-ray therapy for relief of, i. 



558. 






GENERAL INDEX 



brachial, i. 310; treatment of, 

. 356. 

Neuralgia, trigeminal, iv. 341; alcohol 
injections for relief of, at cranial fora- 
mina, iv. 340; iiloiln.il injections for relief 
of, at superficial foramina, iv. 344; cut- 
ting operations for, iv. 341; injections in 
treatment of, iv. 342; local causes of, 
iv. 335; measures for relief of pain, iv. 
338; summary of results from treat- 
ment of, iv. 355; surgical operation 
for, iv. 353; treatment of, as to cause, 
iv. 335. 

Neuralgias, the, iv. 334: brachial neu- 
ralgia, iv, 356; cervieooeeipital neural- 
gia, iv. 356; coecygodynia, iv. 358; 
crural neuralgia, iv. 3fi7; herpes zoster, 
iv. 358; injections in treatment of, iv. 
342; intercostal neuralgia, iv. 357; local 
causes of, iv. 335; lumbo-abili>tiiin:il 
neuralgia, iv. 357; neuralgia in general, 
iv. 334; pudendoiK'niorrliuidal neural- 
gia, iv. 357; relief of pain in, iv. KB; sys- 
temic causes of, iv. 336; treatment of, 
as to cause, iv. 335; trigeminal neural- 
gia, iv. 341. 

Neurasthenia, associated with disease of 
kidney, iv. 81; associated with gastrop- 
tosis, iii. 1S1 ; cardiac, Src Cardiac neu- 
rasthenia; hydrotherapy for relief of, i. 
646; massage and gymnastics in treat- 
ment of, i. 320; sexual, Set Sexual 
neurasthenia. 

Neurasthenia anb psych asthenia, iv. 
518; emotion as cause of, iv. 527; exer- 
tion of central nervous system in treat- 
ment of, iv. . r )50; Freudian teachings on. 
iv. 521; importance of diagnosis in, iv. 
529; introduction to subject of, iv. 
518; phobias a feature of, iv. 520; pre- 
liminary therapeutic reflections on, iv. 
528; prophylaxis against, iv. 522; 
protection and red instruction of nerv- 
ous system in treatment of, iv. 538; 
psychotherapy for, iv. 578; supple- 
mentary therapeutic procedures for 
use in, iv. 5t>2; symptomatic treatment 
of, iv. 570; symptoms of, iv. 519; 
therapei.it ic principles generally accepted 

in, iv. 537; therapeutic regime for, iv. 



531. 



See Headache. 



Neurasthenic vertigoes, iv, 640. 

Neurin, as a cause of food poisoning, ii.631. 

Neuritides, as local expression of consti- 
tutional disease, i. 210. 

Neuritis, due to administration of arsenic 
in syphilis, ii. 401; of anterior crural 
nerve, iv. 293; of brachial plexus, iv. 290; 
over cranium, ii, 417; diabetic, See Dia- 
betic neuritis; effects of electrical stimu- 
lation upon, i, 372; electrotherapy for, 
i. 414; external cutaneous, iv. 293; in 
gonococcal infection, v. 588; herpes 
zoster a form of, i. 417; due to hydrargyr- 
ia™ in syphilis, ii. 371; hydrotherapy 
for, i. 647; of nerves of arm, iv, 290; of 
ninth nerve, iv. 318; of obturator nerve, 
iv. 293; optic, See Optic neuritis; phrenic, 
iv. 289; sciatic. See Sciatica; of tenth 
nerve, iv. 319; of third, fourth, and sixth 
nerves, iv. 308; tie douloureux a form 
of, i. 417, iv. 653; trigeminal, iv. 309; of 
twelfth nerve, iv. 321; X-ray therapy 
for, i. 558. 

Neuritis, brachial, i. 416; electrothera- 
peutics for relief of, i, 416; massage and 
gymnastics for relief of, i. 310; as symp- 
tom of diabetes mellitus, ii. 751. 

Neuritis, multiple, iv. 321; alcoholism as 
cause of, iv. 322; arsenical poisoning as 
cause of, iv. 323; convalescence from, 
iv. 328; diabetes as cause of, iv. 322, 
325; infections as cause of, iv. 322, 325; 
lead poisoning as cause of, iv. 324; treat- 
ment of causes for, iv. 321 ; treatment of, 
irrespective of causes, iv. 325. 

Neuritis op lumbah plexus, iv. 293; an- 
terior crural neuritis, iv. 293; external 
cutaneous neuritis, iv. 293; obturator 
neurit is, iv. 293 ; sciatic neuritis, iv. 
294; sciatica, i. 416. 

Neuritis of seventh nerve, iv. 310; 
cases of, due to disease of temporal 
bone, iv. 310; cases of, due to intracranial 
disease, iv. 310; congenital form of, iv. 
314; idiopathic cases of, iv. 311; opera- 
tion for, iv. 313; rheumatic cases of, iv. 
311. 

neuritis of brachial plexus, iv. 290; neu- 
ritis of lumbar plexus, iv. 293; obstetric 
paralysis, iv. 291; phrenic neuritis, iv. 
289. 
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282: buths, iv. 283; change of scene, 
iv. 289; eounterirrilation, iv. 286; drugs, 
iv. 289; electricity, iv. 287; exercise, iv. 
288; late operation, iv. 288; massage, iv. 
287; relief of pain, iv. 285; removal of 
cause, iv. 282; rest, iv. 284; sleep, iv. 286. 

Neurogenic theory, of cardiac contrac- 
tions, iii. 534. 

Neurolysis, indications for, in facial paral- 
ysis, iv. 313; in injured nerves, iv. 283; 
in neuritis, iv. 289. 

NeuronldU, use of, to secure sleep in neu- 
ritis, iv. 286. 

" Neuro-recidives," iv. 478. 

"Neurokecidiv," v. 400. 

NKUROCURRENCES IN SYPHILIS, ii. 432. 
NeUROKYCTES UYOROPHOfi-E, V. 710, 711. 

Neuroses, the, iv. 518; associated with 
certain conscious abnormal factors, iv. 
582; associated with certain uncon- 
scious abnormal factor s T iv. 582; elec- 
trotherapeutics for relief of functional, 
i. 431; headache of external cerebral 
origin, iv. 607; headache of intracere- 
bral origin, iv. 618; headache of intra- 
cranial and extracerebral origin, iv. 615; 
headache as symptom of toxemia and 
general diseases, iv. 620; hysteria and, 
iv. 590; idiopathic gastric, iii. 186; intes- 
tinal, iii. 249; migraines, the, iv. 599; 
neurasthenia ami psychiLslhnnia, iv. 518; 
of occupation, See Occupation neuroses; 
primary gastric, iii. 186; peyebogenk 
and psychotic- headache, iv. 623; psycho- 
therapy in treatment of, iv. 578; surgery 
and, iv. 530; treatment of the epilepsies, 
iv. 640; treatment of the vertigoes, iv. 
625. 

Neurotic muscle headache, iv. 610; 
treatment of, iv. 612. 

Neurotic states, angina pectoris vaso- 
motoria due to, iii. 768. 

Neurotoxic serum, v. 760. 

"Neurovascular training," i. 646. 

Neutralon, use of, in gastric hyperacidity, 
iii. 97. 

"New cacodyle." See Arrhenal. 

New Jersey, antituberculosis work in, ii. 
442. 

New York City, antituberculosis work in, 
ii. 443; means of house disinfection in, 
ii. 448. 

New York City Health Department, 



experiments performed by, on effects of 
cauterization for rabies, ii. 326; Pasteur 
antirabic virus sent by mail from, ii. 331; 
preparation of antirabic virus by, ii. 
328; record by, of immunization with 
diphtheria antitoxin, ii. 260. 

Newlin, Dr. Arthur, formula proposed 
by, for use of camphor in acute bronchi- 
tis, iii. 354. 

Newbholme, investigations by, on de- 
creased death rate from phthisis, ii. 435, 
437. 

Nicholls on treatment of leprosy with 
killed bacilli prepared from leprous 
nodules and surrounding tissue, v. 389. 

Nicloae and Conseil, attempted immu- 
nization of typhoid p:iti<-nts by, with 
blood serum of convalescents, v. 227. 

Nicolle and Blaizot, method of, of pre- 
paring gonococcal vaccines, v. 608, 609. 

Nicotin, effects of, in tobacco smoking, iii. 
782; use of, in tetanus, ii. 338; vertigo 



dw 



eof, i 



.634. 



Nicotin poisoning, i. 237; associated with 
angina pectoris vasomotoria, iii. 768; 
fatal dose in, i. 2:iS; headache as a symp- 
tom of, iv. 620; hydrotherapy for 
chronic form of, i. 
237; treatment of, i 

Nicotinism. See Nicotin i 

Night sweats in tuberculosis, ii. 501. 

Night walking in epilepsy, iv. 647. 

Nitrate of silver. See .Silver nitrate. 

Nitrates, use of, as diuretics in acute nephri- 
tis, iv. 57. 

Nitric acid, fuming, results of, i 
of bile by rabid animal, ii. J 



treatment 



Nitrite of imjl. See Amyl nitrite. 

Nitrites, poisoning by, i. 208. 

Nitrites, use of, in arteriosclerosis, iii. 762; 
effect produced by, on pulmonary cir- 
culation, iii, 405; limited in cardiac neu- 
rasthenia, iii. 778; during paroxysm of 
asthma, iii. 385; in pulmonary edema 
with high blood pressure, iii. 410; to 
relieve vascular pain in ergotism, ii. 
648; value of, in angina pectoris, 



Nitrogen 
tis due t 

Nitrogen injection treatment, 



delay of, in 
21 ; through 
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into pleural cavity, ii, 531; method em- 
ployed in, ii. 531; possibilities of, in 
bronchiectasis, iii. 394. 

Nitrogen metabolism, i. 117. 

Nitrogen starvation, as cause of beri- 
beri, iv. 8(10. 

Nitrogenous foods. See Proteid foods. 

Nitroglycerin, use of, following amyl nitrite 
in angina pectoris, iii. 769; in cardiac 
insufficiency, iii. 606; in cardiac insuf- 
ficiency in repeated doses, iii. 607; in 
chronic interstitial nephritis, iv. 69; to 
control hemorrhage from pulmonary 
tuberculosis, ii. 496; dangerous in pneu- 
monia, ii. 240; effect produced by, on 
hlood pressure in cunliuc m^iillici. -nry. 
iii. 606; effect produced by, on pul- 
monary circulation, iii. 405; in lirsl strige 
of migraine, iv. 602; by hypodermic in- 
jection to control epistaxis, iii. 336; by 
hypodermic injection in diphtheria, ii. 
269; by hypodermic injection for relief 
of heart failure in heri-beri, iv. 870; in 
neurasthenia with high arterial tension, 
iv. 566; during paroxysm of asthma, iii, 
385; in pulmonary edema with high 
Wood pressure, iii. -110; to reduce hyper- 
tension in nephritis, iv. 46; for relief of 
dyspnea in tuberculosis, ii 502; in scar- 
let fever with cardiac weakness, ii. 127. 

Nitroglycerin, digitalis, and strophantus, 
le of, in cerebral thrombosis, iv. 398. 

Nitroglycerin and the nitrites, use of, in 
cardiac insufficiency, iii. 605; amyl 
nitrite, iii. 610; crythrol tetranitrate, iii. 
608; mannitol hexanitrate, iii. 610; 
physiological action, iii. 606; potassium 
nitrites, iii. 607; sodium nitrites, iii. 607; 
therajwutii 1 dosage of various nitrites, 
iii. 612. , 

Nitrohydrochloric acid, use of, in hypoacid- 
ity accompanying cirrhosis of liver, iii. 
281. 

Nitrohydrochloric acid, dilute, use of, in 
oxaluria, iv. 8. 

Nttromuriatk acid, use of, in acute catar- 
rhal jaundice, iii. 262. 

Nitrous acid, poisoning by, i. 208. 

Nitrous oxid gas, use of, as anesthetic, in 
adenectomy, iii. 25; contra indicated in 
chronic myocardial insufficiency, iii. 
743; in operation for tuberculous peri- 
tonitis, iii. 320. 




Nocard, isolation by, of bacillus supposed 
to be cause of psittacosis, ii. 580. 

Nocardia, v. 426. 

Noguchi, luetin reaction of, v. 160; modifi- 
cation of Wassermann test for syphilis 
by, v. 130; on nature of Wassermann 
reaction, v. 133; on preparation of 
acetone insoluble antigen for Wasser- 
mann reaction, v. 128; on "proteotropic 
complement-fixation," v. 128. 

Noguchi butyric acid test, value of, in 
diagnosis of brain syphilis, iv. 477. 

Nouuchi human cell reaction for syph- 
ilis, v. 130; with heated serum, v. 130. 

Noguchi reaction, v. 417. 

Noguchi test for globulin, v. 405, 417, 418, 
517. 

Noguchi and Moore, discovery of Trepo- 
nema pallidum by, in paresis, v. 402. 

Noma, iii. 11; fusiform bacilli in, v. 636; 
treatment of, iii. 13. 

Non-diphtheritic croup. See Croup. 

Non-electrolytes, i. 7; comparative ac- 
tivity of, in living cells, i. 55; com- 
paratively slight effects of, on gelatin 
and fibrin in acid solution, i. 31, 33; 
definition of, i. 7; relation between 
electricity and, i. 7; relation between 
the laws of osmotic pressure and, i, 54. 

Nonne, report by, of cerebellar atrophy in 
three brothers, iv. 515. 

Nonne globulin test, value of, in diag- 
nosis of brain syphilis, iv. 477. 

Nonne test of cerebrospinal plthd, v. 
516, 517. 

Nonne-Apelt method of determinino 
cerebrospinal 






FLUID, V. 418. 

Noon and Freeman, experiments of, on 
active immunization in hay fever by 
hypodermic inoculation of pollen vac- 
cine, v. 690, 691. 

Normal saline solution, use of, in anuria 
with normal kidneys, iv. 3; for colonic 
flushing in colitis, iii. 205; contrain- 
dicated in toxic form of nnuria, iv. 3; by 
epidural injection, fur relief of enuresis. 
iv. 134; hot. by rectal injection in ulcera- 
tive colitis of hemorrhagic form, iii, 212; 
by hypodermic injection in anemia clue 
to hemophilia, iii. 887; by hypodermic 
injection in gastric tetany, iii. 144; by 
hypodermic injection in phlegmonous 
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pharyngitis, iii. 29; by hypodermic in- 
jection in tetany, iii. 02ti; fur injection 
into nerve trunk, iv. 301; by intravenous 
injection in blackwater fever, iv, 756; 
by intravenous injection in insolation, 
iv. 694; by intravenous injection in 
methemoglobinuria, iv. 5; for irrigation 
of adenoid vegetations, iii. 25; for irri- 
gation in appendicitis, iii. 218; for irri- 
gation of nasal passages in acute in- 
flammation, iii. 334; in leukoplakia, iii, 
26; methods for, in pyelitis, iv. 89; as 
nasal doucho. in membranous rhinitis, iii . 
330; by rectal, hypodermic, intraperi- 
toneal and intravenous injections in 
Asiatic cholera, iv. 850; by rectal 
injection in gastric tetany, iii. 143; 
by rectal injection m insolation, iv. 694; 
by rectal injection in membranous en- 
teritis, iii. 20S; by rectal injection for 
suppression of urine in nephrolithiasis, 
iv. 107; as spray in chronic rhinitis, iii. 
329; as spray or irriKiil inn in acute laryn- 
gitis, iii. 339; by transfusion in cerebral 
anemia, iv. 382; by transfusion in funicu- 
lar myelitis, iv. 232. 

Normal serum, action of, v. 804, 805; ad- 
ministration of, v. 805; method of ob- 
taining, from human beings, v. 803, 804; 
method of obtaining, from rabbit, v. 
803; properties of, v. 804. 

Normal serum, in anemia and hemorrhagic 
diseases, v. S02, S(I5; in arthritic purpura, 
v. 814; in chronic; secondary anemia fol- 
lowing hemorrhage, v. 811; in essential 
hematuria, v. 814; in hemophilia, v. 812; 
in jaundice, v. 816; in leukemia, v. 810; 
in metrorrhagia, v. 817; in morbus 
maculosus neonatorum, v. 813; in per- 
nicious anemia, v. 810; in purpura 
hemorrhagica, v. 814; in splenic anemia, 
v. 810; in typhoid fever, v. 814. 

Norm ai< solutions, as basis of standardiza- 
tion in phwmaralogy, i, 11. 

Norway, introduction of vaccination into, 
ii- 60. 

Nose, affections of, complicating diph- 
theria, ii. 2('ii; affections of, complicating 
measles, ii. 156; affections of, compli- 
cating ewi-lcst fever, ii. 129; importance 
of attention to, in prophylaxis of acute 
cerebral meningitis, iv. 371; irrigation 
of, in diphtheria, ii. 263, 264; otitis 



"- 



media caused by irrigation of, ii. 269; 

relation between abnormalities of, and 

asthma, iii. 382. 
Nose, diseases of, iii. 325; acute rhinitis, 

iii. 326; acute suppurative inflammation 

of sinuses, iii. 333; atrophic rhinitis, iii. 

330; chronic rhinitis, iii. 328; epistaxis, 

iii. 335; mcnilirrmous rhinitis, iii. 329; 

ozena, iii. 33ii; rhinoscleroma, 
Nobe and throat, care of, a mes 

venting acute rheumatism, ii. '. 
Nose-bleed. See Epistaxis. 
Nothnagel, tables by, showing mortality 

from small-po\, after vaccination, ii. 100. 
Notification, value of, in control of 

tuWculosis, ii. 443. 
Novaspirin, use of, in bronchial asthma, iii. 

Novatophan, in treatment of gout, ii. 682. 

Novocain, injection of, into spinal canal 
in tabes, iv. 198. 

Nucleoproteins, specificity of, v. 756, 757. 

Nucleus, la roe cell, iv. 630. 

Nucleus, triangular, iv. 630, 631. 

Nurse, duty of, in prevention of small-pox, 
ii. 44; duty of, in scarlet fever, ii. 119; 
requirements in, for nursing the neuroBes, 
iv. 537, 

Nursing of infant, possibilities of infec- 
tion through, in syphilis, ii. 417; i 
tuberculosis, ii. 453. 

Ncrsino homes, treatment of neurastht 
and psychasthenia in, iv. J 

Nutrition, changes in, due to pneumonia, 
ii. 229; measures for increasing, in 
prolapse of liver, iii, 289; in treatment of 
cerebrospinal meningitis, v. 547. 

Nutrition anh dietetics, i. 66; artificial 
feeding, i. 105; effects of over-feetling, 
i. 104; effects of starvation, i. 103; foods, 
i. 66; invalid's dietary, i. 122; a purin- 
free diet, i. 113; a salt-poor diet. i. 109; 
proprietary foods, i, 128; relation of 
vitamines to, i. 70. 

Nuts, use of, as food in diabetes mellitus, 

Nux vomica, use of, in acute catarrhal 
jaundice, iii. 280, 262; in Addison's dis- 
ease, iii. 901; in bronchial asthma, iii. 
384; in carcinoma of stomach, iii. 165; 
in gastric atony, iii. 172; in hemophilia. 
iii, 886; for hyperacidity in chlorosis, iii. 
821 ; for relief of insomnia caused by 
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oughing in acute bronchitis, iii. 374; 
e tonic in tuberculosis, ii. 500; in treat- 
lent of enuresis with atony of sphincter, 
i. 133. 

vomica, tincture of, use of, in acute 
ulcerous gingivitis, iii. 10; in after- 
treatment ni arute j^isrritis, iii. 157; for 
relief of insomnia in neurasthenia, iv. 
573. 

associated with vestibular 
vertigoes, iv. li-ili; in Friedreich's disease, 
iv. 216; in hereditary cerebellar ataxia, 
iv. 217; in multiple sclerosis, iv. 280; in 
rabies, v. 714; as a symptom of cerebral 
thrombosis, iv. 303; as a symptom of 
pachymeningitis inlerna hemorrliagira, 

'. 613. 



Oatmeal diet, value of, in after-treatment 
of diabetic coma, ii. 743. 

Oatmeal u kit el, as article of invalid 
dietary, i. 122. 

Oatmeal treatment of diabetes mellitus, ii. 
756. 

Obese, the. cardiac insufficiency of, iii. 703. 

Obesity, chronic myocardial insufficiency 
due to, iii, 703; danger from, in chronic 
interstitial nephritis, iv. (Mi; definition 
of, ii. 7157; as etiological fai-tor in artcrio- 
is, iii. 754;. functions of different 
Foods in relation to, ii. 782; hwditaiy 
causation of, ii. 785; hydrotherapy 
applied to relief of, i. 628; influence of 
alcohol upon, iii. 706; injurious influence 
of, on chronic bronchitis, iii. 370; mas- 
sage and gymnastics in treatment of, i. 
325; mechanotherapy for relief of, i. 348; 
necessity for caution in reduction of, 
when associated with chronic myocardial 
ii'isuilirii'tiry, iii. 7'J'i; physiology of, ii. 
781; prophylaxis against, ii. 786; secre- 
tion of sexual organs in relation to, ii. 
786; sedentary life in causation of, ii. 
i; treatment of chronic myocardial in- 
sufficiency due to, iii. 724; treatment 
i general, ii. 787; treatment of, 
after reduction, ii. 810. 

reduction of, ii. 775; alcohol in, 
i. 793; arrangement of meals in, ii. 785; 
Bouchard's method for, ii. 782; calis- 
thenics in, ii. 795; causes of, stated by 
vort Noorden, ii. 772; choice of cases fcr, 



ii. 775; comparison of diets for, ii. 784; 
by diet, in cardiac insufficiency, iii. 685; 
dietetics in, ii. 778; Epstein diet for, ii. 
779; exercise in, ii. 794; foods allowable 
in, ii. 788; foods to be avoided or re- 
stricted in, ii. 788; functions of different 
foods in relation to, ii. 770; general 
considerations in, ii. 77ti; general prin- 
ciples of diet in, ii. 784; Harvey-Bant in : 
cure in, ii. 778; health resorts for, ii. 77", 
797; heat loss in relation to, ii. 77.; 
Hirschfield's diet for, ii. 782; hyL.rc- 
therapy in, i. 207, ii. 796; Kartell's die; 
for, ii. 783; limitation of fluids in, ii. 793; 
massage in, ii. 795; mechanotherapy in, 
i. 348, ii. 793; medicinal treatment in, 
ii. 796; menus for meals in, ii. 787; 
Oertel cure in, ii. 780; passive mechani- 
cal exercises in, ii. 795; Robin's diet in, 
ii. 781; Schweninger system in, ii. 781; 
Spa treatment in, ii. 773; thyroid gland 
in, i. 701, ii. 774, 797; von Noorden's 
Bystcm for, ii. 782. 
Obstetric paralysis, iv. 291; treatment 



of, i 



292. 



Obturator nerv 

Occipital lobe, 

brain tumor in, iv. 441. 

Occipital neuralgiar, massage and gym- 
nastics in treatment of, i. 310. 

Occlusion by metal bands, use of, in treat- 
ment of aneurysm of abdominal aorta, 
iii. 767. 

Occupation, in causation of acquired 
spinal progressive muscular atrophy, iv. 
246; choice of, in tuberculosis, ii. 459; 
influence of, in causation of gout, ii. 
672; question of, in arteriosclerosis, iii, 
759; question of, in cardiac insufficiency. 
iii. 698; question of, in treatment of the 



of, in psycho- 
i neurasthenia 



. 533. 

Occupation, therapeutic use 

therapy, i. 600. 
Occupation cure, value of, i 

and psychastlienia, iv. 559. 
Occupation neuroses, iv. 676; as a cause 

of headache, iv. 677; definition of, iv, 

676; hydropathy for relief of, i. 647; 

massage and gymnastics in treatment 
, in general, iv. 
les involved in. 



iv. 677. 
Occupation 



iO; definition of, 
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iv. 330; essential causes of, iv. 330; indi- 
cations far treatment of, iv. 331. 

Occupational methods, cooperative, in 
treatment of neurasthenia and psychas- 
thenia, iv. 561. 

Occupational therapy, value of, in neuras- 
thenia and psych asthenia, iv. 559. 

Occupation b favoring transmission of 
syphilis, ii. 360, 363; having high per- 
centage of respiratory diseases, iii. 424, 
425. 

Ochsner, views held by, on treatment of 
acute localized peril onii is, iii. 311. 

OctlLAB PARALYSIS, PERIODIC, iv. 309. 
OctTLAR TYPE 



Ocular v 

O'Dwyer treatment I 



iii. 382. 
Oertel's terrain cure, iii. 645; cases suited to, 
iii. 647, 704; disadvantages of, iii. 646; 
indications and contraindications for, 
iii. 647; principle involved in, iii. 645; 
technique employed in, iii. 647; use of, 
in chronic myocardial insufficiency due 
to obesity, iii. 726. 

CEsOPHAtJOSTOMtlM APIOBTOMUM, IV. 815. 
(EsOPHACOSTOMUM BRUMPTI, iv. 815. 
(ESOPHAOOSTOMITU STEFHANOSTOMUM, iv. 
815. 

Oeynhausen, value of treatment at, in 

acute myelitis, iv. 228. 
Offensive breath, iii. 2. 

OfllLOU's METHOD OF INTRASPINAL INJEC- 
TIONS, for nervous syphilis, iv. 486. 

Ohm's law, explanation of, i. 364. 

Obna, on types of dysentery bacilli, v. 250. 

Oidiomycosis, v. 424-426. 

Oidiom albicans, iii. 8, v. 424; morphology 
of, v. 424; pathogenesis of, v. 424. 

Oil of camphor, use of, as cardiac stimulant 
in cerchral anemia, iv. 382. 

Oil of Cashew, use of, in leprosy, iv. 832. 

Oil of filmaron, use of, as substitute for 
male fern, iv. 794. 

Oil of sandalwood. .See Sandalwood oil. 

Oil of sylvestrian pine, use of, in gan- 
grene of lung complicating pneumonia, 
ii. 253. 

Oil of turpentine. See Turpentine. 



Oil of silk jacket, use of, in bronchopn* 

monia, iii. 416. 
Oil treatment, in non-bleeding gastric ulcer, 

iii. 136. 
Ointments, use of antiseptics by, in small- 
pox, ii. 50; use of mercury by, in c 

of upper respiratory 
use of mercury by, 
use of salicylic acid by, 



genital syphilis 
parotitis, ii 



forv 



luted :l 



i. 73. 



n chronic atrophic 
* of, in atrophic 



a acute 



Oleum juniper!, use of, by inhalation in 
acute laryngitis, iii. 330. 

Oleum phosphorates, use of, in rachitis, i 
806, 808. 

Oleum picls, local use of, 
laryngitis, iii. 343; i 
rhinitis, iii. 331. 

Oleum pinl, use of, by inhalation, 
laryngitis, iii. 339. 

Oleum terebinthinae. See Turpentine, oil of. 

Olfactory nerve, paralysis of, in basilar 
syphilitic meningitis, iv. 474. 

Olive oil, use of, in chronic cholecystitis and 
cholelithiasis, iii. 273; use of, in chronic 
constipation, iii. 234; in chronic intes- 
tinal obstruction, iii. 242; in continuous 
gastric hypersecretion, iii. 106; for 
hyperacidity in chlorosis, iii. 821; in 
idiopathic dilatation of the csophaRus. 
in. 58; in membranous enteritis, iii. 209; 
by rectal injection in fecal impaction, 
iii. 238, 2311: by reetal injection in mem- 
branous enteritis, iii. 208; to stimulate 
peristalsis in chronic constipation, iii. 
235; in treatment of gallstones in tran- 






. 274. 



Oliver, mixture suggested by, for use i 



due to dust inhala- 



, for diacetic acid in 



respiratory 

tion, iii. 430. 

Ondrejovich'b 



Onyalai, iv. 877. 

Onychia, stphilitic, local treatment of, 
ii. 414. 

Open air, importance of, during active 
stage of tuberculosis, ii, 475, 478. 

Open-air treatment, in bronchopneu monia, 
iii. 417; in bronchopneumonia com- 
plicating diphtheria, ii, 270; in chronic 
serous effusion of pleura, iii. 484; in 
measles, ii. 146, 159; in pleurisy, iii. 
465; in pneumonia, ii. 224; in septico- 
pyemia, ii. 2S2. 
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Operation, fur abscess or infarct of spleen, 
iii. 888; for abscess of lung complicat ing 
pneumonia, ii. 253; in actinomycosis, ii. 
350; in acute intestinal obst ruction, iii. 
241; for adenoid vegcta lions, iii. 37; for 
adhesive pericarditis, iii. 528; in after- 
treatment of facia! paralysis, iv. 313; for 
aneurysm, iii. 766; for aneurysm of 
cerebral arteries, iv. 458; in angina 
Ludovici, iii. 30; in bacillary dysentery at, 
chronic stage, ii. 318; in Banti's disease. 
iii. 890; upon brain, for cerebral palsies 
of children, iv. 413, 414; in carcinoma 
of stomach, iii. 162; in cervical adenitis 
complicating diphtheria, ii. 269; in 
chancre of general integument, ii. 411; 
in chancre with phimosis, ii. 400; for 
chronic catarrhal jaundice, iii, 264; for 
chronic enlargement of .spleen, iii. 889; 
n chronic intestinal obstruction, iii. 241; 
in chronic nasopharyngitis, iii. 33; in 
chronic pharyngitis, iii. 33; in cirrhosis 
of liver with adhesions, iii. 322; condi- 
iions demanding, in tropical malaria, 
4; in constipation due to obstruc- 
iii. 237; for contractures following 
cerebral palsies (if children, iv. 414; con- 
traindicatcd in acute dilatation of stom- 
ach, iii. 174; contraindicated in cerebral 
abscess, iv. 423; contraindicated for 
infectious sinus thrombosis, iv. 430; for 
cysticereus of brain, iv. 461; dangers of 
in exophthalmic goiter complicating dia- 
betes mellitus, ii. 755; for eehinoeoccus 
disease, iii. 255; Estlander's, See Est- 
landcr; in exophthalmic goiter, iii. 904; 
for gangrenous or phagedenic chancre, 
ii. 409; for gastrie ulcer of bleeding type. 
iii. 116; for gastrie ulcer of non-bleeding 
type, iii. 139; for gastric ulcer of syphilitic 
origin, iii. 167; in goiter, iii. 894; for 
hydronephrosis, iv. 98; in hypertrophy 
of pharyngeal tonsil, iii. 30; indications 
for, in cerebral abscess, iv, 423; indica- 
tions for, in epilepsies, 
tions for, in gallstones, i 
indications for, in gonorrheal epididy- 
mitis, iv. 152; indications for, 
iv. 288; indications for, in ; 
liver, iii. 289; indications for, in traumat- 
ic hematoma, iv. 366; in infect ious sinus 
thrombosis, iv, 429; in intussusception, 
i. 241 ; in leprosy, iv. 832; in mediastinal 



; indica- 
i. 274,275, 279; 




tumors, iii. 499; in mediastinitis, iii. 
504; for mediastinopcricarditis, iii. 508; 
for movable kidney, iv. 3; for movable 
spleen, iii. 888; for necrosis of jaw in 
phosphorus poisoning, ii 026; in nephro- 
lithiasis, iv. 110; in obstetric paralysis, 
iv. 292; in pachymeningitis interna hem- 
orrhagica, iv. 364; palliative, for relief 
of brain tumor, iv. 451; in paralytic 
ileus, iii, 238; for peritoneal adhesions, 
iii. 322; for pleurisy with effusion, See 
Thoracentesis; in pyelitis, iv. 92; for 
rectal chancre, ii. 410; for relief of con- 
tinuous gastric hypersecretion, iii. 103; 
for relief of contractures due to beri- 
beri, iv. 870; for relief of goundoo, iv. 
884; for relief of hemorrhage in typhoid 
fever, ii. 21; for relief of neuritis of 
seventh nerve due to suppurative otitis, 
iv. 311; for relief of optic neuritis due 
to suppuration of middle ear, iv. 305, 
306; for relief of trigeminal neuralgia, 
iv. 341, 353; in retropharyngeal abscess, 
iii. 34; for rupture of spleen, iii. 888; 
Schede's, See Schede ; in sciatica, iv. 304 ; 
in somatic teniaais, iv, 792; for spasmodic 
movement of neck muscles, iv. 672; in 
stomatitis gangrenosa, iii. 19; in syringo- 
myelia, iv. 279; in tabes, iv. 198; for 
traumatic hematoma, iv. 366; in tuber- 
culosis of mediastinal lymph nodes, iii. 
506, 508; in tuberculous kidney, iv. 114; 
in tuberculous meningitis, iv. 377; in 
tumors or cysts of liver, iii. 291; for 
visceroptosis, iii. 248; in volvulus, iii. 
242. 

Operative measures. See Operation. 

Operation for brain tumor, iv. 449; dangers 
of, iv. 452; exploratory, iv. 450; indica- 
tions for, iv. 449; meningitis following, 
iv. 452; mortality from, iv. 452; pallia- 
tive, iv. 450; radical, iv. 451; rules for, 
iv. 452; trephining with extirpation of tu- 
mor, iv. 451; tumors suited for, iv. 449. 

Ophidism, iv. 697; effects of, iv. 697; 
prophylaxis against, iv. 699; remedial 
iv. 698; specific treatment 



for, i 



gonococcal, a 



Ophthalmic branch of fifth ner 
alcohol injection of, for trigeminal n 
ralgia, iv. 353. 
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Ophthalmic 



-. 209. 



Ophthalmic 

Ophthalmology, value of radium thera- 
py in treatment of, i. 482. 

Ophthalmoplegia, iv. 509; acute, iv. 509; 
chronic, iv. 511; introduction to subject 
of, iv. 509; aa a symptom of acute 
hemorrhagic superior polioencephalitis, 
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Ophthalmoplegia, i 



r. 510; symptom 



te, iv. 509; differ- 
'. 510; prognosis of, 
, iv. 510; treatment 



Ophthalmoplegia, chronic, iv. 511; dif- 
ferential diagnosis in, iv. 511; pathology 
of, iv. oil; prognosis of, iv. 511, symp- 
tom of, iv. 511; treatment of, iv. 512. 

Ophthalmoplegia, chronic rttfHiHWHnn, 
iv. 257; congenital variety of, iv. 25N; 
clinical phenomena of, iv. 257; trcal- 
ment of, iv. 258; varieties of, iv. 257. 

Ophthalmoscopic examination, results 
i basilar syphilitic meningitis, iv. 



473. 

Op h th a lm o-tuberculin 

Opiates, use of, in acute cholecystitis and 
cholelithiasis, iii. 271!; in barbel cholera, 
ii. 640; in carcinoma of liver, iii. 291; 
dangerous in the aged, iii. 195; for relief 
of cough in progressive bulbar paralysis, 
iv. 501 ; for relief of pain in acute fibrin- 
ous pleurisy, iii. 467; for relief of pain in 
neuralgia, iv. 340; in treatment of gall- 
stones in transit, iii. 273. 

Opie on protective powers of injection of 
leukocyte extracts, v. 10. 

Opisthokchis noverca, iv. 795; pathology 
of, iv. 796. 

Opisthotonos, as it sign of traumatic hema- 
toma, iv. 365. 

Opium, use of, in acute enteritis, iii. 194; 
for attacks of depression in progressive 
paralysis, iv. 495; in chronic enteritis, 
iii. 199; contrail) die a led in acute bron- 
chitis as a soporific, Iii. 361; contraindi- 
cated in bronchiectasis, iii. 395; con- 
traindicated in neurasthenia, iv. 566; 
contraindiciitcil in plague, iv. 843; to 
control cough during active stage of 
tuberculosis, ii, 478; to control cough in 
acute bronchitis, iii. 361 ; to control 
cough in cerebral hyperemia, iv. 385; 






to control cough in chronic bronchitis, 
iii. 375; to control cough in laryngeal 
complications of tuberculosis, ii. 487, 
494; to control cough in measles, ii. 153; 
to control diarrhea in Addison's disease, 
iii. 902; to control diarrhea complicating 
bronchopneumonia, a necessity, iii. 421 ; 
to control diarrhea in trichiniasia, iii. 
254; to control diarrhea in typhoid fever, 
ii. 26; in diabetes insipidus, ii. 768; in 
diabetes mellitus, ii. 744; in diabetic 
gangrene, ii. 752; in enteritis of infancy, 
iii. 203; in enterocolitis complicating 
measles, ii. 160; in gallstone colic, iii. 
268; in gastrointestinal type of influenza, 
ii. 190; in hemorrhagic form of ulcera- 
tive colitis, iii. 212; by hypodermic in- 
jection in carcinoma of stomach, iii. 166; 
in influenza, ii. 190; in laryngeal tuber- 
culosis, iii. 346; to lessen irritability of 
bladder in tuberculous kidney, iv. 117; 
locally, in atriplieism, iv. 709; for relief 
of insomnia due to hrain tumor, iv. 447; 
for relief of insomnia due to dyspnea 
acute nephritis, iv. 62; for relief of 
nia in multiple neuritis, iv. 327; for 
lief of insomnia in typhoid fever, 
for relief of lancinating pains in tabes, 
iv. 196; for relief of meat poisoning 
B. enteritidis, ii. 641; for relief of neu- 
ralgia, accompanied by restlessness, 
336; for relief of nocturnal dyspnea in 
chronic interstitial nephritis, iv. 70' 
for relief of pain in acute diffuse peri- 
tonitis, iii. 315; for relief of pain in acute 
gout, ii. 685; for relief of pain in acute 
localised peritonitis, iii. 311; for relief of 
pain in dengue, iv. 876; for relief of pain 
in infantile diarrhea, ii. 319; for relief of 
pain in meat poisoning by B. enteritidis, 
ii. 637; for relief of pain in mediastinal 
tumor, iii. 503; for relief of pain in 
muscles in trichiiuasis, iii. 254; for 
relief of pain in neuralgia, iv. 340; for 
relief of pain in neuritis, iv. 286; for 
relief of pain in pericarditis, iii. 520; 
in scarlet fever, ii. 127; in severe attacks 
of appendicitis, iii. 218; in spastic con- 
stipation, iii. 231; in strangulation of 
intestines, iii. 240; as a substitute for 
quinin, iv. 742; by suppositories, in 
colitis, iii. 205; by suppositories for re- 
lief of pain in acute gastritis, 
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by suppositories for relief of pain of ner- 
vous character in anus, perineum and 
rectum, iv. 358; in tuberculosis of in- 
testines, ii. 501; in ulcerative colitis, iii. 
211; in volvulus and intussusception, 
iii. 241. 

Opium and ipecac, use of, for relief of pain 
in pneumonia, ii. 227. 

Opium-bromid therapy, results of, in epi- 
lepsy, iv. 664. 

Opium eaters, ii. 612. 

Opium habit. See Morphin habit. 

Opium poisoning, ii. 610; acute form of, ii. 
610; chronic form of, ii. 612; effects of 
chronic form of, on Eastern races, ii. 
610; opium eating and, ii. 612; opium 
smoking and, ii. 612; treatment of acute 
form of, ii. 610; treatment of chronic 
form of, ii. 613. 

Opium smoking, ii. 612. 

Opotherapy. See Organotherapeutics. 

Oppenheim, on brachial neuralgia, iv. 356; 
definition of occupation pareses by, iv. 
330; description by, of myasthenia gra- 
vis, iv. 500; on distinctive features of 
compression bulbar paralysis, iv. 503; 
on use of calomel in large doses in acute 
apoplectic bulbar paralyses, iv. 503. 

Oppenheim's classification, of muscle 
group spasms, iv. 671. 

Oppenheim reflex, in multiple sclerosis, 
iv. 280; in spastic spinal paralysis, iv. 
268; in traumatic hematoma, iv. 366. 

Oppenheim sign. See Oppenheim reflex. 

Opsonic curve in active immunization, 
v. 19; effect of large inoculations in, y. 
20; effect of small inoculations in, v. 20. 

Opsonic index, definition of, v. 19; bacter- 
ial suspension in estimation of, v. 149; 
dilution method of estimating, in blood 
serum following antityphoid vaccina- 
tion, v. 186; in diagnosis of gonococcal 
infections, v. 603; in vaccine therapy of 
cutaneous diseases, v. 628; leukocyte 
suspension in estimation of, v. 149; 
technique of estimation of, i. 140, v. 149. 

Opsonic reaction in diagnosis, v. 148; 
clinical value of, v. 150; significance of, 
v. 149; technique of, v. 149- 

Opsonins, in gonococcal infection, v. 603; 
in serum, relation of phagocytosis to, 
v. 19. 

Opsonins, relation of, to recovery from 



I 



disease, v. 21; in generalized infections, 
v. 22; in localized infections, v. 21; in 
not strictly localized infections, v. 23. 

Optic atrophy, iv. 307; presence of, in 
progressive paralysis of the insane, iv. 
491; salvarsan and, v. 408. 

Optic chiasm, disturbances of, as localizing; 
symptoms of tumor in neighborhood of 
it, iv. 442. 

Optic nerve, changes in, during multiple 
sclerosis, iv. 280; diseases of, iv. 305; 
paralysis of, as a symptom of basilar 
syphilitic meningitis, iv. 473; structure 
of, v. 549, 550. 

Optic neuritis, iv. 305; without apparent 
cause, iv. 306; due to arsenobenzol used 
in syphilis, ii. 401; due to myelitis iv. 
306; due to organic intracranial disease, 
iv. 305; due to suppuration of middle 
ear, iv. 306; due to toxic conditions, iv. 
305; due to wood alcohol poisoning, ii. 
607. 

Optochin, action of, against pneumococcus, 
v. 497; in treatment of lobar pneu- 
monia, v. 499; in treatment of ulcus 
serpens, v. 502; toxic symptoms due to, 
v. 500. 

Orangeade, as article of invalid diet, i. 
128. 

Orchitis, as a complication of mumps, ii. 
166; as a complication of typhoid fever, 
ii. 27; hydrotherapy for relief of, i. 633; 
treatment of, in mumps, ii. 172. 

Orexin hydrochlorate, use of, in depressive 
disorders of gastric secretion, iii. 151. 

Organ affinity, definition of, v. 11. 

Organ antisera, intravital action of, v. 
759-761. 

Organ transplantation, distinguished 
from organotherapy, i. 670, 671; range 
of possibilities of, i. 670. 

Organic extracts, use of, in diabetes in- 
sipidus, ii. 767; in diabetes mellitus, ii. 
746; in hemophilia, iii. 881, 883; in 
reduction of obesity, ii. 797. 

Organotherapeutic products, i. 679. 

Organotherapeutics, i. 670; in acquired 
spinal progressive muscular atrophy, iv. 
248; in Addison's disease, iii. 899; aims 
of experimental and clinical work m, i. 
672; in asthenic bulbar paralysis, iv. 
256; blood transfusion in, i. 827; of bone 
marrow, i. 833; of brain and spinal cord, 
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i. 833; in cirrhosis of liver, iii. 28fi; 
classification of, i. 679; complete, i. 679; 
in deficiency of pancreatic juice, iii. 
293, 299; in diabetes mellitus, i. 773, ii, 
746; distinguished from organ trans- 
plantation, i. 670, 671 ; and drug actions, 
i. 671; in eclampsia, i. 720; empirical, i. 
671; and endocrine glands, i. 679; in 
epilepsy, iv. 641); and epinephrin, i. 670, 
079, 786; in exophthalmic goiter, iii. 
918; of fetal tissues, i. 833; general 
principles of, i. 673; glandular extracts 
listed in trade journals, i, 1172; in hemo- 
philia, iii. 881; history of, i. 671; and 
hyperthyroidism, i. 090; hypophysis in, 
i. 730, 734, 747; and hypothyroidism, i. 
692, 696; kidneys in, i. 670, 673, 674, 
831; limitations of, i. 671, 677; liver in, 
i. 670, 673, 674, 832; mammary gland in, 
i. 830; medullary tissue in, i. 783; of 
menopause, i. 818, 821; multiple sclero- 
sis, iv. 281; muscles in, i. 833; in muscu- 
lar dystrophy, iv. 264; in myxedema, 
i. 697; older and modern, i. 672; of 
other glands and organs, i. 833; of 
ovaries, i. 817; pancreas in, i. 676, 761; 
parathyroids in, L 676, 712, 719; in 
pernicious anemia, iii. 841; of pineal 
gland, i. 757; of placental tissues, i. 833; 
plant, i. 671; principles underlying suc- 
cessful use of, i. 673; in rachitis, ii. 800; 
rational, i. 673; secretin in, i. 777; sexual 
glands in, i. 804; in sporadic cretinism, 
i. 697; suprarenal glands in, i. 782; in 
syphilis, ii. 421; for tetany, iii. 927; 
thymus gland in, i. 727; thyroid gland 
in, i. 681 ; tissues in, i. 673; toxic goiter 
in, i. 690; tumors in, i. 833. 

Organotherapy. See Organo therapeutics. 

Oriental sorb, iv. 772; microorganism 
causing, iv. 772; preventive measures in, 
iv. 773; remedial measures in, iv. 772. 

OHNiTHOitHYM'iii s pauaooxi:s, treatment 
of poisoning by, iv.. 700, 701. 

Orthoform, use of, in acute nasopharyngitis, 
iii. 20; by insufflation, in phlegmonous 
pharyngitis, iii. 29; for relief of pain in 
laryngeal tube renins is. iii. 347; in small- 
pox accompanied l>y dysphagia, ii. 46. 

Orthopedic treatment, unnecessary in early 
stages of rachitis, ii. 807. 

Orthopnea, treatment of, in chronic myo- 
cardial insufficiency, iii. 718, 721. 



inhalations to 



Ojitner, on use of oxygen 

relieve cyanosis in acute bronchiti 
363. 

Osler on immunity with typhoid vacci 
v. 178. 

Osmlc acid injections, use of, in trigemi 
neuralgia, iv. 342. 

Osmosis, i. 612; application of principles 
to septic gonorrheal wounds, i. 613. 

Osmotic cells, i. 54. 

Osmotic memukankk, i. 55. 

Osmotic pressure, laws of, i. 54. 

Osteo- arthritis, metabolic, thymus ad- 
ministration for, i. 728. 

Osteomalacia, administration 
nephrin in, i. 795; ovaries and, 

Otis urethrotome, use of, in operation f 
resilient urethral stricture, iv. 172. 

Otitic cehebral abscesses, iv. 421. 

Otitis, as a complication of scarlet fever, 
ii. 130; as a complication of typhoid 
fever, ii. 28. 

Otitis media, as a complication of diph- 
theria, ii. 269; as a complication of 
tuberculin is, ii. nO.'i; organism causing, 
ii. 270; prevention of, in measles, ii. 150; 
radiant, light and heat in treatment of 
acute, i. 450; radiant light and heat in 
treatment of chronic, i. 451; surgical 
of chronic, as prophylactic 
against cerebral abscess, iv. 
422; treatment of, in general, ii. 270; 
vaccine therapy in, v. 639. 

factious sinus thrombosis, iv. 428; as a 
cause of neuritis of seventh nerve, iv. 
310. 

Otitis, siiPFURATiVE. See Otitis, purulent. 

Otto, experiments of, on anaphylaxis, v. 38; 

ferable sensitization in anaphylaxis, v. 
96. 

"Our Lady at Lourdes," individualiza- 
tion of charity at, iv. 660. 

Ovarian extract, chemistry of, i, 813; effects 
of administration of, i. 817, SIS; methods 
of administration of. i. s2(l; use of, in 
myasthenia gut vis, iv. 509. 

Ovaries, influence or X-ray therapy upon, 
i. 559; physiology ti', i. 810; swelling of, 
as a complication of mumps, ii. 166; 
technique for use of X-ray in disease of, 
i. 500; sex character of female a func- 
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tion of, i. 820; transplantation of, i. 
. 812. 

Ovaritis, electrotherapeutics for relief of, 
i. 419. 

Ovary, in organotherapy, i. 810; disorders 
of menstruation relieved by, i. 810; dis- 
turbances of menopause relieved by, i. 
810. 

Over-eating, a cause of chronic gastritis, 
iii. 159. 

Over-exertion, as a cause of pulmonary 
edema in nephritis,. iv. 5^; danger from, 
in angina pectoris, iii. 769, 770, 771; 
danger from, in multiple sclerosis, iv. 
280; danger from, in syringomyelia, iv. 
278; necessity for avoiding, in chronic 
interstitial nephritis, iv. 70. 

Over-feeding, effects of, i. 104. 

Over-stimulation, chronic myocardial in- 
sufficiency due to, iii. 698; treatment of, 
iii. 723. 

Overwork, as a cause of hyperacidity of 
stomach, iii. 75. 

Oxalic acid diathesis, iv. 7. 

Oxaluria, iv. 7; associated with intestinal 
autointoxication, iv. 7; treatment of, 
iv. 8. 

"Oxidation temperature/ ' ii. 481. 

Oxygen, hypodermic injection of, in pneu- 
monia with asphyxia, ii. 238; to relieve 
cyanosis in acute bronchitis, iii. 364. 

Oxygen, inhalation of, in bronchiectasis, 
iii. 396; in bronchopneumonia, iii. 420; 
in bronchopneumonia complicating 
measles, ii. 159; in chronic bronchitis, 
iii. 378; in cyanosis in acute bronchitis, 
iii. 363; in eclampsia of pregnancy, iv. 
83; in Landry's paralysis, iv. 329; in lung 
complications of Rocky Mountain fever, 
ii. 562; in methemoglobinuria, iv. 5; 
negative results from, in polycythemia 
with splenomegaly, iii. 895; in phrenic 
neuritis, iv. 289; in pneumonia, ii. 237; 
in pulmonary edema, iii. 409; for relief of 
cyanosis in acute bronchitis, iii. 363; 
for relief of dyspnea and cyanosis due to 
myocardial insufficiency, iii. 736; for re- 
lief of dyspnea due to pressure of medias- 
tinal tumor, iii. 503; for relief of dysp- 
nea in tuberculosis, ii. 502; for relief of 
dyspnea in tuberculosis of mediastinal 
lymph glands, iii. 508; for relief of 
edema of glottis in acute ^ep\rit^, iv. 



62; for relief of pulmonary edema in 
acute interstitial nephritis, iv. 71; as 
remedy for poisons causing heart failure, 
i. 148; in tetanus, ii. 340; useless in per- 
nicious anemia, iii. 824. 

Oxygen, intrapleural injection of, to stimu- 
late absorption of exudate, iii. 482. 

Oxygen baths. See Baths. 

Oxytuberculin, v. 326. 

Oxyuris vermicularis, iii. 252. 

Oysters, transmission of typhoid fever 
by, ii. 3. 

Ozena, iii. 336. 

Pachymeningitis, electrotherapeutics for 

relief of, i. 429. 
Pachymeningitis externa, iv. 362. 
Pachymeningitis interna hemorrhagica, 

iv. 362; diagnosis between, and brain 

tumor, iv. 437; pathology of, iv. 363; 

prognosis of, iv. 363; prophylaxis against, . 

iv. 364; symptoms of, iv. 363; treatment 

of, iv. 364. 

Pack, blanket, use of, to reduce tempera- 
ture in pneumonia, ii. 234. 

Pack, cold, i. 617; in after-treatment of 
morphinism, ii. 620; in delirium tremens, 
ii. 603; to reduce temperature in pneu- 
monia, ii. 232; to reduce temperature 
in Rocky Mountain fever, ii. 561; to 
reduce temperature in scarlet fever, ii. 
126; to reduce temperature in tuber- 
culosis of mediastinal lymph glands, iii. 
508; in typhoid fever, ii. 18. 

Pack, cold wet, i. 617; use of, in tabe3, iv. 
201. 

Pack, cool, use of, in hyperpyrexial fever, 
iv. 885. 

Pack, hot, use of, in after-treatment of 
morphinism, ii. 620; in delirium tremens, 
ii. 599; in nephritis complicating Rocky 
Mountain fever, ii. 562; in nephritis 
complicating scarlet fever, ii. 134; in 
optic neuritis without apparent cause, 
iv. 306; for relief of anuria in nephro- 
lithiasis, iv. 107; for relief of headache 
in hydrocephalus, iv. 619; in treatment 
of nephritis at home, iv. 39. 

Pack, hot air, use of, in home treatment of 
nephritis, iv. 39. 

Pack, hot blanket, i. 617. 

Pack, hot dry, use of, in acute polymyositis, 
ii. 663. 






Pack, ice, i. 622; use of, for insolation, iv. 
694; use of, for relief of pain in plague, 
iv. 843; use of, in hydrotherapy, i. 201. 

Pack, lukewarm, use of, in tetany, iii. 
927. 

Pack, mustard. See Mustard pack. 

Pack, warm, use of, in anterior poliomye- 
litis, iv. 238; in apyrexial heat exhaus- 
tion, iv. 695; in aearlet fever, ii. 126. 

Pack, wet, i. 617; use of, in neurasthetiiu, 
iv. 554. 

Pack, wet sheet, use of, for relief of cardiac 
palpitation in neurasthenia, iv. 576. 

Pain, character of, in spinal syphilis, iv. 271 ; 
relief of, a cause of morphinism, ii. 612; 
significance of, in rheumatic cases of 
facial paralysis, iv. 311; significance of, 
in thoracentesis, iii, 478. 

Pain sense in pleura, iii. 462. 

Painful points, presence of, in myositis, 
iv. 613, 614. 

Palatine nerve, alcohol injection into, for 
relief of neuralgia in, iv. 346. 

I'.vi.DHoi'K, experiments of, in treatment of 
leprosy wiih complement-containing se- 
rum of animals together with salvarsan, 
v. 338. 

Palpation, value of, in diagnosis of brain 
tumor, iv. 444. 

Palpttateo cordis, as a symptom of neuras- 
thenia, iv. 576. 

Palpitation, attacks of, in cardiac neuras- 
thenia, iii. 778. 

Palpitation of heart. See Palpitatio 
cordis. 

Palsies, eye, compli eating cerebrospinal 
meningitis, v. 550. 

Paltauf, status lymphaticus first described 
by, iii. 928. 

Panto ast, on technique of X-ray therapy 
in leukemia, i. 552. 

Pancreas, anaphylactic reaction in, v. 80; 
bullet wounds of, iii. 306; development 
of, in fetus, i. 767; extirpation of, in 
causes of diabetes, i. 758; influence of, 
on sugar metabolism, i. 772; injuries to, 
iii. 305; internal secretion, functions of, 
i. 758; medical treatment of tumors in, 
iii. 305; in organotherapy, i. 676, 677, 
758; penetrating wounds of, hi. 306; 
relation between pregnancy and, i, 767; 
relation between removal of, and dia- 
betes mellitus, ii. 699; rupture of, iii. 



305; stimulation to activity of, by se- 
cretion, i. 776; surgical treatment of, iii. 
294; surgical treatment of tumors in, iii. 
304; syphilis of, iii. 301; transplantation 
of, i. 768; tuberculosis of, iii. 301; tumors 
of, iii. 303. 

Pancreas, wreasrs of. iii. 293; acute pan- 
creatis, iii. 294; chronic pancreatitis, 
hi. 297; general considerations on sub- 
ject, iii, 293; hemochromatosis, iii. 301; 
injuries to pancreas, iii. 305; opotherapy 
for, hi. 2i)li, 299; pancreatic calculi, hi. 
302; pancreatic cysts, iii. 302; pancreatic 
fistula, hi. 306; pancreatic infantilism, 
hi. 301; surgical treatment of pancreas 
in general, iii. 294; syphilis of pancreas, 
hi. 301; tuberculosis of pancreas, hi. 301; 
tumors of pancreas, hi, 303. 

Pancreas, preparations of, administration 
of, by mouth, i. 769; administration of, 
by subcutaneous and intravenous in- 



. clinical diabe- 
in nutrient en- 
in pancreatic 
tumors of pan- 



jection, i. 770; use of, i 

tes, i. 769, 771; use of, 

emata, hi. 119; use o: 

diabetes, i. 764; use of, i 

creas, hi. 305. 
Pancreatectomy, complete, results of, 

762. 
Pancreatic c 
Pancreatic t 

hi. 303. 
Pancreatic diabetes, experimental, i. 760: 

attempts to control, i, 764; nature or 

mechanism of, i. 761 ; symptoms of, i. 



761. 



diabetes 



Pancreatic extract, 
mellitus, ii. 746. 

Pancreatic fistula, hi. 306. 

Pancreatic infantilism, iii. 301. 

Pancreatin, in pernicious anemia, iii. S42. 

Panckeatitis, acute, iii. 294; dietetic 
treatment of, hi. 296; early stage of, iii. 
295; late stage of, iii. 296; surgical treat- 
ment of, hi. 295, 296; symptomatic 
treatment of, iii. 296. 

Pancreatitis, chronic, iii. 297; diet in, iii. 
298; medical treatment of, iii. 298; opo- 
therapy for, iii. 299; surgical t 
of, iii. 299; treatment of, in genera 
298. 

Pane's serum for pneumonia, v. 476. 

Panichi and Tizzoni. preparation of 
pneumococcus 



Miration of anti- 

-. v. 477. 
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Panophthalmitis, complicating cerebro- 
spinal meningitis, v. 550. 

Pantopon, use of, in diabetes mellitus, ii. 
745. 

Papee, on use of arthigon in gonococcal 
arthritis, v. 614. 

Papilledema. See Optic neuritis. 

Papillomata, radiotherapy in, i. 479. 

Pappenheim, division of severe anemias 
by, iii. 804; varieties of leukemia denned 
by, iii. 852. 

Paquelin cautery, use of, in gangrenous or 
phagedenic chancre, ii. 423; in noma, iii. 
13; in pericarditis, iii. 518; for relief of 
late pain in herpes zoster, iv. 359; for 
relief of pain in sciatica, iv. 299. 

Paracentesis, of abdomen, iii. 674; choice 
of site for puncture in, iii. 523; in 
hydronephrosis, iv. 98; in hydroperi- 
cardium, iii. 526; indications for per- 
formance of, in unilateral hydrothorax, 
iii. 674; local anesthesia in, iii. 522; 
method of performing, in cirrhosis of 
liver, iii. 284; in pericarditis, with effu- 
sion, iii. 522; for pyopericardium, iii. 
526. 

Paracolon bacilli, association of, with 
Bacillus coli, v. 235. 

Paradysentery group of bacilli, ii. 307. 

Paraffin, rectal injection of, in chronic con- 
stipation, iii. 235. 

Parafuchsin, use of, in trypanosomiasis, iv. 
763. 

Paragonimus westermanni, iv. 798. 

Parahypophysis, i. 733. 

Paraldehyde, use of, in delirium tremens, 
ii. 604; in pneumonia of alcoholics, ii. 
250; for relief of insomnia in acute 
bronchitis, iii. 362; for insomnia in neu- 
rasthenia, iv. 566, 573. 

Paralysis, acute ascending, See Landry's 
paralysis; following acute hemorrhagic 
polioencephalitis, treatment of, iv. 408; 
following antirabic treatment, v. 739- 
741 ; due to basilar syphilitic meningitis, 
iv. 473; of bladder, See Bladder; 
due to cerebral palsies of children, iv. 
413; due to cerebral thrombosis, iv. 396; 
due to cerebral thrombosis, prognosis in, 
iv. 396; due to cerebral thrombosis, treat- 
ment for, iv. 399; cerebrobulbar glosso- 
pharyngo-labial, See Cerebrobulbar glos- 
sopharyngo-labial paralysis; following 



cerebrospinal meningitis, ii. 214, v. 549; 
of diaphragm, See Neuritis, phrenic; gen- 
eral epileptic convulsions as a manifesta- 
tion of, iv. 654; facial, See Neuritis of 
seventh nerve; glossopharyngeal, See 
Neuritis of ninth nerve; hydrotherapy 
for relief of, i. 647; hypoglossal, See 
Neuritis of twelfth nerve; infantile, See 
Poliomyelitis; due to Korsakow's psy- 
chosis, ii. 606; labioglossolaryngeal, See 
Bulbar paralysis, chronic progressive; 
Landry's, See Landry's paralysis; obstet- 
ric, See Obstetric paralysis; periodic oc- 
ular, See Ocular paralysis, periodic; 
pneumogastric, See Neuritis of tenth 
nerve; progressive bulbar, See Bulbar pa- 
ralysis, progressive; pseudo-bulbar, See 
Pseudobulbar paralysis; following rabies, 
causes of, v. 740; in rabies in dogs, v. 
713, 714; in rabies in man, v. 715; spinal 
accessory, See Neuritis of eleventh 
cranial nerve; as a symptom of cerebral 
embolism, iv. 400; as a symptom of cere- 
bral thrombosis, iv. 396; symptoms of, in 
acute cerebral meningitis, iv. 369; syph- 
ilitic spinal spastic, cell count of cere- 
brospinal fluid in, v. 404. 

Paralysis, acute vasomotor, iii. 751; 
acute infectious diseases associated with, 
iii. 751 ; treatment of, iii. 752. 

Paralysis agitans, iv. 681; administra- 
tion of parathyroid glands for relief of, 
i. 720; treatment of, iv. 682. 

Paralysis, arsenical, i. 157; hydrotherapy 
for relief of, i. 650. 

Paralysis, motor, as a symptom of trau- 
matic hematoma, iv. 365; value of, in 
regional diagnosis of brain tumor, iv. 
438. 

Paralysis, sensory, value of, in regional 
diagnosis of brain tumor, iv. 438. 

Paralysis, spastic spinal, iv 268; defini- 
tion of, iv. 268; diagnosis of, iv. 269; 
pathogenesis of, iv. 269; pathology of, 
iv. 269; symptoms of, iv. 268; treatment 
of, iv. 270. 

Paralytic hydrophobia, in man, v. 715. 

Paralytic rabies. See Dumb rabies. 

Parameningococcus, v. 557. 

Paramyoclonus multiplex, iv. 675; treat- 
ment of, iv. 676. 

Paranephritic abscess. See Abscess. 

Paranoid ideas, in epilepsy, iv. 646. 



TIIERAl'ErSIS 



a symptom of acute myoli- 
tiB, iv. 223. 
Pararrhythmiab, iii. 564. 
Parasites, causing Cochin-Chin a diarrhea, 
iv. 812; c;i using esopbagostomiasis, iv. 
815; causing filariasis, iv. 803, 804, 805, 
807; causing hcpul ir distomiasia, iv. 795; 
causing hook worm disease, iv. 807; caus- 
ing infantile splenic anemia, iv. 771; 
causing intestinal distomiasis, iv. 796; 
canning inlesl insil Icniosis, iv. 792; caus- 
ing kala-azar, iv. 769; causing schistoso- 
miasis, iv. 799, 801, 802; causing somatic 
teniasis, iv. 791; causing tropical re- 
lapsing fever, iv. 774; causing trypano- 
somiasis, iv. 758; influence' of protozoon 
upon white man in tropics, iv. 684; in- 
testinal, So: Intestinal parasiles; malar- 
ial, iv.728; presenceof malarial in black- 
water fever, iv. 754. 
Parasites of brain. See Brain, parasites of. 
Parasitic diseases op skin, radium 
therapy for relief of, i. 476; X-ray in 
treatment of, i. 476. 
Pahasyfhiljs, v. 403. 

Parathyroid glands, diseases of, iii. 926; 
extirpation of, i. 713; indications for use 
of, i. 719, 720; injurious effects following 
administration of, by mouth, i. 720; 
in gaat.ric tetany, i. 720; in infantde tet- 
any, i. 72ll; nn-lhod of administering, i. 
721; in paralysis agilatis. i. 720; in para- 
thyroid tetany, i. 717, 719; physiology 
of, i. 712; removal of, partial, i. 713; 
spontaneous atrophy or hypertrophy of, 
i. 719; summary of, i. 721; supposed 
relation between disturbance of, and 
rachitis, ii. 803; therapeutic uses of, i. 
719, 720; total loss of, i. 721. 
Parathykoiij insufficiency, as factor in 
certain diseases, i. 719; effects of, i. 721 ; 
in roan, i. "IS; paral liyrni.l i ran.-| limita- 
tion for, i. 718. 
Parathyroid tktant, i. 713; administra- 
tion of parathyroid for, i. 717, 719; 
blood in, i. 715; in children, i. 718; and 
digestive traet, i. 714; experimental, 
control of, i. 717; and liver, i. 715; dur- 
ing menstruation, i. 718; during preg- 
nancy and lactation, i, 718; pnri.il hyroid 
administration for, i, 721; parathyroid 
transplantation for, i. 717; postoperative, 
i. 718. 
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Parathyroid transplantation, for p 
thyroid insufficiency, i. 718; for para- 
thyroid tetany, i. 717. 

PARATHYROIDECTOMY, i. 713. 

Paratyphoid bacilli, association of, with 
bacillus coli, v. 235. 

Paratyphoid fever, v. 211; analysis of 
results in bacterial therapy of, v. 216; 
bacterial therapy of. v. 216; discussion of 
results in bacterial therapy of, v. 218; 
organisms of, v. 211; symptoms of, v. 
213; types of, v. 212. 

Paratyphoid infections, agglutination re- 
action in, v. 124. 
Paratyphosus A and B, characteristics of, 
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Paregoric, use of, to control cough in acute 
bronchitis, iii. 375; in gallstone colic, 
iii. 268; in typhoid fever, ii. 26. 

Paresis, v. 403; cause of, iv. 490; cell count 
of cerebrospinal fluid in, v. 405: general, 
diagnosis between, and brain tumor, 
iv, 436; general, value of Wassermann 
test in, v, 134; globulin content, of cere- 
brospinal fluid in, v. 405; infectiousness 
of blood in, v. 39S; intraspinous use of 
neosalvarsan in, v. 410; salvarsniiiynl 
serum for intraspinal ireatment of, v. 14; 
serum therapy in, v. 411; treatment of, 
iv. 493; Treponema pallidum in, v. 402; 
use of salvarsan in, v. 408; Wassermnnn 
reaction in cerebrospinal fluid in, v. 407. 

Paresis of stomach, following operations, 
iii. 173. 

Parfzstkeria, in diagnosis of tabes, iv. 189. 
e, diagnosis of brain tumor in, 



Park on types of dysentery bacilli, v. 250. 
Parotitis, as a complication of typhoid 

fever, ii. 27; epidemica, See Mumps; 

symptomatic, iii. 111. 
Paroxysmal uemwi-ohinuhia, iv. 6. 
Parrots, association of, with psittacosis, 



Parry's disease. See Exophthalmic" 
Parturition, cerebral hemorrhage 

ated with, iv. 388; danger from, in car- 
diac insufficiency, iii. 681; as a factor in 
causation of cerebral palsies of children. 



"goiter. 



'. 409. 



See Anaphylaxis, 
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Passive immunization. See Serum therapy. 

Passive mechanical exercise, in treatment 
of obesity, ii. 795. 

Passive movements, in treatment of car- 
diac insufficiency, iii. 573. 

Passler, research by, on treatment of acute 
vasomotor paralysis, iii. 751, 752. 

Passler and Rolly, researches conducted 
by, on acute vasomotor paralysis, iii. 
752. 

Passler and Romberg, investigations by, 
showing reason for failure of circulation 
in infectious diseases, iii. 420. 

Pasteur, discovery of pneumococcus by, 
v. 468; experiments of, in rabies, v. 703. 

Pasteur Institute of Paris, results of 
Pasteur treatment at, ii. 331. 

Pasteur treatment of hydrophobia, ii. 324, 
v. 722-723; complications in, ii. 330; 
duration of, ii. 329; indications for, ii. 
324; invention of, ii. 327; local and con- 
stitutional effects of, ii. 329; mortality 
from rabies affected by, ii. 332; prepara- 
tion of antirabic virus used in, ii. 328; 
results of, ii. 331; technique of adminis- 
tration of, ii. 327; use of, by mail, ii. 
331. 

Pasteurization op milk, as a protection 
against tuberculosis, ii. 453; risks as- 
sociated with, ii. 642. 

Pasteur's method of immunization for an- 
thrax, ii. 321. 

Paterson, Marcus, method employed by, 
for gauging effects of exercise on tuber- 
culous patients, ii. 524; scientific prin- 
ciple of exercise in tuberculosis dis- 
covered by, ii. 523; system of graduated 
labor developed by, ii. 524, 525; system 
of rest during active stage of pulmo- 
nary tuberculosis introduced by, ii. 479. 

Pathological tissues, different suscepti- 
bility of, to roentgenization, i. 514. 

Pavlov, work done by, in digestion, i. 94. 

Pearce, investigations by, on cause of 
renal edema, iv. 17; on vaccine therapy 
in obscure diseases, v. 639. 

Pediculus vestimentorum, transmission 
of typhus fever by, ii. 32. 

Peiper, treatment of leprosy by, with 
nastin, v. 393. 

Pellagra, ii. 653; causation of, ii. 653; diet 
in, ii. 657; drugs in, ii. 656; hydrotherapy 
for, ii. 660; institutions for care of, ii. 



660 j prophylaxis of, ii. 654; transfusion 

of blood in, v. 815; treatment of, ii. 

656; vertigo in, iv. 638. 
Pelletierin, use of, as substitute for male 

fern, iv. 794. 
Pelvic cellulitis, electrotherapeutics for 

relief of, i. 406. 
Pelvic congestion, radiant light and heat 

in treatment of, i. 453. 
Pelvic infections, complement-fixation 

test in, v. 140; gonococcal, vaccine treat- 
ment of, v. 612, 613. 
Pelvic inflammation, electrotherapeutics 

for relief of, i. 418. 
Pelvic organs, diseases of, a cause of 

enuresis, iv. 127, 128. 
Pemphigus, as a complication of vaccina- 
tion, ii. 91. 
Pendulum movements'. * &ee Herz system of 

gymnastics. 
Penetration, as a factor in X-ray therapy, 

i. 498; increase of, 'in deep therapy, i. 

510; measurement of, i. 500; as property 

of radiant energy, i. 433. 
Pengewar compass, use of, in hemophilia, 

iii. 884. 

Pennies, lodgment of, in esophagus, iii. 
63. 

Pennsylvania, antituberculosis work in, 
ii. 442. 

Pentose, presence of, in diabetic urine, ii. 

708. 
Pentosuria, conditions governing, ii. 708. 
Penzoldt, on benefits of ice bag in acute 

localized peritonitis, iii. 311. 
Peppermint, use of, for flatulency in gastric 

atony, iii. 172. 
Pepsin, use of, after meals, in hill diarrhea, 

iv.879. 
Peptic asthma. Bee Asthma. 
Peptones, use of, in hemophilia, iii. 882; in 

nutrient enemata for gastric ulcer, iii. 

118; for prevention of anaphylactic re- 
action, v. 100. 
Peptonized milk, use of, unsatisfactory, in 

gastric ulcer, iii. 127. 
Percussion, use of, in diagnosis of brain 

tumor, iv. 444;in massage, i. 292. 
Percutaneous tuberculin reactions, v. 

157. ' 

Perforating ulcer, in tabes, iv. 192. 
Perforation of gastric ulcer, immediate 
operations required by, iii. 143. 
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Perforation of intestines, occurrence of, 
in typhoid fever, ii. 22; operation for, in 
syphilitic gastric ulcer, iii. 167. 

Peri arthritis. See Arthritis, gonococcal. 

Pericardial synechia, association of, 
with angina pectoris, iii. 768. 

Pericarditis, iii. 313; accompanying gono- 
coccal endocarditis, v. 584, 587 1 after- 
treatment of, iii. 521} as a complication 
of pneumonia, ii. 253; complicating gono- 
coccemia, v. 587; drugs in treatment of, 
iii. 518; electrotherapy for relief of, i. 
409; former treatment of, iii. 511; hydro- 
therapy for relief of, i. 625; local treat- 
ment of, iii. 517; prophylaxis of, iii. 
513; rheumatism as cause of, iii. 513; 
stimulants in Ireal ment of, iii. 520; treat- 
ment of, in general, iii. 514. 

Pericarditis, adhesive, iii. 528; operation 
for, iii. 529. 

Pericardium, involvement of, in gonoeoc- 
cemia, v. 587. 

Pericardium, ihseasks of, iii. 511; adhe- 
sive pericardium, iii. 52S; hemoperiear- 
dium, iii. 527; history of, iii. 511; hydro- 
pericardium, iii. 525; pericarditis, iii. 
513; pericarditis with effusion, iii. 521; 
pneumopericardium, iii. 527; pyoperi- 
cardium, iii. 526. 

Perineal section, employment of, for relief 
of complications in paralysis of bladder, 
iv. 123; for relief of impassable urethral 
stricture with retention, iv. 172; for 
relief of irritable stricture of the ure- 
thra, iv. 173; for relief of urethral sec- 
tion complicated by periurethritis, iv. 
173; for relief of urethral stricture com- 
plicated by acute pyelonephritis, iv. 173. 

Periodic alcoholism, ii. 587. 

Periodic ocular paralysis. See Ocular 
paralysis, periodic. 

Periodicity. expbnai ion of term in electro- 
therapeutic*, i. 364, 365. 

Periostitis, as a complication of typhoid 
fever, ii. 27. 

Peripheral nerves, diseases of, iv. 283: 
neuritis of brachial plexus, iv. 290; neu- 
ritis of lumbar plexus, iv. 293; neuritis 
of spinal nerves, iv. 289; phrenic neuritis, 
iv. 289; treatment of neuritis in general, 
iv. 282. 

Peripheral nervous system, anaphylactic 
reaction caused by, v. 88. 



Peripheral h 

pulse, iii. 5 
Peristalsis, 

concerning, i 
Peristaltic u 
Peritoneal a 
Peritoneum, i 

diffuse peritonitis, 

ised peritonitis, hi 



influence of, upon 
recent knowledge 



250. 



of, iii. 309: acute 
. 313; acute loeal- 
:iii!>; rhronic peri- 
tonitis, iii. 323; malignant disease of 
peritoneum, iii. 323; peritoneal adhe- 
sions, iii. 322; tuberculous peritonitis, 
iii. 319. 

Peritonitis, administration of epincphrin 
for relief of, i. 797; administration of ex- 
tract from posterior Inbe of hypujilij^i.-. 
for, i. 751; chronic, iii. 323; as a compli- 
cation of pyelitis, iv. 94; hydrotherapy 
for relief of general diffuse, i. 635; in 
gonococcal infection, v, 589; progressive 
septic, See Peritonitis, acute diffuse; tu- 
berculous, tuberculin treat ment in, v.322. 

Peritonitis, acute diffuse, iii. 313; care 
of bowels in, iii. 317; diet in, iii. 317; 
etiology of, iii. 313; medical treatment 
of, iu. 315; mortality from, iii. 313; pro- 
phylaxis against, iii. 314; surgical indi- 
cations in, iii. 314; temperature in, iii. 
318; toxemic in, iii. !>1S; treatment of, in 
general, iii. 314; vomiting in, iii. 318. 

Peritonitd3, acute general. See Peri- 
tonitis, acute diffuse. 

Peritonitis, acute localized, iii. 309; 
care of bowels in, iii. 312; diet in, iii. 31 1; 
etiology of, iii. 309; general measures of 
treatment in. iii ;}]'J; medical t resit men t. 
of, iii. 310; pmpliylaNis against, iii. 309; 
summary of treatment of, iii. 313; surgi- 
cal treatment of, iii. 310; treatment of, 
in general, iii. 310; vomiting in, iii. 312. 

Peritonitis, tuberculous, iii. 319; auto- 
Berothenijiy for, iii. 320; constipation in. 
iii. 321 ; electricity combined with X-ray 
in treatment of, i, 403; measures of 
treatment for. in general, iii. 320; medi- 
cal treatment for, iii. 320; radiant light 
and heal in treat ment of, i. 452; surgici.l 
indications and contraindications in, iii. 
320; surgical versus medical results in, 
iii. 319; treatment of effusion in. iii. 321; 
tuberculin in treatment of, i 

Periurethral abscess, metastatic I 
following, v. 



metastatic lesion* 

. ,r/.,.i AliM-e-.. 



GENEEAL INDEX 



167 



Perivascularitis in syphilis, v. 402. 

Permanganate irrigation, use of, in acute 
posterior urethritis, iv. 147. 

Permanganate ointment, use of, in oriental 
sore, iv. 772. 

Permanganate solution, cholera germs de- 
stroyed by, iv. 845. 

Pernet, observations by, on pemphigus 
following vaccination, ii. 91. 

Pernicious anemia, diagnosis of, v. 808; 
spleen in, i. 825; treatment of, by trans- 
fusion of blood, v. 809, 810; treatment 
of hemorrhage in, v. 810. 

Pernicious malaria. See Malaria. 

Pernicious vomiting of pregnancy, nor- 
mal serum in treatment of, v. 825. 

Personal idiosyncrasy, theory of, as ex- 
planation of injury from X-ray therapy, 
i. 517. 

Personal precautions, against trypano- 
somiasis, iv. 766. 

Persuasion, as a form of psychotherapy, iv. 
580. 

Perthez, early work on X-ray filter by, i. 
508. 

Pertussis. See Whooping-cough. 

Pes cavus. See Friedreich's foot. 

Petechia, in gonococcal endocarditis, v. 
584, 585, 588. 

Petit mal, iv. 644. 

Petrolatum, external use of, in small-pox, 
ii. 50. 

Petruschky on results with tuberculin 
treatment, v. 317. 

Petto and Bierry, on specificity of nucleo- 
proteins, v. 756. 

Pfahler, early work by, on X-ray filter, i. 
504; favorable results obtained by, in 
X-ray treatment of secondary medias- 
tinal carcinoma, iii. 502; method em- 
ployed by, for X-ray treatment of 
mediastinal tumors, iii. 502. 

Pfeiffer, discovery of influenza bacillus 
bjr, ii. 184; glandular fever first de- 
scribed by, ii. 570; investigations of, on 
immunity in typhoid fever, v. 178; on 
nature of cholera toxin, v. 280, 281; on 
"temperature drop" in anaphylaxis, v. 
86. 

Pfeiffer and Dieudonne on bactericidal 
properties of plague immune serum, v. 
266. 

Pfeiffer and Kolle, investigations of, on 



immunization in typhoid fever, v. 
179. 

Pfeiffer' s theory, of nature and action 
of cholera toxins, iv. 847. 

Pflueger-Arndt law, i. 308. 

Phagedena, tropical sloughing. See 
Tropical sloughing phagedena. 

Phagocytosis, relation of, to opsonic con- 
tent of serum, v. 19. 

Phallin, ii. 645. 

Phanerogenetic anemias. See Anemias. 

Pharmacology, standard solutions and 
comparative methods in, i. 9. 

Pharmacotherapy, use of, in epilepsy, iv. 
663. 

Pharyngeal crises, in tabes, iv. 191. 

Pharyngeal tonsil, hypertrophy of, iii. 
35. 

Pharyngitis, acute, iii. 20; chronic, iii. 22; 
electrotherapeutics for relief of, i. 409; 
membranous, iii. 26; phlegmonous, iii. 
28. 

Pharynx, disorders of, a complication of 
measles, ii. 156; importance of attention 
to, in prophylaxis of acute cerebral 
meningitis, iv. 371; irrigation of, in diph- 
theria, ii. 263; otitis media caused by 
irrigation of, ii. 269. 

Pharynx, diseases of, iii. 20; acute naso- 
pharyngitis, iii. 20; acute retropharyn- 
geal abscess, iii. 23; acute uvulitis, iii. 24 ; 
adenoid vegetations, iii. 24; atrophic 
nasopharyngitis, iii. 23; chronic naso- 
pharyngitis, iii. 21 ; chronic pharyngitis, 
iii. 22; hypertrophy of pharyngeal ton- 
sil, iii. 24; membranous pharyngitis, iii. 
26; phlegmonous pharyngitis, iii. 29; 
Vincent's angina, iii. 28. 

Phenacetin, use of, in acute nasopharyngi- 
tis, iii. 20; in aural vertigo, iv. 316; in 
cerebrospinal meningitis, v. 548; to de- 
plete circulation in cerebral hyperemia, 
iv. 386; in erysipelas, ii. 276; in gastro- 
intestinal type of influenza, ii. 190; in 
influenza, ii. 187; following intraspinous 
injection of serum in cerebrospinal 
syphilis, v. 418; in measles, ii. 152; in 
migraine, iv. 602; to reduce temperature 
in acute cerebral meningitis, iv. 372; to 
reduce temperature in bronchopneu- 
monia, iii. 418; to reduce temperature 
in dengue, iv. 875; for relief of cervicooc- 
cipital neuralgia, iv. 356; for relief of 
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diabetic neuralgia and neuritis, ii, 751 ; 
for relief of headache due to cerebral 
thrombosis, iv. iiii!l; fur relief of headache 
in chronic interstitial nephritis, iv. 71; 
for relief of headaehe in neurasthenia, 
iv. 574; for relief of headache in pachy- 
inciiiTiirii is interna hemorrhagica, iv. 
364; for rehef of headache due to sun- 
stroke, iv. 696; for relief of pain in acute 
myelitis, iv. 226; for relief of pain in 
neuralgia, iv. 339; for relief of pain in 
neuritis, iv. 285; for relief of pain in 
pyelitis, iv. 88; for relief of pain in 
Rocky Mountain fever, ii. 561; for re- 
lief of pain in septicopyemia, ii, 283; for 
relief of pain in small-pox, ii. 47; in scar- 
let fever, ii. 126; in varicella, ii. 112; in 
Weil's disease, ii. 508. 

Phenacetin and salol, use of, to reduce fever 
in anterior poli myelitis, iv. 237. 

Phenol, local use of, to relieve itching in 
diabetes mcllilus, ii. 749; local use of, in 
Rocky Mountain fever, ii. 68Ij objec- 
tions to, as disinfectant for tuberculous 
sputum, ii, 449; subcutaneous use of, in 
tetanus, ii, 339; use of, as disinfectant 
for site of puncture in thoracentesis, iii. 
474. 

Phenolphthalein, use of, in chronic consti- 
pation, iii. 234; in nephritis, iv. 33; in 

Philip, on results covering tubcrculi bacilli 
in sputum following tuberculin treat- 
ment, v. 320; work by, on prevention of 
tuberculosis, ii. 437. 

Philippines, the, history of vaccination in, 
ii. 104; results of prophylaxis against 
heri-beri in, iv. 867. 

Philoff, investigation by, on persistence of 
cholera vibrios, iv. 846. 

Phimosis, as a cause of enuresis, iv. 130. 

1'uiiTs, James, first, inoculation for small- 
pox performed upon, ii. 58. 

Phlebitis, bs a complication of typhoid 
fever, ii. 28; treatment of, by radiant 
light and heat, i. 458. 

pain in bladder, iv. 122. 

Pm.EHoacLEROsis, association of, with ar- 
teriosclerosis, iii. 762. 

Phlegmonous pharyngitis. See Pharyn- 



PiiLtmiDziN, glyc< 



i produced by injec- 



tion of, ii, 703; injection of, as test fcr 
functional power of kidney, i 
I'noniAS, as u eliarartcrisl ir phri 

psychos thenia, iv. 520, 

Phosphates, use of, in tuberculosis of me- 
diastinal lymph glands, iii. 507. 

Phosphaturia, iv. 8; treatment of, iv. 9. 

"Phoschokisme," ii, 624. 

Phosphorus, use of, in after-treatment for 
morphinism, ii. 618; in beri-heri, iv. 870; 
in chronic atropine laryngitis, iii. 343; 
in chronic myelitis, iv, 230; in laryngeal 
tuberculosis, iii. 346; for neuralgia due 
to anemia, iv. 336; in neurasthenia, iv. 
566; in rachitis, ii. 806. 

Phosphorus poisoning, ii. 622; acute form 
of, ii. 623; chronic form of. ii. 624; his- 
tory of, ii. 622; operative measures 
in treatment of chronic form of, ii. 626; 
prophylaxis against, ii. 625; symptoms 
of chronic, ii, 624; treatment of, acute, 
ii. 623; treatment of chronic, ii. 626. 

Photophobia in rabies, v. 714. 

i'miToTKEHAPT, for destroying germ life, 
449. 

Phrenic NEttRr 

Phrenocardia, 

Phkenolysin, i 

Physaloptera 



See Neuritis, pi 




Physical exercise, forms of, classified, iii. 
700; in open air. use of, in hilinusiii'ss. 
iii. 200; in treatment nf i stipation, 



Physical therapy, value of, in epilepsy, 



Physical training, of adolescent as 
phylsctie measure against the 
iv. 525. 

Physician, attitude essential for, in em- 
ployment of psychotherapy, iv. 582; 
duty of, in cardiac neurasthenia, iii. 775; 
duty of, in diabetes melb'tuH, ii. 713; 
duty of, in prescribing drugs producing 
toxic effects, iv. 5; duty of, as regards 
infection in measies, ii. 139, 145; duty of, 
as regards infection in scarlet fever, ii. 
120; duty of, as regards infection in 
small-pox, ii. 44; requirements in, for 
treatment of neurasthenia, iv. 535. 

Physiochemical therapy, principles ra, 
i. 1 : absorption and secretion of dissolved 
substances, i. 45; collui,]. as constituents 
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of living tissues, i- 1 ; crystalloids as con- 
st il ui-iils i if living tissues, i. 7; diffusion, 
u 10; distribution, i. 18; effect, of colloids 
upon crystii Hi lids, i. 31; clfcct of external 
conditions upon tin' colloid;.! stiite, i. 2X; 
equilibrium in living tissues, i. 12; gen- 
eral constitution of living matter, i. 3; 
inequalities in distribution due to ine- 
qualities in adsorption, i. 22; inequalities 
in distribution due to inequalities in solu- 
bility, i- IS; inequalities in distribution 
due to interference frura "membranes," 
i. 24; inequalities in .(is! i-ihut.ion due to 
specific cell differences, i. 24; osmosis 
and question of cellular membranes, i. 
53; pharmacological importance of the- 
ory of electrolytic dissociation, i. 26; 
r61e of water in therapeutic procedures, 
i. 35; standard solutions and comparative 
methods in pharmacology, i. 9; survey 
and application of principles, i. 35; water 
-as a constituent of living tissues, i. 9. 

Physiological effects op light therapy, 
i. 444; antiseptic, i. 446; local, i. 445; 
upon infection in tissues, i. 446; upon 
metabolism, i. 445. 

Physiological infioence 
i. 263. 



Physio log ical 

temperature, 1. 260. 

Physiological and medical 

i. 259; dust and atmospheric impunti 
as a factor in, i. 275; physiological i 
fluence of ul mospheric humidity in, 
263; physiological influence of dimin- 
ished barometric pressure 
physiological reaction to external tem- 
perature in, i. 260; psychology of, i. 277 
ventilation and, i. 265. 

Physiology of obesity, ii. 769. 

Phybostigma venenobijm, poisoning by, iv. 
711; remedial measures, iv. 712. 

Physostlgmln, use of, in chronic constipa- 
tion, hi. 234. 

Physostlgmln salicylate, use of, in asthenic 
bulbar paralysis, iv. 256. 

Pbytolacce decandra. See Pokeroot. 
ia mater, indications of a tumor in, iv. 
445. 

Pick, experiments of, with antilens serum, 
v. 759, 760; on alteration of antigenic 
qualities of albumins.'v. 5; on formation 
of antigens, v. 4. 



PlCKKRT AND L8WENBTE1N, views of, Oil 

tuberculin action, v. 328. 

Picric acid, use of, as a substitute for 
quinin, iv. 742. 

"Pied Bot," in tabes, iv. 191; in Fried- 
reich's disease, iv. 216. 

Pigment in skin, as a protection against 
direct sunlight, iv. 685. 

Pigmented mole, i. 479, 

Pllocarpin, use of, in acute bronchitis, iii. 
361; in chronic atrophic laryngitis, iii. 
343; as a diaphoretic in pleurisy, iii. 470; 
in edematous laryngitis due to a foreign 
hody, iii. 341; as expectorant in chronic 
bronchitis, iii. 372, by hypodermic injec- 
tion in acute catarrhal jaundice, iii. 262; 
by hypodermic injection in disease of 
eighth nerve, iv. 315, 316; by hypoder- 
mic injection in solution for snake bile, 
iv. fi9S; in nephritis complicating scarlet, 
fever, ii. 133; in nervous deafness and 
aural vertigo, iv. 315, 316, 317; in or- 
chitis and epididymitis in mumps, ii. 
172; in plastic bronchitis, iii. 391; in 
pneumonia, ii. 237; rarely indicated in 
nephritis, iv. 39; for relief of anuria in 
nephrolithiasis, iv. 107; in tetanus, ii. 
340; in uremia, iv. 52; in wood alcohol 
poisoning, ii. 607. 

Pllocarpin injections, association of, with 
pulmonary edema, iii. 408. 

Pilocarpin nitrate, use of, hypodermieally, 
in bronchial asthma, iii. 388. 

Pineal body, effects of extirpation of, i. 
756; nature of, i. 756; tumors of, i. 
757. 

Pineal gland, orgiLnolherapy of, i. 757. 

Pineal gland extract, feedings of, i. 757. 

Pine-needle extract, use of, as a cutaneous 
stimulant, in tabes, iv. 200. 

FiNWORMS. See Oxyuris vermicularis. 

Paw smokim;, effects of, iii. 783. 

Plperazin, non-efficacy of, in nephrolithi- 
asis, iv. 110. 

Pipes, use of, for smoking, in cardiac in- 
sufficiency, iii. 689. 

v. PinaiJET, cutaneous tuberculin test of, v. 
155; on existence of condition of sensi- 
tization in typhoid, v. 210. 

v. PlRQL'ET and Sen ii 'K,' experiments of, on 
anaphylaxis, v. 37; on anaphylactic sen- 
flilimtion of man, v: 41; symptomatic 
treatment of serum disease of, v. 103. 
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Pitchblende, as a source of radium, i. 461 ; 

workers in, affected by, i. 472. 
Pituttam, i. 733. 

Pituitary body. See Hypophysis. 
Pituitary extract, effect of ail ministration of, 

i. 735; as diuretic in nephritis, iv. 50; 

for relief of dyslroplihi ndipusugrciilidH, 

iii. 934; use of, in diabetes insipidus, 

ii. 767. 
Pituitary gland, origin of term, i. 733. 
Pituitary substance, effect produced by, on 

pulmonary circulation, iii. 405. 
Pltuitrin, i. 750; eon tra-indi cations for, i. 

752; drug action of, i. 671; therapeutic 

uses of, i. 750, 751; use of, as diuretic 

in nephritis, iv. 49; use of, in hematuria, 

iv. 4. 
Placental tissues, organotherapy of, i. 



Places, 

beri-bcri, iv. 865. 

Plaqde, iv. 882; agglutination reaction in, 
v. 125; drug treatment of, iv. 843; ex- 
termination of rats as protection against, 
iv. 837; factors influencing seasonal 
prevalence of, iv. 835; inoculation for, 
iv. 839; measures yielding temporary 
protection against, iv. 839; micro- 
organism causing, iv. 832; mortality 
from, under carbolic acid treatment, iv. 
843; mortality from, with and without 
inoculation, iv. S3!); prophylaxis against, 
iv. 832; prophylaxis ajiainst pneumonic, 
iv. 842; protective measures now in 
vogue that should be abolished, iv. 841; 
recrudescence of, iv. 836; relation of 
animals other than rats to spread of, 
iv. 834; relation of epizootic form of, in 
rats to spread of epidemic form in human 
beings, iv. 834; relation of man to spread 
of, iv. 835; relation of rats to spread 
of, iv. 833; relation of unsanitary con- 
ditions to spread of, iv. 835; serum treat- 
ment for, iv. 842, v. 266; species of fleas 
concerned in, iv. 834; species of rodents 
concerned in, iv. 834; vaccination in, 
as prophylactic measure, v. 266; vaccine 
therapy for, iv. 839, v. 206. 

Plague antitoxic sera, v. 278. 

Plague immune serum, v. 266; antibacterial 
action of, v. 268; bactericidal properties 
of, v. 266; bactericidal reaction of, v. 
266; method of testing immunizing valu? 



of, v. 277; multivalent, v. 278; opsonic 
action of, v. 271 ; phagocytosis of leuko- 
cytes in action of, v. 270; result of treat- 
ment with, in animals, v. 271 ; result of 
treatment with, in man, v. 272; selection 
of, v. 277; s[>ecific immunizing properties 
of, v. 266; varieties of, v. 278. 

Plan of treatment, importance of, in tabes, 
iv. 211. 

Plasmatic 



Plasmodium falciparum, iv. 729. 
Plasmodium malari.e, iv. 729. 
Plasmodium vtvax, iv. 728. 
Plasmotherapy, in chlorosis, iii. 

pernicious anemia, iii. 839. 
Plaster, adhesive, application of zinc oxid 

by means of, in herpes iOHter, iv. 359; 

method of applying, in visceroptosis, iii. 

247; use of, to support prolapsed liver, 

iii. 289. 
Plaster, menthol, use of, to relieve neural- 
gias in chlorosis, iii. 822. 
Plaster, mercurial. .See Mercurial plaster. 
Plaster, mustard. See Mustard Plaster. 
Plaster Jacket. See Jacket, plaster. 
Plasters, simple, use of, to relieve back; 

in acute nephritis, iv. 62. 
Platt, early inoculation with cowpox 

prevention against small-pox, ii. 57. 
Pleocytosis, in cerebrospinal fluid, syphilis 

of central nervous system, v. 404, 405. 
Plesch'b method, of determining extent 

of chronic myocardial insufficiency, 



Plethysmography method of dete 

extent of chronic myocardial insufficien- 
cy, iii. 696. 

Pleura, echiuococcus cysts of, i 
volvement of, in gonorrhea, v 
sense in, iii. 462; tumors of, iii. 493. 

Pleura, diseases of, iii. 455; absorption of 
exudate in, iii. 457; absorption of fibrin 
in, iii. 458; absorption of fluid in, iii. 458; 
absorption of gases in, iii. 45t 
death from pleural exudate ii 
chronic serous effusion, iii. 483; chyl 
thorax, iii. 489; clinical pathology o 
457; empyema, iu. 484; fibrinous j 
risy, iii. 466; hemothorax, iii. 490; r, 
of, iii. 455; influence of exudate i 
circulation in. iii. 460; intra 
pressure of exudate in, iii. 
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chanical effect of exudate in, iii. 460;, 
pain sense of pleura in, iii. 462; permea- ; 
bility of mediastinum affected by cxu- , 
date in, iii. 459; pneumothorax, iii. 491; 
serofibrinous pleurisy, iii. 467; thora- 
centesis for, See Thoracentesis; tumors 
of pleura, iii. 493. 

Pleural effusion, accompanying tuber- 
culosis, ii. 503. 

Pleurisy, blood pressure lowered in, iii. 
556; clinical course of, iii. 463; dry, See 
Pleurisy, fibrinous; with effusion, as a 
complication of pneumonia, ii. 253; end 
result after absorption in, iii. 464; fibrin- 
ous, iii. 466; gonococcal, v. 587; hemor- 
rhagic, iii. 490; hydrotherapy for relief 
of, i. 626; indications for treatment in, iii. 
465; mechanotherapy for relief of, i. 350; 
onset of, iii. 463; pain in, iii. 462; pro- 
phylaxis against, ii. 464; treatment of, 
iii. 464. 

Pleurisy, fibrinous, iii. 466; acute form 
of, iii. 466; autoserotherapy for, iii. 483; 
empyema following, See Empyema; in- 
dications for operation for large effusions 
with slow absorption in, iii. 471; indica- 
tions for operation in moderate effu- 
sions with slow absorption in, iii. 472; 
indications for operation to save life in, 
iii. 471 ; measures to check secretion and 
aid absorption of effusion in, iii. 468; 
nature of, iii. 466; operative measures 
for, See Thoracentesis; pain in acute form 
of, iii. 466; serofibrinous form of, iii. 467; 
sudden death during or following opera- 
tion for, iii. 480; symptomatic treatment 
of, iii. 467; treatment of infection in, iii. 
467; transudates and exudates in, iii. 
.468. 

Pleuritic adhesions, chronic myocardial 
insufficiency due to, iii. 732. 

Plimmer's salt. See Antimony sodiotar- 
trate. 

Plumbism, chronic, blood pressure raised 
by, iii. 555; hydrotherapy for relief of, 
i. 650. 

PluQge bath, cold, i. 619. 

Pneumococcic infections, specific chemo- 
serological treatment in, v. 13. 

Pneumococcus, alteration of biologic and 
cultural characteristics of, by variation 
of media and environment, v. 204; de- 
termination of type of, v. 483, 484; dis- 



covery of, v. 468; history of, ii. 220; 
immuno-chemistry of, v. 13; occurrence 
of, v. 468, 469; types of, v. 481-483; 
ulcus cornese serpens due to, v. 502, 503. 

Pneumococcus infections, chemotherapy 
in, v. 496-500; general considerations of, 
v. 468-473; references on, v. 503-505; se- 
rum therapy in, v. 473-487; ulcus cornese 
serpens, v. 502, 503; use of leukocyte ex- 
tract in, v. 494-496; vaccine therapy in, 
v. 487-494. 

Pneumococcus meningitis, ii. 210; specific 
chemoserological therapy of, v. 14; use 
of soap, serum, and boric acid mixture 
in, v. 501- 

Pneumococcus serum, use of, in meningitis, 
complicating pneumonia, ii. 251. 

Pneumococcus vaccine, results of use of, in 
pneumonia, v. 489-491. 

Pneumogastric paralysis. See Neuritis of 
tenth nerve. 

Pneumonia, afebrile, ii. 250. 

Pneumonia, aspiration, danger of, in acute 
apoplectic bulbar paralysis, iv. 503; dan- 
ger of, in meat poisoning, ii. 639. 

Pneumonia, chronic, iii. 421. 

Pneumonia, gonococcal, v. 587. 

Pneumonia, hypostatic, in progressive pa- 
ralysis of the insane, iv. 495; precautions 
against, in cerebral hemorrhage, iv. 392. 

Pneumonia, lobar, ii. 217, v. 469; abdom- 
inal distention in, ii. 228; abscess of 
lung complicating, ii. 253; adrenalin in 
treatment of, ii. 244; afebrile form of, ii. 
250; in alcoholics, ii. 250; antibodies 
in, production of, v. 472; bacteriology 
of, ii. 217; bilious type of, ii. 250; 
blood pressure in cardiac toxemias 
in, ii. 246; bradycardia complicating, 
ii. 252; bronchorrhea complicating, ii. 
253; care of body in, ii. 226; in childhood, 
ii. 220; chill as an initial symptom, ii. 227; 
classification of, ii. 217; cleanliness im- 
portant in prophylaxis of, ii. 223; climate 
as an influence upon, i. 282; as a compli- 
cation of influenza, ii. 191 ; as a complica- 
tion of whooping-cough, ii. 175; complica- 
tions and sequelae of, ii. 249; convales- 
cence from, ii. 253; course of, v. 472; 
crisis in, ii. 249; definition of, ii. 217; 
delayed resolution in, ii. 249; delirium as 
a symptom of, ii. 229; determination cf 
organism causing, v. 478, 484: diabetic 
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type of, ii. 250; diagnosis between, and 
typhoid fever, ii. 39; diet in, ii. 229; 
dilatation of stomach complicating, ii. 
251; education of public a factor in 
prophylaxis of, ii. 223; (fleets of Berum 
therapy in, v. 4S4; empyema complicat- 
ing, ii. 253; endocarditis complicating, 
ii. 252; epidemic of, due to B. pneumonia: 
in infected bacon, ii. 640; etiology of, v. 
470; examination <>f patient in, ii. 220; 
gastrointestinal tract in, ii. 228; hydro 
therapy for relief of, i. 642; isolation of 
eases in, ii. 220; leukocytic extract in 
treatment of, v. 4i 4-496; metlicinal 
treatment of, ii. 234; meningitis compli- 
cating, ii. 251; mortality from, ii. 218; 
nephritis complicating, ii. 253; nutritive 
changes in, ii. 229; in old age, ii. 220; 
occurrence of, v. 469, 470; open-air 
treatment of, ii. 224; operative treatment 
indicated in, ii. 253; oral cleanliness 
important in prophylaxis of, ii. 222; 
organisms causing, v. 482; oxygen in 
treatment of, ii. 237; pain in, ii. 227; 
pathology of, t. 471; pericarditis com- 
plicating, ii. 253; pleurisy with effusion 
complicating, ii. 253; position of patient 
in, ii. 225; prophylaxis in, ii. 220; in 
public institutions, ii. 221 ; pulmonary ed- 
ema complicating, ii. 251 ; recurrence of, 
ii. 220; requisites <>f treat nient for, ii. 219; 
statistics of, ii. 218; tachycardia compli- 
cating, ii. 252; treatment of cardiac tox- 
emia in, ii. 238; treatment of eompliea- 
tionsandsei|iick of, ii.249; treatment of, 
in general, ii. '-'2:4, treatment of, methods 
of, v.471, 472; treatment of, by specific 
antisera, v. 486; treatment of sputum 
in, ii. 221; vaccine therapy in, v. 487- 
494; venesection in treatment of, ii. 248; 
veratrum in treatment of, ii. 240. 

Pneumonia, septic, complicating cerebro- 
spinal meningitis, v. 553. 

Pneumonia, unabsolved, X-ray therapy 
for relief of, i. 553. 

"Pneumonia bags," ii. 233. 

Pneumonic plaque, prophylaxis against, 
iv. 842; serum treatment in, v. 276. 

Pneumonoconiosis, iii. 423; definition of, 
iii. 423; etiology of, iii. 424; general 
hygiene in treatment of, iii. 428; gov- 
ernment supervision of dusty trades a 
prophylactic measure against, iii. 429; 



medical supervision of dusty trader 
prophylactic measure against, 
prophylaxis in, iii. 428; protectii 
from dust a means of preventing, 
428. 

Pneumopericardium, iii. 527. 

Pneumotherapeutlc applications, use of, i 
emphysema associated with cardiac in- 
sufficiency, iii. 711. 

Pneumothorax, iii. 491 ; accidental form of, 
iii. 491; acutissimus, iii. 491; artificial 
for therapeutic purposes, iii, 493; empye- 
ma, associated with, iii. 
fusion associated with, i 
cance of, in thoracentesis, iii. 479; spon- 
taneous form of, iii. 492; suffocative 
form of, See Acutissimus; traumatic 
form of, iii. 492; tuberculous form of, ii 
492. 

Pneumothorax, artificial, production of, 
in tuberculosis, ii. 531; apparatus e 
ployed in, for injection of gas, ii, 523; 
methods of production of, ii. 531 ; 
method of inji-rting gas or air in, i 
selection of cases for, ii. 532. 

Pneumotomy, as a therapeutic n 

chronic abscess and gangrene of lung, 
iii. 445. 

Pock diseases of animals, ii. 54; ape-pox, 
ii. 56; cow-pox, ii. 56; groups of, ii. 54; 
horse-pox, ii. 55; sheep-pox, ii. 55. 

Podagra, hydrotherapy (or relief of, i. 

Podophyllln, use of, in chronic constipation, 
iii. 234. 



Poisoning by food. See Food. 
Poisonous fruits and seeds, ii. 647. 
Poisonous reptiles, fish, plants, anh 



ainhum, iv. 706; atriplicism, iv. 709; 
due to batrachia, iv. 699; due to bit- 
ing and stinging arthropods, i 
due to ehiggers, iv. 708; craw-ernw, 
iv. 707; due to lacertillia, iv. 699; due 
to larva?, iv. 702; lathyrism, 
myiasis, iv. 702; myiasis i 
orifices of body, iv. 701; native p 
used for murder, suicide, and a 
iv. 7,13; ophidism, iv. 697; due to p 
and animaj poisons, iv. 7^0; 
plants, iv. 702; due to poisonous fuh, ii 



■ism, iv. 709j 
is of natura) 
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699; due to poisonous 
shims prni.-lii, iv. 708. 
Poisonous boots, poisoning caused by 
eating, ii. 646. 

i, action of, i. 138; animal, i 150; 
autogenous, as a cause of toxic anemiaB, 
iii. 807; bacterial, i. 150; classification of, 
i. 149; definition of term, i. 138; diagno- 
sis of, i. US; disposition of, by animal 
body, i. 142; endogenous, in causation of 
multiple neuritis, iv. 321 ; exogenous, in 
causal ion of multiple neuritis, iv. 231; 
extraneous, as :\ i--iii.se of toxic anemia, 
iii. 807; mineral, i. 149, 150; symptom- 
atology of, i. 143; synthetic, i. 150; 
treatment for, i, 146; variations in ef- 
fects of, ii. 660; vegetable, i. 150, 



a INFLUENCING THE EF- 
FECTS of, i. 141; avenue of administra- 
tion, i. 142; condition of recipient, i. 
142; physical stale of poison, i. 141; awe 
of dose, i. 141. 



arte ide, . 

iv. 713; preventive measures 

remedial measures in, iv. 713. 
Pokeboot, poisoning by, ii. 64f 
Polioencephalitis, 

Iiv. 406; diagnosis, of, iv. 407; inferior 
form of, iv. 407; pathology of, iv. 407; 
prognosis of, iv. 407; superior form of, 
iv. 406; treatment of, iv. 408. 
liomyelitis, iv. 233; causes of, iv. 233; 
classification of, iv. 235; course of, iv. 
235; definition of, iv. 233; electrothera- 
peutics for relief of, i. 430; hydrotherapy 
for relief of, i, 643; incubation period of, 
iv. 237; morbid process in, iv. 233; 
muscular atrophy in, iv. 235; prognosis 
in, iv. 236; prophylaxis, iv. 237; relation 
between, and acute inferior polioenceph- 
alitis, iv. 407; symptoms of, iv. 235; 
transmission of, iv. 234; treatment of 
attack of, iv. 237; treatment of early 
consequences in, iv. 238; treatment of, 
in general, iv. 230; treatment of remote 
effects of, iv. 241. 
Pollantin, Dunbar's antitoxic immune se- 
rum for hay fever, v. 684; determina- 
tion of antitoxic value of, v. 685; 
method of use of, iii. 391, v. 686; prepara- 
tion of, v. 684: results of treatment with. 



v. 687; varieties of manufacture of, v. 
686. 

Pollen, etiological factor of hay fever, v. 
670; relation between quantity of, in 
atmosphere and intensity of symptoms, 
v. 671. 

Pollen antitoxin, effects of subcutaneous 
injections of, v. 679. 

Pollen disease, v. 665. 

Pollen extract for active immunization in 
hay fever, v. 691 ; alcoholic preparation 
of, v. 692; method nf administration of, 
v. 692; precautions as to, v. 697; results 
of, v. 696; saline preparations of, v. 691; 
value of, v. 667. 

Pollen protein, demonstration of, in 
blood of hay fever, by sensitization of 
animalB with the serum, v. 681. 

"Pollen toxin," v. 677; anaphylactic ac- 
tion of subcutaneous injections of, in hay 
fever, v. 679; effect of, on hay fever sub- 
jects, v. 677; is it a true toxin? v. 678; 
nature and composition of, v. 677; sensi- 
tization caused by parenteral digestion 
of proteins in, in hay fever, v. 679; speci- 
ficity of, v. 677. 

Pollock and Habbison, report of, on 
gonococcal vaccines in English army, 
v. 612. 

Polonium, discovery of, i. 460. 

Polycythemia, X-ray therapy for relief of, 
i. 555. 

Polycythemia chronica, blood pressure 
raised by, iii. 555. 

Polycythemia rubra megalosplenica. 
See Polycythemia with splenomegaly. 

Polycythemia with splenomegaly, iii. 
894 ; blood examination in, iii. 895 ; 
historical notes on, iii. S9-1; pathogenesis 
of, iii. 895; symptomatology of, iii. 894; 
synonyms for, iii. 894; treatment of, iii. 
895. 

Polycythemia, true idiopathic. See 
Polycythemia with splenomegaly. 

POLYMORPHONUCLEAR LEUKOCYTOSIS in gon- 
ococcal infection, v. 589. 

Polymyositis, iv. 329; acute, ii. 662; 



Polypi, nasal, as a cause of headrifhe, i 

613. 
Polypi, rectal, as a cause of e 

130. 
Polyuria, as a cam 
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Polyuria, experimental, as teat for func- 
tional power of kidney, iv. 24. 

Polyvalent serum, RSmer's, v. 477, 478; In 
treatment of ulcus cornea; serpens, v. 
502. 

Polyvalent vaccines, gonococcal, v. 608; in 
epididymitis, v. 616; in gonococcal ar- 
thritis, v. 614. 

Pomegranate root, use of, as substitute for 
male fern, iv. 794. 

Pons and medulla, diseases op, iv. 490; 
acute apoplectic bulbar paralysis, iv. 
500; compression bulbar paralysis, iv. 
501; myasthenia gravis, iv. 504; oph- 
thalmoplegia, iv. 507; progressive bulbar 
paralysis, iv. 490; pseudobulbar paral- 



ysis, 



■, 502. 






Poor and Steinhaht on rabies, v. 700. 
Pork, meat poisoning due lo, ii. 634; tri- 

ehiniasis acquired from raw, iii. 253. 
Port Said, extermination of dengue and 

malaria in, iv. 875. 
Postal cirrhosis. See Cirrhosis of liver. 
Porti s, experiments of, with serum in 

Graves' disease, v. 703, 704. 
Portugal, introduction of vaccinal ion info, 

ii. 60. 
Pose*, mortality from small-pox in, before 

and after vaccination, ii. 95. 
Position op body. See Posture. 
Position, Wolfenden. See Wolfenden 

position. 

PoST-IHI'llTHERlTlU PARALYSIS, ii. 270. 

Posterior basic cerebrospinal meningi- 
tis, v. 535; treatment of, v. 542-545, 



561. 



r. 174. 

, treatment 



. 167. 



Post-he mo rrhagic anemias, iii. S07. 

Post-hypnotic suggestion, i. 578. 

Post-ineectious headaches. See Head- 
aches, post-infectious. 

Post-operative treatment, massage and 
gymnastics in, i. 328. 

Post-operative uses of radiant light and 
heat, i. 457. 

Post-typhoid psychoses, as a complica- 
tion of typhoid Fever, ii. 29. 

Postural treatment, of cerebral anemia, iv. 
382; of chronic bronchitis with pro- 
fuse secretion, iii . 376 ; of movable 
kidney, iv. 3; in movable spleen, iii. 






004; in neuritis, iv. 284; for relief of ii 
somnia in cerebral anemia, iv. 383; of 
syncope due to ccrohral thrombosis, iv. 
398; in tabes, iv. 203. 

Posture, in acute appendicitis, iii. 214, 217; 
in acute diffuse peritonitis, iii. 315; in 
acute dilatation of stomach, iii. 174; in 
acute gonorrheal epididymitis, iv. 150; 
benefit from, in chronic bronchitis with 
profuse expectoration, iii. 370; in cardiac 
insufficiency, iii. 571; in causation of 
neuritis of brachial plexus or nerves 
of arm, iv. 291; in cerebral hemorrhage, 
iv. 391; change of, as prophylactic 
measure against broncho pneumonia, iii. 
413; choice of, in severe caws of chronic 
myocardial insufficiency, iii. 718; faint- 
ness during thoracentesis relieved by 
recumbent, iii. 478; importance of, in 
bronchiectasis, iii. 393; importance of 
changing, in hypostatic congestion of 
lungs, iii. 407; importance of, in divertic- 
ula of esophagus, iii, 02; importance of, 
in gastric hemorrhage, iii. 109, 117; im- 
portance of, in multiple neuritis, iv. 327; 
influence of, in angina pectoris, iii. 769; 
influence of, on expectoration in 
of lung, iii. 440; influence of, ii 
block, iii. 772; for injection into n 
trunk, iv. 303; necessity for change of, 
in acute bronchitis, iii. 353; necessity 
for change of, in bronchopneumonia, ii 
417; necessity for change of, in cerebral 
hemorrhage, iv. 392; in phrenic nephri- 
tis, iv. 28iJ; in pulmonary edema, iii. 
409; in relief of dyspnea due to chronic 
myocardial insufficiency, iii. 736; in 
sciatica, iv. 299; in severe cases of 
chronic myocardial insufficiency, iii. 721 ; 
in tonsil lee tinny, iii. 37. 

Potassium acetate, use of, in acute urethral 
gonorrhea, iv. 139; in colon bacilluria, iv. 
128; in nephritis, iv. 48; for relief c 
anuria due Iji nephrolithiasis, iv. 1 

Potassium bicarbonate, use of, for 
of anuria due to nephrolithiasis, 
107. 



Potassium bromid, list' of, in 
ism, ii. 585; to prevent 
spasmodic laryngitis, iii. 342; in 




GENERAL INDEX 



175 



modic croup of children, iii. 340; in 
tetanus, ii. 348. 

Potassium bromid and potassium iodid, 
use of, for relief of spasmodic twitching 
due to brain tumor, iv. 448. 

Potassium chlorate, poisoning by, i. 196. 

Potassium chlorate, use of, in acute glossi- 
tis, iii. 17; use of, in acute ulcerous gin- 
givitis, iii. 10; with alum, as gargle in 
chronic pharyngitis, iii. 22; in care of 
teeth and gums during mercurial treat- 
ment of brain syphilis, iv. 482; as gargle 
in foot and mouth disease, ii. 579; as 
gargle in syphilitic angina, ii. 412; in 
mercurial stomatitis, iii. 11; in scurvy, 
iii. 892. 

Potassium citrate, in acute urethral gon- 
orrhea, iv. 139; for anuria, due to nephro- 
lithiasis, iv. 107; in colon bacilluria, iv. 
128. 

Potassium iodid, use of, in actinomycosis, 
ii. 350; in acute bronchitis, during late 
stages, iii. 365; in acute inferior hemor- 
rhagic polioencephalitis, iv. 408; in acute 
myelitis, iv. 226; in acute tonsillitis, 
iii. 32; in after-treatment of herpes 
zoster, iv. 359; in aneurysm, iii. 765; 
in angina pectoris, iii. 770; in arte- 
riosclerosis, iii. 761 ; in brain syphilis, iv. 
480; in bronchial asthma, iii. 383; in 
bronchitis complicating influenza, ii. 
189; in cerebral thrombosis due to syph- 
ilitic endarteritis, iv. 399; in cerebro- 
spinal meningitis, ii. 213; cervicopccipi- 
tal neuralgia, iv. 356; in chronic disease 
of labyrinth, i v. 317; in chronic laryngi- 
tis, iii. 340; in chronic nasopharyngitis, 
iii. 21 ; in chronic pulmonary emphysema, 
iii. 437; in cirrhosis of liver, iii. 282, 286; 
in congenital syphilis of liver, iii. 265; 
contraindicated in edematous laryn- 
gitis, iii. 341; contraindicated in tabetic 
amaurosis, iv. 199; in disease of eighth 
nerve, iv. 315, 316; in empyema associ- 
ated with actinomycosis, iii. 489; as an 
expectorant in bronchiectasis, iii. 397; 
in frambcesia tropica, iv. 780; in gland- 
ular enlargement accompanying rachitis, 
ii. 806; in hydrocephalus, iv. 465; in 
kubisagari, iv. 877; in multiple neuritis 
due to arsenical poisoning, iv. 323; in 
multiple neuritis due to lead poisoning, 
iv. 324; in mumps, ii. 171; for neuralgia, 



iv. 337; for neuralgia due to arterioscler- 
osis, iv. 336; in optic neuritis, iv. 305; 
in optic neuritis, without apparent 
cause, iv. 306; in optic neuritis due to 
metallic poisoning, iv. 306; in optic 
neuritis due to poisoning with wood 
alcohol, ii. 607; in polycythemia with 
splenomegaly, iii. 895; of no value in 
spastic spinal paralysis, iv. 270; in 
plastic bronchitis, iii. 391; in pneumo- 
gastric paralysis, iv. 319; for relief of 
headache due to brain tumor, iv. 448; 
in spinal syphilis, iv. 273, 274; in syphilis, 
ii. 395; in syphilis of pancreas, iii. 302; 
in syphilitic disease of liver, iii. 265; in 
tabes, iv. 195; in ulcerating granuloma of 
pudenda, iv. 882. 

Potassium nitrate, use of, in cardiac insuffi- 
ciency, iii. 607. 

Potassium permanganate, use of, as an an- 
tidote to organic poisons, iv. 712, 713; 
as antiseptic wash after passage of ure- 
thral sound, iv. 169; as cleansing solution 
in atrophic rhinitis, iii. 331; for disinfec- 
tion of drinking wells as protection 
against cholera, iv. 846; for destruction 
of cholera toxins in bowels, iv. 852; for 
dressing of oriental sore, iv. 772; in foot 
and mouth disease, ii. 579; for gastric 
lavage in acute opium poisoning, ii. 610; 
for gastric lavage in meat poisoning, ii. 
635; for gastric lavage in phosphorus poi- 
soning, ii. 623; in herpes of mouth, iii. 7; 
by injection around wound in curare poi- 
soning, iv. 710; by injection in chancre 
with phimosis, ii. 409; by injection in 
chronic gonorrheal urethritis, iv. 155; by 
injection as preventive of gonorrheal in- 
fection, iv. 137, 144; by injection in 
snake bite, iv. 698; for irrigation in acute 
posterior urethritis, iv. 147; for irriga- 
tion after passage of urethral sound, iv. 
162; for irrigation of bladder in acute 
cystitis, iv. 120; for irrigation in carci- 
nomatous stricture of esophagus, iii. 55; 
for irrigation in diverticula of esoph- 
agus, iii. 62; for irrigation of large intes- 
tine in intestinal amebiasis, iv. 725; in 
mucous patches, ii. 413; for relief of 
throat symptoms in small-pox, ii. 47; as 
spray in chronic rhinitis, iii. 329; 
in syphilis of upper respiratory tract, iii. 
349; for tertiary syphilitic lesions of 
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Potassium permanganate treatment of 
am nil-pox, u. 51. 

Potassium picric-nitrate, use of, in destruc- 
tion of filar iu bancrofti, iv. 803. 

Potassium tartrate, acid, bh of, for relief of 
anuria due to nephrolithiasis, iv. 107. 

Potato, common, poisoning by, ii. 646. 

Potato treatment for diabetes mellltus, ii. 
739. 

Pottf.nc.er, value of tuberculin in laryngeal 
tuberculosis demonstrated by, iii. 345. 

Pottery, respiratory diseases due to manu- 
facture of, iii. 425. 

PoTTEViN on Asiatic cholera toxin, v. 285. 

Pouchet, bacillus suisopticiiK described by, 
ii. 638. 

Poultice, compound soap, use of, in delayed 
resolution in pneumonia, ii. 249. 

Poultice, flaxseed, use of, in gastric hyper- 
acidity, iii. U.X); in gonorrheal epididy- 
mitis, iv. 152; in non-bleeding gastric 
ulcer, iii. 133; in parntilis complicating 
typhoid fever, ii. 27; in perforation in 
typhoid fever, ii. 23; for relief of boils 
accompanying ilinlielcs mollitus, ii, 750; 
for relief of phlebitis complicating 
typhoid fever, ii. 28. 

Poultice, tobacco, use of, in gonorrheal 
epididymitis, iv. 151. 

Poultices, use of, in anuria, iv. 3; in bacil- 
lary dysentery, ii. 314; in broncho- 
pneumonia, complicating measles, ii. 
159; in chronic bronchitis, iii. 373; in 
rheumatic or idiopathic canes of facial 
paralysis, iv. 311; in spasmodic laryn- 
gitis, iii. 342; in thryroiditis acuta and 
tilrumiiinfliLNini!Llori:i, iii. SKIS. 

Poultices, hot, use of, in chronic pancreatitis, 
iii. 298; in multiple neuritis, iv. 326; for 
relief of pain in acute gastritis, iii. 156; 
in renal colic, iv. 102. 

Poultices, linseed, use of, in acute bron- 
chitis, iii. 356. 

Poultices, mud, use of, in gas! ric hyperacid- 
ity, iii. 100. 

Poultices, mustard, use of, in active con- 
gestion of lungs, iii. 40(1; in acute bron- 
chitis, iii. 3.16; to relieve cyanosis and 
dyspnea in bronchopneumonia, iii. 419; 
to relieve pain in pulmonary throm- 
bosis, iii. 411. 



Powem., mixture recommended by, fc 
relief of dyspnea due to pressure of a 
mediastinal tumor, iii. 503; on tapping 
as means of relief for dyspnea in medias- 
tinal tumor, iii. 503. 

Poyton and Paine, isolation by, of 
coccus rhcumaticus, iii. 743. 

Preci citation 

Precipitin 

Pregnancy, appendicitis complicating, iii. 
220; chorea associated with, iv. 6f)3; 
corpus luteum as factor in, i. 815; ejiinc- 
phrin for vomiting of, I. 796; parathyroid 
tetany during, i. 718; danger from, in 
cardiac insufficiency, iii. 681; diabetes 
in, ii. 753; etiology of nephritis in, iv. 
29; hypophyseal changes during, i. 746; 
inoculation for plague in, iv. 840; 
kidney of, iv. 82; and pancreas, i. 767; 
treatment of, when associated v/ith 
tetany, iii. ('27; ire.at.mont for, in exoph- 
thalmic goiter, iii. '.122; treatment of 
syphilis in, ii. 416; use of quinin in, for 
tropical malaria, iv. 741; use of sal- 
varsan in, ii. 430. 

Pregnancy, infections of, antisttvpto- 
coccus scrum in, v. 826; general consid- 
eration of, v. S27; normal serum in treat- 
ment of, v. 824; normal horse serum in 
treatment of, v. 825; pyelitis in, due to 
colon bacillus, v. 242; serorliagnosis of, 
v. 142, (Sir tih-i Scrodi agnosia of prep- 
nancy; vaccine* in treatment of, v. 827. 

Pregnant uteri's, pressure from, a cause 
of pain in bladder, iv. 123. 

Premarital neirasthenia, iv. 527. 

Prepared chalk and talcum, use of, inter- 
nally, in hot i -bleeding gastric ulcer, iii. 
136. 

1'iO'fi ft:. 
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Prescreition. See Formula. 

Preservatives, use of, in antimenii 
serum, v. 532, 533. 

l'ki:ssi iir. symi'jvims, in diagnosis of brain 
tumor in frontal lobe, iv. 439; of hy- 
pophysis tumor, iv. 442. 

Price's distilled glycerin, use of, for intra- 
tracheal injections in bronchiectasis, 
iii. 397. 

Prtessnitz applications, use of, in broncho- 
pneumonia, iii. 419; in bronchopneu- 
monia complii-niiiig measles, ii. 159; in 
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laryngeal complications of measles, ii. 
157; in laryngotracheal cough of measles, 
ii. 152; to relieve cyanosis and dyspnea 
in bronchopneumonia, iii. 419; to re- 
lieve pain and cough in bronchopneu- 
monia, iii. 421. 

Priessnitz compresses, action of, iii. 357; 
in acute bronchitis, iii. 357; in acute in- 
testinal obstruction, iii. 241 ; in bronchi- 
tis due to myocardial insufficiency, iii. 
738; in chronic cholecystitis, iii. 270; in 
gallstone colic, iii. 269; in gastric hyper- 
acidity, iii. 100; in membranous enteri- 
tis, iii. 209; for relief of gastrectasis in 
chlorosis, iii. 821; in severe cases of 
chronic enteritis, iii. 200; in ulcerative 
colitis, iii. 211. 

Primary anemias, classification of, v. 799; 
definition of, v. 798. 

Primary idiopathic anemia, serum and 
blood treatment of, v. 808-810. 

Primary lateral sclerosis. See Paraly- 
sis, spastic spinal. 

Primary myelogenous polycythemia 
megalosplenica. See Polycythemia 
with splenomegaly. 

Primary sinus thrombosis. See Marantic 
sinus thrombosis. 

Prison fever. See Typhus fever. 

Proctttis, epidemic gangrenous. See 
Epidemic gangrenous proctitis. 

Proctoclysis, use of, in septicopyemia, ii. 
282. 

Proescher, use of Ferran method of treat- 
ing rabies by, v. 732. 

Progressive bulbar paralysis. See Bul- 
bar paralysis. 

Progressive muscular atrophies, iv. 243; 
acquired spinal form, iv. 245; amyo- 
trophic lateral sclerosis, iv. 258; asthenic 
bulbar paralysis, iv. 254; chronic pro- 
gressive bulbar paralysis, iv. 249; chronic 
progressive ophthalmoplegia, iv. 257; 
definition of, iv. 243; morbid process in, 
iv. 243; varieties of, iv. 243. 

Progressive muscular atrophy, ac- 
quired spinal, iv. 245; course of, iv. 
246; etiology of, iv. 246; family type of, 
iv. 248; treatment of, iv. 247. 

Prolapse of liver, iii. 288. 

Prophylactic inoculation against Malta 
fever, v. 661. 

Prophylactic irradiation, in X-ray therapy 



following excision for deep cancer, i. 
545. 

Proprietary foods, i. 128; composition of, 
i. 129; deficiency of vitamines in, i. 129; 
• economic aspects of, i. 135; long- 
continued use of, a cause of rickets, ii. 
805. 

Proprietary peptone foods, objections to use 
of, in nutrient enemata, for gastric ulcer, 
iii. 118. 

Proprietary preparations, objections to use 
of, in acute laryngitis, iii. 339. 

Prosecretin, i. 776. 

Prosperol, v. 326. 

Prostate, involvement of, in gonococcal 
septicemia, v. 578; massage of, See Mas- 
sage. 

Prostatectomy, indications for, in chronic 
gonorrheal urethritis, iv. 166. 

Prostatic abscess. See Abscess. 

Prostatic disease, as a complication of 
diabetes mellitus, ii. 752. 

Prostatic enlargement, X-ray therapy 
for relief of, i. 556. 

Prostatitis, acute form of, complicating 
acute gonorrhea, iv. 149; as a cause of 
pain in bladder, iv. 122; complement- 
fixation test in, v. 140; electricity to- 
gether with X-ray in treatment of tuber- 
culous, i. 402; electrotherapeutics for 
relief of, i. 421; electrotherapeutics for 
relief of gonorrheal, i. 407; hydrotherapy 
for relief of, i. 632; metastatic lesions fol- 
lowing, v. 578; treatment of relapsing, 
iv. 167; vaccine treatment of, v. 617. 

Prostatorrhea, iv. 176. 

Protargol, use of, by enemata, in chronic 
mucous colitis, iii. 207; in gonorrheal 
stomatitis, iii. J 5; by injection in chronic 
gonorrheal urethritis, iv. 155; by injec- 
tion, in expectant treatment of acute 
gonorrheal, iv. 148; by injection, as pre- 
ventive of gonorrheal infection, iv. 137, 
144; by instillation in acute posterior 
urethritis, iv. 146; rules for, by patient 
in prevention of gonorrheal infection, iv. 
145; in small-pox for care of eyes, ii. 50. 

Protargol ointment, use of, in tropical phag- 
edenic ulcer, iv. 884. 

Protection, necessity for, in deep X-ray ther- 
apy, i. 510. 

Protective dressing, use of, in acute ure- 
thral gonorrhea, iv. 138. 
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Proteid food, prohibition of, in yellow fever, 
iv. 872. 

Proteids, form of taking, in nephritis, iv. 
42; proportion of, in diet for nephritis, 
iv. 41; proportion of, in diet for neuras- 
thenia, iv. 545; restriction of, in acute 
nephritis, iv. 58; restriction of, in acute 
nephritis with anuria, iv. 61; restriction 
of, in chronic interstitial nephritis, iv. 
66; restriction of, in chronic parenchy- 
matous nephritis, iv. 64; restriction of, 
in kidney of pregnancy, iv. 82; restric- 
tion of, in nephritis, iv. 43; restriction 
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of, in 
Protein 

v. 516. 
Protein diet, pancreatic secretion little 

influenced by, iii. 307. 
Protein disintegration in tissues, due 

to action of bacteria, a cause of toxic 

manifestations, v. 202. 
Protein disintegration of bacilli in 

tions, v. 200. 

Protein of tubercle bacillus, essential 
constituent of, v. 328. 

"Protein poison" of Vaughan, v. 16. 

Protein requirement, i. 77; method of 
reckoning, for a diet of definite energy 
value, i. 78; variations in, i. 78. 

Photeins, as antidote to corrosive poisons, 
i. 147; in diet for gastric hyperacidity, 
iii. 82; excess of, in diet injurious, i. 79; 
foreign, intravenous injections of, in 
treatment of infectious diseases, v. 31; 
function of, in body, ii. 772; necessity 
for, in diet for malarial cachexia, iv. 734; 
proportion of, in diet for neurasthenia, 
iv. 545; sources of, i. 67; subcutaneous 
administration of, i. 109; sugar derived 
from, ii. 705; value of, as food, i. 67. 

Proteolysis of bacterial protein in 
body, cause of bacterial infection 
(Vaughan's theory), v. 17. 

Prothrombin, absence of, in hemorrhagic 
disease of the newborn, v. 796. 

Protoclysis, use of, in septicopyemia, ii. 
282. 

Protozoa, diseases due to, iv. 719; ame- 
biasis, iv. 719; balantidium eoli, iv. 776; 
blackwater fever, iv. 754; frambocsia 
tropica, iv. 778; histoplasmosis, iv. 773; 
infantile cachexia in Brazil, iv. 768; 



Leishmaniasis, iv. 7li(); tropical malaria; 
iv. 728; tropical relapsing fevers, iv. 773; 
trypanosomiasis, ii 

Protozoa in the nor 

Prudential Insurance Company, statis- 
tics concerning death from tuberculosis 
furnished by, ii. 446. 

Pruritus, radium in treatment of, i. 475; 
treatment of, in diabetes, ii. 750; treat- 
ment of, in varicella, ii. 113; X-ray ther- 
apy for relief of, i. 

Prussia, introduction of vaccination int 
ii, 60. 

Pseudo-angina pectoris, iii. 767. 

Pseudobulbar palsy, iv. 499. 

PBbusobulbas palsy, infantine, i 

Pseudobulbar paralysis, iv. 504; differ 
ential diagnosis of, iv. 506; etiology o 
iv. 505; introduction to subject of, iv. 
504; pathology of. iv. 505; symptoms at 
iv. 505; treatment of, i 

"pseudo dysentery bacillus," v. 250. 

i'seuiiogonococcub, v. 557. 

Pseudohypertrophic type i 
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16; X-ray therapy 



Pseudoleukemia, 
for relief of, i. 1 

PSEUDO-RACHITIC 

Pseudo-rickets, ii. 801 

Pseudotabes. See Tabetic form of spi 

syphilis. 
Pbeudotriciiinosis. See Polymyosi! 

Psittacosis, ii. .580; definition of, 

diet in, ii. 582; etiology of, ii. 580; par- 
rots in causal ion of, ii. 'AO; prognosis in, 
ii. 582; prophylaxis against, ii. 580; treat- 
ment of, ii. 582. 

Psoriasis, as a complication of vaccinal i 
ii. 92; radiant light and heat in tr 
ment of, i. 458; radium in treatment of, 
473; X-ray in treatment of, 

Psoriasis lingua. See leukoplakia. 

Psychalgias, measures for relief of, in neu- 
rasthenia, 

Psych asthenia, associated with intestinal 
autointoxication, ii. 682. See also Neu- 
rasthenia and psychasthenia. 

Psychic equivalents, to attacks of 
lepsy, iv. 650. 

Psychic influence, in gastric neuroses, 
187; in treatment of whooping-cough, 
ii. 178. 
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Psychic prophylaxis, iv. 579. 

Psychic treatment, use of, in brachial neu- 
ralgia, iv. 357; in bronchial asthma, iii. 
385; in the neuroses, iv. 524; in puden- 
dohemorrhoidal neuralgia, iv. 357. 

Psychoanalysis, i. 592; dream analysis in, 
i. 597; free associations in, i. 593; history- 
taking in, i. 592; word-time association 
in, i. 593. 

Psychoanalytic method of psychotherapy, 
iv. 581; association experiment in, iv. 
589; dream analysis in, iv. 588; funda- 
mental idea of, iv. 584; indications and 
contraindications for, iv. 589; objec- 
tions to, iv. 589. 

Psychogenic headaches. See Headaches, 
psychogenic and psychotic. 

Psychological mechanisms, use of, in psy- 
chotherapy, i. 587: complexes, i. 589; 
dream mechanism, i. 590; repression, i. 
588. 

Psychology, of climate, i. 277; in treatment 
of neuroses, iv. 528. 

Psychotherapy, i. 562; application of hyp- 
nosis in, i. 582; choice of method in, i. 
598; complexes in, i. 589; danger at- 
tending use of hypnosis in, i. 582; dream 
mechanism in, i. 590; Dubois' method of 
reeducation in, i. 583; Freud's system of, 
i. 587; historical comments upon, i. 
562, 565; hypnotic sleep without sug- 
gestion in, i. 580; hypnotic suggestive 
therapy, L 580; hypnotism in, i. 565; 
in neurasthenia and psychasthenia, iv. 
578; normal hypnotism in, i. 573; oc- 
cupation as secondary agent in, i. 600; 
post-hypnotic suggestion in, i. 583; psy- 
chological mechanisms in, i. 587; reedu- 
cation in, i. 583; for relief of cardiac 
palpitation in neurasthenia, iv. 576; for 
relief of chorea electrica, iv. 680; for 
relief of vomiting in neurasthenia, iv. 
575; repression in, i. 588; secondary 
agents in, i. 600; simple suggestion in 
conscious state in, i. 563; in spasmodic 
movements of tic, iv. 675; suggestion 
therapy in, i. 563; technique of psycho- 

:. analysis employed in, i, 592; use of stim- 
t . ulating, in psychasthenia, iv. 551; utili- 
zation of hypnotism in medicine, i. 579; 
utilization of increased memory power 
. during hypnosis in, i. 581. See also 
Neurasthenia and Psychasthenia. 



Psychotherapy in functional neuroses, 
iv. 578; Bernheim's method of, iv. 580 
conditions of environment important in 
iv. 583; definition of, iv. 578; Dubois 
method of, iv. 580; forms of, iv. 580 
Freud's method of, iv. 581, 584; Janet's 
method of, iv. 580; limitations to, iv. 578 
Meyer's analysis of factors essential to 
iv. 583, 584; Nancy school of, iv. 580 
Paris school of, iv. 580; physician's atti- 
tude toward, iv. 582; preliminary condi- 
tions of, iv. 581 ; prophylactic function of, 
iv. 579; stimulating, iv. 558; types of 
neuroses benefited by, iv. 582; Wundt 
school of, iv. 589. 

Psychotic headaches. See Headache, 
psychogenic and psychotic. 

Psychrometer, i. 252. 

Ptomains, poisonous action of, ii. 632. 

Ptyalism, as a complication of mumps, ii. 
171. 

Public prophylaxis against syphilis, ii. 
362. 

PUDENDOHEMORRHOIDAL NEURALGIA, tieat- 

ment of, iv. 357. 

Puerperal fever, acute myelitis during, 
iv. 224. 

Puerperal infection, antistreptococcus 
serum in treatment of, v. 826; general 
consideration of, v. 827; vaccines in 
treatment of, v. 827. 

Puerperium, the, prevention of the neu- 
roses at, iv. 527. 

Pulmonary abscess and gangrene, iii. 
438; etiology of, iii. 439; indications for 
operation in acute, iii. 442; indications 
for operation in chronic, iii. 444; medical 
treatment of, iii. 440; operation for acute, 
iii. 443; operation for chronic, iii. 445; 
prophylaxis against, iii. 439; surgical 
treatment of acute, iii. 441. 

Pulmonary circulation, effect of drugs 
upon, iii. 404. 

Pulmonary conditions, chronic myocar- 
dial insufficiency due to, iii. 709; treat- 
ment of, iii. 731. 

Pulmonary dyspnea, as symptom of ne- 
phritis, iv. 53. 

Pulmonary edema, iii. 407; after-treatment 
of, iii. 410; in chronic interstitial nephri- 
tis, iv. 70; as a complication of pneumo- 
nia, ii. 259; as a complication of Rocky 
Mountain fever, ii. 565; etiology of, iii. 
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e of, during t.horacenlesis, 
iii. 479; as symptom of nephritis, iv. 53; 
treatment of, iii. 408. 

Pulmonary embolism, iii. 411; death from, 
in chlorosis, iii. 810, 

Pulmonary emphysema, chronic, iii. 430; 
ncrotherapy for, iii, 434; climate in 
treatment of, iii. 433; definition of, iii. 
430; forms of, iii, 430; hydrotherapy for, 
iii. 434; massage for, iii. 434; mechano- 
therapy for, iii, 434; operation for, iii. 
436; pathogenesis of, iii. 431; patho- 
logical conditions associated with, iii, 
432; prophylaxis against, iii. 433; treat- 
ment of, iii. 434; treatment of compli- 
cations in, iii. 437. 

Pulmonary gangrene, iii. 438; as a com- 
plication of pneumonia, ii. 261; See also 
Lung, abscess and gangrene of. 

Pulmonary gymnastics. See Gymnastics. 

Pulmonary hemorrhage, epinephrin for 
relief of, i. 799; extract of hypophysis 
for relief of, i. 751 ; in pulmonary tuber- 
culosis, ii. 4(19; relation of, to exercise in 
pulmonary tuberculosis, ii. 529; treat- 
ment of, in pulmonary tuberculosis, ii. 
500. 

PULMONARY 

infection, 
Pulmonary 



r, due to gonococcal 

conditions affecting. 



chronic myocardial 
, ii. 709, 735. 



Pulmonary 

insufficiency due 

Pulmonary 
iii. 411. 

Pulmonary tuberculosis, increasing doses 
of tuberculin in treatment of, v. 342; tu- 
bercle bacilli in bbod of patients with, 
v. 312. See also Tuherculosis and Tu- 
berculosis of lungs. 

Pulsatory current, explanation of term 
in electrotherapeutics, i. 366. 

Pulsatory Oudin current, as an electrome- 
chanical method, i. 388. 

Pulse, the, iii. 559; catacrotic waves of, iii. 
560; collapsing, iii. 561 ; curve of, iii. 560; 
influence of digitalis upon, iii. 578, 580; 
influence of peripheral resistance upon, 
iii. 560; influence of poisons upon, i. 144; 
pressure of, an indication of digitalis 
action, iii. 580; rate of, as indicator of 
digitalis action, iii. 581 ; weakness of, 
during thoracentesis important, iii. 478. 



Pulsus alternanb, iii. 566; due to myoca 

dial insufficiency, i 
Pulsus irregularis BBSPlRATOMtTg, 

565, 
Pulsus paradoxus, iii. 566. 
Pulvis ipecac et opii. See Dover's pnw- 

Pumpkia seeds, use of, followed by a 
in intestinal myiasis, iv. 705; as i 
tute for male fern, iv. 794, 795. 

Puncture, of brain, ,Sec Brain puncture; 
deep, in muscular rheui 
of skin, for relief of general anasarca it 
cardiac insufficiency, i 
with eden 

vein, in cardiac insufficiency, iii. 6 
ventricular, in brain tumor, iv. 451. 

Puncture, lumbar, use of, in acute attacks 
of hydrocephalus, iv. 465; in acute hem- 
orrhagic inferior poliomyelitis, r 
in acute ophthalmoplegia with i: 
ing intracranial pressure, iv. 511; ap- 
pearance of fluid withdrawn by, iv. 370; 
bacteriologic examination of fluid with- 
drawn by, iv. 370; in cerebrospinal men- 
ingitis, ii. 202; in chronic cerebral men- 
ingitis with hydrocephalus, iv. 378; in 
cysticercus of brain, iv. 461 ; in diagnosis 
of acute cerebral mcnini;ilis, iv. 369; in 
diagnosis of meningitis complicating in- 
fluenza, ii. 194; in diagnosis of meningi- 
tis complicating pneumonia, ii. 251; in 
diagnosis of traumatic hematoma, iv. 
366; in disease of brain and spinal cord, 
iv. 371 ; objections to, in syringomyelia, 
iv. 279; pressure of, iv, 370; for relief of 
brain tumor, iv. 450; for relief of h 
ache in hydrocephalus, iv. 619; for re 
of hydrocephalus, iv. 468; for relief c 
nervous deafness and aural vertigo, i 
318; technique of, ii. 204, i 
berculous meningitis, iv. 3' 

Pupils, changes in, as a symptom of pachy- 
meningitis hemorrhagica, iv. 363; i 
qualities of, in progressive paralysis o 
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Purgation, necessity for caution ii 

for chronic myocardial insufficiency . 
moderate severity, iii. 716; necessity fl 
caution in use of, in pleurisy, iii. 469; i 
of, contraindicated during rest I 
ment for cardiac insufficiency, iii. 57"i 
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use of, dangerous, in pericarditis with 
effusion, iii. 522. 

Purgatives, abuse of, a cause of chronic gas- 
tritis, iii. 159; objections to use of dras- 
tic, in gastric atony, iii. 172; objections 
to use of, for relief of constipation in 
neurasthenia, iv. 574, 575; use of, in be- 
ginning of enteritis in infancy, iii. 201; 
use of, contraindicated in chronic chole- 
cystitis, and cholelithiasis, iii. 273; use 
of, contraindicated in gallstone colic, iii. 
269; use of, contraindicated in treatment 
of gallstones in transit, iii. 274; use of, 
limited in cirrhosis of liver, iii. 286. 

Purin bodies, in causation of gout, ii. 670; 
production of, in X-ray treatment of leu- 
kemia, iii. 859. 

PURIN-FREE DIET, i. 113. 

PURIN-FREE AND PURIN-LOW DIET IN GOUT, 

ii. 680. 

Purpura, arthritic, serum treatment of, v. 
814; blood platelets and, v. 797; as a 
complication of vaccination, ii. 85; in 
gonococcemia, v. 588. 

Purpura hemorrhagica, serum and blood 
treatment of, v. 814. 

Purpura rheumatica, v. 814. 

Purpura simplex, v. 814. 

Purpuras, iii. 872; classification of, iii. 872; 
clinical picture of, iii. 872; definition of, 
iii. 872; pathogenesis of, iii. 873; serum 
therapy for, iii. 873; treatment of, in 
general, iii. 873. 

Purton, idiopathic dilatation of esophagus 
first described by, iii. 56. 

Purulent exudates, absorption of, iii. 
459. 

Pus tubes, antistreptococcus serum for 
post-operative treatment on removal of, 
v. 827. 

Puscariu, method of, for attenuating virus 
by heat, v. 728. 

Pyelitis, iv. 84; associated with acute mye- 
litis, iv. 227; cardiac hypertrophy com- 
plicating, iv. 94; care of bowels in, iv. 
89; as a cause of enuresis, iv. 129; com- 
plicating cerebrospinal meningitis, v. 
553; as a complication of tuberculous 
kidney, iv. 117; complications in, iv. 93; 
cystitis complicating, iv. 94; diet in, iv. 
87; diuretics in, iv. 89; functional kidney 
tests in, iv. 88; gastrointestinal dis- 
turbances in, iv. 94; hygienic meas- 



ures for, iv. 86; hypertension compli- 
cating, iv. 94; local treatment for, iv. 
88, 91; operation for, iv. 92; organisms 
causing, iv. 84; peritonitis complicating, 
iv. 94; prophylaxis against, iv. 95; reten- 
tion of urine associated with, iv. 94; 
routes of infection in, iv. 84; suppression 
of urine complicating, iv. 94; symptoma- 
tology of, iv. 85; treatment of, in general, 
iv. 86; urinary antiseptics in treatment 
of, iv. &9, 90; vaccine therapy for, iv. 91. 
Pyelitis due to Bacillus coli, v. 239; 
acute, course of, v. 240; acute septic, in 
typhoid fever, v. 241; chronic, differen- 
tial diagnosis of, v. 242; chronic ulcera- 
tive, in typhoid fever, v. 241; chronic 
uncomplicated, continuous drainage 
treatment of, v. 246; complicated, treat- 
ment of, v. 244; in pregnancy, vaccme 
therapy in, v. 245; in typhoid fever, 
symptoms of, v. 241; predisposing fac- 
tors for, v. 239; treatment of, v. 244; un- 
complicated, vaccine therapy for, v. 
244. 

Pyelitis in pregnancy due to Bacillus coli, 
v. 242. 

Pyelonephritis, acute infectious, due to 
Bacillus coli, v. 241; chronic Bacillus 
coli, differential diagnosis of, v. 242; as 
a complication of acute gonorrhea, iv. 
150; as complication of tuberculous kid- 
ney, iv. 117; electrotherapeutics for re- 
lief of, i. 405. 

Pyelotomy, indications for, in nephrolithi- 
asis, iv. 110; in pyelitis, iv. 92. 

Pyemia, definition of term, ii. 278. 

Pyloric obstruction, as cause of gastric 
dilatation, iii. 178; caused by gumma, 
iii. 167; operative measures for relief 
of, iii. 179; in syphilitic gastric ulcer, 
iii. 167. 

Pylorospasm, iii. 103; as cause of pyloric 
obstruction, iii. 178. 

Pyogenic infection, electrotherapeutics 
for relief of, i. 403. 

Pyogenic meningitis, bacterial examina- 
tion of cerebrospinal fluid in, v. 518. 

Pyopericardium, iii. 526. 

Pyorrhea, arthritis and, v. 635; specific 
treatment of, v. 637. 

Pyorrhea alveolaris, iii. 22; danger of, in 
diabetes mellitus, ii. 730; presence of, in 
pernicious anemia, iii. 844. 
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Pyosale'lnx. electrotherapeutics for relief 
of, i. 408; metastatic lesions following, v. 
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Pyothouax. See Empyema. 

Pyramidon, use of, to control sweating 
in malignant endocarditis, iii. 747; in 
measles, ii. 151; in migraine, iv. 602; 
for relief of headache in neurasthenia, 
iv. 574; for relief of lancinating pain 
in tabes, iv. 196; to relieve pain in dia- 
betic neuralgia or neuritis, ii. 751; for 
relief of pain in neuralgia, iv. 339; for 
relief of pain in neuritis, iv. 286; for re- 
lief of pain in syringomyelia, iv. 278. 

Pyrethrum powder, use of, in destruction 
of mosquitoes by fumigation, iv. 751. 

Pyridin, in treatment (if bronchial asthma, 






smoke not injurious, iii. 7; 
Pyrogallol, use of, in leprosy 



of, 



tobacco 



dietary, in neurasthenia, iv. 



neurasthenia, 



-. 543. 



Quarantine, failure of, as regards cholera, 
iv. 844; importance of, in plague over- 
estimated, iv. 841; in epidemic menin- 
gitis, v. 564-567, 575; measures for, in 
membranous pharyngitis, iii. 27; meas- 
ures for, in sleeping sickness and 
trypanosoine fever, iv. 765; period of, in 
anterior poliomyelitis, iv. 237; period 
of, in diphtheria, ii. 259; period of, in 
foot and mouth disease, ii. 278; period 
of, in miliary fever, ii. 575; period ol, in 
scarlet (ever, ii. 118; period of, in small- 
pox, ii. 43. 

Quincke, work hy, on differentiation of 
varieties of meningitis, iv. 469. 

Quincke's litmbar puncture. See Punc- 
ture, lumbar. 

Quinin, use of, for acute laryngitis in malari- 
ous districts, iii. 338; in acute myelitis, 
iv. 225; after arsenic in intermittent 
hemoglobinuria, iv. 7; in after-treatment 
of raorphin habit, ii. 616; in black- 
water fever, iv. 757, 758; in bronchitis 
complicating influenza, ii. 189; in bron- 
chopneumonia, iii. 415; in chronic dis- 
ease of labyrinth, iv. 317; contrain- 
dicated in acute inflammation of nasal 




sinuses, iii. 334; for control of c 
in measles, ii. 153; in convalescence 
from influenza, ii. 1%; in exophthalmic 
goiter, iii. 916; in funicular myelitis, 
iv. 232; in influenza, ii. 1H7; in influenza 
of nervous type, ii. 191; for irrigation o 
abscess cavity in hepatic abscess, iv 
for irrigation of large intestine in 
tinal amebiasis, iv. 725; in kala-azar, i 
770; in measles, ii. 151 ; in miliary fever, 
ii. 576; in neuralgic headache, iv. 608; 
in noma, iii. 13; in pericarditis, iii. 520; 
in pleurisy, iii. 467; in pneumonia, ii. 2 
in pneumococcus infections, v. 496; 
prophylaxis of influenza, ii. 186; 
prophylaxis against poliomyelitis, 
237; by rectum, in ulcerative coliti) 
due to Balantidium coli, iv. 
reduce temperature in acute bronchitis, 
iii. 355; to reduce tem;ierutureincpideii 
ic dropsy, iv. 876; to reduce temperature 
in tuberculosis of larynx, iii, 346; in 
Rocky Mountain fever, ii. 561; in shima 
mushi, iv. 708; in tabes, iv. 213; in 
trypanosomiasis associated with ma- 
laria, iv. 764; vertigo due to, iv. 640; in 
whooping-cough, ii. 182; in whooping- 
cough sometimes followed by disagree- 
able symptoms, ii. 175. 
Quinin, use of, in tropical malaria, ii 

absorption of, iv. 733 ; as acetyl salicylate 
of, iv. 734; action of, on cause of disease, 
iv. 735; as bihydroehlorate of, iv. 734; 
as bisulphate of, iv. 734; in children, i 
744; choice of preparations of, i 
in chronic form, iv. 743; contraindica 
tions to, iv. 740; in convalescence, iv. 
743; dose of, iv. 737; effects of, o 
tient, iv. 740; as ethyl carbonate, iv 
excretion of, iv. 734; hypodermic w 
istration of, iv. 739; hypodernioc lysis, as 
a mode of ail ministering, iv, 738; intra- 
muscular injection of, iv. 739; in latent 
cases, iv. 752; method of administering, 
iv. 737; method of administering as 
prophylactic, iv. 753; methods of admin- 
istering in special conditions, iv. 743; 
as nucleinate, iv. 754; oral administra- 
tion of, iv. 737; in prophylaxis, iv. 751; 
rectal injection of, iv. 740; substitutes 
for, iv. 742; as sulphate, iv. 734; as tan- 
nate, iv. 754; time for administration 



of, i 



735. 
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Quinin and sodium hypochlorid, use of, 
by rectum in intestinal schistosomiasis, 
iv. 801. 

Quinin hydrobromid, use of, in Graves' 
disease, v. 792. 

Quinin hydrochlorate, use of, hypodermi- 
cally in pneumonia, ii. 235. 

Quinin hydrochlorosulphate, use of, hypo- 
dermically in pneumonia, ii. 235. 

Quinin tannate, use of, in enterocolitis com- 
plicating measles, ii. 161; in measles, 
ii. 151. 

Quinin and urea hydrochlorid, use of, hypo- 
dermically in pneumonia, ii. 234; method 
of administering, ii. 235, 236. 

Quinsy sore throat, iii. 32. 

* 

Rabbit serum, method of obtaining, v. 803; 
use of, in pneumonia, v. 476. 

Rabbits, inoculation of, for production of 
fixed virus, v. 720; use of, for small-pox 
virus, ii. 67. 

"Rabic tubercles," v. 704, 707. 

Rabies, animals affected by, v. 705, 706; 
bibliography on, v. 741, 742; case history 
in, v. 715; constitutional prophylactic 
treatment of, v. 718, 719; definition of, v. 

701, 702; diagnosis of, v. 715-717; etiol- 
ogy of, v. 708-711; geographical distri- 
bution and prevalence of, v. 704r-707; 
gross pathology of, v. 707; histologic 
pathology of, v. 707, 708; history of, v. 

702, 704; ill effects of treatment of, v. 
738-741; incubation period in, v. 712; 
local prophylactic treatment of, v. 718; 
mortality in, v. 725, 727, 738; Pasteur 
treatment of, v. 719-726; results of 
treatment of, v. 737, 738; seasonal preva- 
lence of, v. 706, 707; serum-vaccine 
treatment of, by Roumanian method, v. 
732, 733; symptoms of, v. 713, 715; 
symptoms of, in the dog, v. 713, 714; 
symptoms of, in man, v. 714, 715. 
See also Hydrophobia. 

Rabies, treatment of, attenuation of virus 
for, by carbolic acid, v. 729; attenuation 
of virus for, by glycerin, v. 729; attenua- 
tion of virus for, by gradual drying, v. 
724-726; attenuation of virus for. by 
heat, v. 728, 729; attenuation of virus for, 
by rapid drying, v. 727, 728; by mail, v. 
726; Hogyes modification of Pasteur's 
method of, v. 721, 722; intensive, v. 727; 



methods of using fresh fixed virus for, v. 
730-732; modification of virus for, by 
dialysis, v. 729, 730; Pasteur method of, 
v. 720-726; preparation of virus, v. 720- 
721; serum-vaccine, Marie's method of, 
v. 733; superintensive method of, v. 
731, 732. 

Rabies, virus, v. 708, 709; attenuation of, by 
carbolic acid, v. 729; attenuation of, by 
glycerin, v. 729; attenuation of, by heat, 
v. 728, 729; attenuation of, by gradual 
drying, v. 724r-726; attenuation of, by 
rapid drying, v. 727, 728; filtrability of, 
v. 710; fixed, v. 719, 720; modification of, 
by dialysis, v. 729, 730; powdered, v. 
727, 728; response of, to physical and 
chemical agents, v. 709, 710; street, v. 
719, 720; unmodified fresh, v. 731 ; use of, 
with serum, v. 732, 733. 

Rabinowitsch, Lydia, on tubercle bacilli in 
the blood, v. 310. 

Race, as an etiological factor in the neu- 
roses, iv. 522. 

Rachitis, ii. 800; blood changes in, ii. 806; 
craniotabes in, ii. 806; deficiency of cal- 
cium a cause of, ii. 801 ; deformities occa- 
sioned by, ii. 807; dietetic treatment of, 
ii. 804; etiology of, ii. 802; geographical 
distribution of, ii. 800; glandular en- 
largement accompanying, ii. 806; hered- 
ity in causation of, ii. 803; history of, ii. 
800; intestinal disorders complicating, ii. 
806; medicinal treatment of, ii. 805; 
muscular weakness accompanying, ii. 
807; nervous complications of, ii. 807; 
pathogenesis of, ii. 800; prophylaxis 
against, ii. 803; respiratory disorders 
accompanying, ii. 806; syphilis associated 
with, ii. 802; thymus administration for, 
i. 728; treatment in early cases of, 
ii. 805; treatment in florid form of, ii. 
805; treatment of, in general, ii. 804. 

Radiant energy, artificial sources of, 
i. 439; indications for therapeutic use 
of, i. 448; natural sources of, i. 438; 
as physiological stimulus, i. 274; 
summary of effect produced by, i. 
446. 

Radiant energy, physical properties of, 
i. 432: color, i. 436; effect on germ life, 
i. 436; fluorescence, i. 436; frequencies, i. 
432; penetration, i. 433; polarization, i. 
436; production of hyperemia, i. 438; 
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reflection, i. 434; refraction, i. 433; tan- 
ning of skin, i. 437. 

Radiant heat from electric lights, use 
of, to confer temperatures, i. 621. 

Radiant light and heat, in treatment of 
erysipelas, i. 454. 

Radicular sciatica, iv. 295. 

Radiferous mud, i. 467. 

Radioactive water, therapeutic uses of, i. 
471. 

Radioactivity of mineral waters, i. 655. 

Radioactivity and radioactive substances, i. 
400. 

Radiotherapy. See X-ray therapy. 

Radium, action of, on process of inflam- 
mation, i. 469) Alpha rays of, i. 465; 
analgesic action of, i. 472; applicators 
for, i. 465; chemical action and physical 
properties of, 461; "cross method" of 
applying, i. 466; discovery of, i. 460; 
dosage of the emanation of, i. 467; 
dosage of the radiation of, i. 465; eman- 
ation of, i. 463; Gamma rays of, i. 462, 
465, 486; histological <-li antics induced by, 
i. 467; methods of applying, i. 463; 
position of, as a therapeutic agent, i. 
491; preparation of, i. 461; radiation of, 
i. 462; scar tissue following use of, i. 470; 
therapeutic action of, in dermatology, i. 
472; therapeutic action of, in general, i. 
471; therapeutic use of, in goiter, i. 480; 
therapeutic use of, in gout, rheumatism, 
and allied affections, i. 471; therapeutic 
use of, in gynecology, i. 4S1 ; therapeutic 
use of, in malignant disease, i. 482; 
therapeutic use of, in ophthalmology, i. 
482; unit of concentration for dosage of, 
i. 466; use of, in therapeutics, i. 467. 

Radium baths, use of, in syringomyelia, iv. 



279. 



b of, : 



syringomyelia, i 



Radium rays, 
279. 

Radium therapy, 

stomach, iii. 164; in dermatology, i. 472; 
in goiter, i. 480; in gout, rheumatism, and 
allied affections, i. 471; in gynecology, i. 
481; in hemophilia, iii. 883; in leukemia. 
iii. 8G2; in malignant disease, i. 484; in 
ophthalmology, i. 482; in military sur- 
gery, i. 483; in pernicious anemia, iii. 



Railways, plague disseminated by, iv 
Rain, hygienic importance of, i. 252. 



842. 




Ransom, on absorption of tetanus toxin ai 
antitoxin, v. 458; on direct antitoxin ii 
jections in treatment of tetanus, v. 460. 

Rash, in acute ulcerous gingivitis, v. 637; in 
gonococcal septicemia, < 



tion of, to 
iii. 882. 

protection 



Rat bite disea* 

Rat plaque, : 

human epidemic, iv. 834. 

Rathania, use of, in hemophilic. 

Rations, standard table of, i. i 

Rattlesnake antivenin, v. 747. 

Rats, extermination of, as 

against piague, iv. 837; method of de- 
stroying, iv. 840; transmission of plague 
by, iv. 833. 

Raw, Nathan, on use of human type 
tu!>erculin in bronchoadenitis, 

"Reaction," 
chotherapy, 

Reaction 

Reciprocal 




Ki riif.ynoN, nature of, 
sufficiency, iii. 682. 

Rectal chancre. See Chancre. 

Rectal crises, in tabes, iv. 191. 

Rectal douche. Sec Douclie, rectal, 

Rectal feeding, i. 106; in acute pancreal 

of esophagus, iii, 
55; in chronic progressive hulbar pa- 
ralysis, iv. 251 ; in continuous gastric 
hypersecretion, iii. 106; in gastric uicer, 
iii. 118, 120; in glossopharyngeal paralv- 
sis, iv. 318; in hematemesis 
cirrhosis of liver, iii. 288; in ii 
with gastrointestinal symptoms, 
method of, i. 636; in neurasthenia with 
persistent vomiting, iv. 575; in noma, 
iii. 13; in non-bleeding gastric ulcer, 
iii. 126; in parenchymatous glossitis, iii. 
24; in tetanus, ii. 340; in whoa] 
cough, ii. 180. 

Rectal polypi. See Polypi, rectal. 

Rectified spirits, use of, in laryngeal 
culosis, iii. 346. 

Rectum, administration of mercury 
syphilis, ii. 37;!; chancre of, See 
of rectum; feeding by, See Rectal ff 



attitudes, i. 971. 
Red gum lozenges, use of, in acute 
iii. 24; in chronic pharyngitis, 
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Red light treatment, of small-pox, ii. 51. 

Reduviid bug, carrier of infantile cachexia 
in Brazil, iv. 768. 

Reeducation therapy, i. 583; in ataxia, i. 316, 
iv. 204; in conditions in general, i. 320; 
Dubois' method for, i. 583; Freud's 
method for, i. 587; in psychic treatment 
of disease, iv. 579. 

Retiducational gymnastic movements, use 
of, in ataxia, i. 316; contraindications to, 
i. 320; other conditions benefited by, i. 
320. 

"Referred pain," iii. 462. 

Reflection, as property of radiant energy, 
i. 434. 

Reflex angina pectoris, iii. 767. 

Reflex asthma. See Asthma. 

Reflex neuroses. See Neuroses. 

Reflex neuroses of bladder. See Blad- 
der, reflex neuroses of. 

Reflex vertigoes, iv. 639. 

Refraction, as property of radiant energy, 
i. 433. 

Refractory period, of heart's systole, iii. 
533. 

Regional diagnosis, in brain tumor, iv. 
437. 

Regulin, use of, in chronic constipation, iii. 
236. 

Reichmann's disease. See Hypersecre- 
tion, continuous gastric. 

Reid's method, of applying leeches in pneu- 
monia, ii. 249. 

Reiss, analysis by, of gastrointestinal symp- 
toms in influenza, ii. 189. 

Reiss and Jungmann on convalescent scar- 
let fever serum therapy, v. 643. 

Reiter's vaccine, v. 610. 

Relapsing prostatitis. See Prostatitis, 
relapsing. 

Remlinger, on treatment for hydrophobia, 
ii. 325. 

Renal calculi. See Calculi, renal. 

Renal colic, iv. 100; treatment of, iv. 101. 

Renal derangements. See Kidney. 

Renal diabetes, ii. 703. 

Renal disease, balneology for relief of, i. 
666. 

Renal edema, iv. 15. 

Renal infarction, due to gonococcal in- 
fection, v. 587. 

Renal insufficiency, due to gonococcal 
infection, v. 587. 



Renal secretion, theories of, iv. 10. 

Renal tuberculosis, post-operative treat- 
ment of, with tuberculin, v. 322; removal 
of kidney in, v. 322. See also Kidney, 
tuberculous. 

Renal uremia, iv. 21. 

Renault, work on small-pox organism by, 
ii. 41. 

Rennet custard, as article of invalid diet- 
ary, i. 126. 

Repression, as a psychological mechanism, 
i. 588. 

Repressive treatment of acute gonorrhea, 
iv. 137, 143; cases suitable for, iv. 143: 
choice of method for, iv. 143; organic 
silver salts in, iv. 144; variation in the 
treatment of, iv. 146. 

Reschad-Bey, acid-fast streptothrices iso- 
lated in leprosy cases by, v. 383. 

Resection, advantages of, in gastric ulcer, 
iii. 142; of external cutaneous nerve, for 
relief of neuritis, iv. 293; indications for, 
in carcinoma of stomach, iii. 163; indi- 
cations for, in chronic indurated ulcer of 
stomach wall, iii. 177; of sternum, for re- 
lief of dyspnea due to pressure by medi- 
astinal tumor, iii. 503; of testicular 
nerve, for relief of pudendohemorrhoid- 
al neuralgia, iv. 357; of urethra, for 
relief of urethral stricture, iv. 168, 173. 

Resection of ribs, in bronchiectasis, iii. 394; 
in empyema, iii. 486; as palliative 
measure in mediastinal tumors, iii. 
503; for relief of dyspnea due to pressure 
of mediastinal tumors, iii. 503; for 
relief of intercostal neuralgia, iv. 357; 
as a therapeutic measure in chronic 
abscess and gangrene of lung, iii. 
445. 

Reserve power in hypertrophic heart, 
iii. 546. 

Residence, question of, in cardiac insuffi- 
ciency, iii. 680. 

Resistance, explanation of term in elec- 
trotherapeutics, i. 365. 

"Resistance powers" of body, i. 279. 

Resonator, i. 369. 

Resorcin, use of, in atrophic rhinitis, iii. 332; 
in gastric atony, iii. 172; in gastric lav- 
age for chronic gastritis, iii. 161 ; in irri- 
gation of bowels in chronic stage of ba- 
cillary dysentery, ii. 318; in leprosy, iv. 
832. 
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Resorclnol, use of, to relieve itching in var- 
icella, ii. 112. 

Respiration, action of strychnin upon, iii. 
615; art.ifimi.il, Si-v Artificial respiration; 
disturbance of, in tuberculous meningi- 
tis, iv. 374; effect of ['iifTcin series upon, 
iii. 602; influence of poisons upon, i. 144 ; 
methods of improving mechanics of, iii. 
434. 

Respirator, use of, lis protection against 
acute bronchitis, iii. 352; as protection 
against dust in certain occupations, iii. 



Respiratory 
upon, i. 296. 

RESPIRATORY EUHA111IAHSJIENT 



Respiratory exercises, i. 306; method of 
using, i. 304; use of, in chronic pulmo- 
nary emphysema, iii. 435. 

Respiratory organs, Anaphylactic reac- 
tion, in, v. 51; reflex cardiac neuroses 
caused by, iii. 781. 

Respiratory stasis, as indication for use 
of digitalis, iii. 587. 

H.ESP1KATUICY SYSTK.M, DISKASRS OF, filimilf.e 

in treatment of, i. 281 ; hydrotherapy for 
relief of, i. 625; massage and gymnastics 
for relief of, i. 304; Spa treatment for, i. 
665; X-ray therapy for relief of, i. 
557. 
Respiratory tract, upper, relation of 
general therapeutics to sjx>cial treatment 



of, i 



. 325. 



. 185. 



Respiratory type os 

Rest, as a therapeuti 

stage of tuberculosis, ii. 475, 478; in 
acute appendicitis, iii. 214; in acute dif- 
fuse peritonitis, iii. 315; in acute hemor- 
rhagic encephalitis, iv. 405; in acute 
hemorrhagic inferior polioencephalitis, 
iv. 408; in acute localized peritonitis, iii. 
310; in acute urethral gonorrhea, iv. 138; 
to affected area in neuritis, iv. 284; in 
bacillary dysentery, ii. 314; in brachial 
neuralgia, iv. 357; in cardiac insuffi- 
ciency, iii. 571; in cardiac neurasthenia, 
iii. 770; in chronic cholecystitis ami 
cholelithiasis, iii. 270; in chronic opium 
poisoning, ii. 615; in "colds" during 
tuberculosis, ii. 504; in continuous gast tie 
hypersecretion, iii. 106; in convalescence 



from pneumonia, ii. 254; in diphther 
ii. 267; in disease of eighth cranial nerve 
beginning within labyrinth, iv. 316; in 
exophthalmic, goiter, iii. 914; in "fatigua- 
bility" of neurasthenia, iv. 575; in gan- 
grenous or phagedenic chancre, ii. 409; 
in gastric hemorrhage, iii. 109; in gono- 
coccal infections, v. 607; in Graves' 
disease, v. 792; in hematemesis accom- 
panying cirrhosis of liver, iii. 288; during 
and after hemorrhage from lungs in 
tuberculosis, ii, 19o, 497; in Korsakow's 
psychosis, ii. 609; in laryngeal compli- 
cations of tuberculosis, ii. 187; in mul- 
tiple neuritis, iv. 326; 
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ii. 644; 
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336; in 


neuralgia 


due t< 


systemic 


causes, iv 


. 336; in 




of 


third, 


fourth, and sixth m 


rves, iv. 


308; 


in oo- 


cupation 


pareses, 


iv. 332 


in 


opi ie 


neuritis, 


v. 305; in 


pernicious a 





iii. 823; in poisoning by amanita phal- 
loides, ii. 045; in polymyositis, iv. 330; 
in pyelitis, iv. 86; in sciatica, iv. 297, 
299; in tropical gangrenous phagedena, 
iv. 884; in tuberculosis of mediastinal 
lymph nodes, iii. 506; for voice in acute 
laryngitis, iii, 338; for voice in chronic 
laryngitis with chorditis nodosa, iii. 340. 
Rest, absolute, as a therapeutic measure, 
in acute cerebral meningitis, iv. 372; in 
acute endocarditis, iii. 745; in acute 
myelitis, iv. 224; in acute myocarditis, 
iii. 749; in acute nephritis, iv. 31, 56; 
in aneurysm, iii, 764; in apoplectic form 
of vestibular vertigo, iv. 644; in asthenic 
bulbar paralysis, iv, 256; in beri-beri, iv. 
869; in blackwater fever, iv. 756; in 
cardiac insufficiency, iii. 571 ; in cere- 
bral embolism, iv. 402; in cerebral 
hemorrhage, iv. 391; in cerebral hemor- 
rhage accompanying chronic intersti- 
tial nephritis, iv, 71; in chronic paren- 
chymatous nephritis, iv. 31; in chronic 
myocardial in sufficiency due to over- 
stimulation, iii. 723; indications for, 
in neurasthenia, iv. 538; in laundry's 
paralysis, iv. 329; in malignant endo- 
carditis, iii. 746; in myasthenia gravis, 
iv. 509; in myocardial insufficiency, iii. 
715, 716, 7t>\ in obstetric paralysis, iv. 
292; in pericarditis, iii. 514, 515; 
phrenic neuritis, iv. 289; in p 
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rhagic anemias, iii. 808; in prophylaxis 
of acute endocarditis, iii. 744; in pul- 
monary thrombosis, iii. 411; in relief of 
hemorrhage complicating thoracentesis, 
iii. 479; for relief of occupation neu- 
roses, iv. 676. 

Rest, artificially induced, in spasmodic 
movements of tic, iv. 675. 

Rest, in bed, as a therapeutic measure in 
acute cystitis, iv. 120; in chlorosis, iii. 
811; in chorea minor, iv. 678; in chronic 
pancreatitis, iii. 298; indications for, in 
neurasthenia, iv. 539; in intestinal dis- 
orders, iii. 193; necessity for, in pleurisy, 
iii. 465; in pulmonary abscess and gan- 
grene, iii. 440; in severe cases of chronic 
enteritis, iii. 200. 

Rest, long-continued, a cause of chronic 
myocardial insufficiency, iii. 702; treat- 
ment of, iii. 724. 

Rest, after meals, in treatment of movable 
spleen, iii. 904. 

Rest, relative, as a therapeutic measure, in 
chronic myocardial insufficiency, due to 
obesity, iii. 725; indications for, in chron- 
ic parenchymatous nephritis, iv. 31; in- 
dications for, in neurasthenia, iv. 
539. 

Rest cure, in alimentary hypersecretion, iii. 
102; in atonic dilatation of 3tomach, iii. 
177; essential features of, iv. 545, 550; 
in gastric atony, iii. 169; for neuralgia, 
iv. 336; for relief of nervousness due to 
cerebral anemia, iv. 383; for relief of 
post-infectious headaches, iv. 622; for 
relief of tachycardia, iii. 787; in treat- 
ment of non-bleeding gastric ulcer, iii. 
123. 

Restlessness, as a characteristic symptom 
of neurasthenia, iv. 575; control of, in 
uremia, iv. 53; measures for relief of, in 
chorea minor, iv. 679. 

Restraint, method of applying, in delirium 
tremens, ii. 601. 

Retention of urine, due to chronic pros- 
tatitis, iv. 168; precautions against, in 
progressive paralysis of the insane, iv. 
495. 

Retention theory, of renal uremia, iv. 21, 
22. 

Retinitis, accompanying diabetes melli- 
tus, ii. 752. 

Retropharyngeal abscess, iii. 23. 



Revaccination, in typhoid fever, v. 196; 
value of, ii. 75. 

Rhagades of lip commissures, iii. 3; 
treatment of, iii. 4. 

Rheumatic fever, ii. 294; alkaline treat- 
ment of, ii. 303; and arthritis, ii. 291; 
complications of, ii. 303; diet in, ii. 300; 
drugs in, ii. 300; etiology of, ii. 295; 
as a common cause of pericarditis, iii. 
513; prophylaxis in, ii. 296; removal of 
causes of infection of, ii. 297; treatment 
of, ii. 298; treatment of joints in, ii. 
298; treatment of, by vaccines and 
sera, ii. 303; acute, vaccine therapy in, 
v. 175. 

Rheumatism, acute articular, gonococcal 
arthritis resembling, v. 590; biologic 
characteristics in, v. 510; causing facial 
paralysis, iv. 311; chronic (so-called), 
ii. 707; differentiated from gout, ii. 675; 
etiology of, v. 506; gonorrheal, See 
Arthritis, gonococcic; isolation of strep- 
tococci in, v. 507; massage and gymnas- 
tics in treatment of, i. 326; micro- 
organisms isolated in lesions of, v. 506; 
muscular, See Muscular rheumatism; 
as a predisposing cause of neuralgia, 
iv. 336; radium therapy for, i. 471; 
scarlatinal, See Arthritis, acute scarlat- 
inal; Spa treatment for, i. 667; specific 
therapy of, v. 511; streptococci cause 
of, v. 506, 507; syphilitic, See Arthritis, 
syphilitic; tonsils as source of infection 
of, ii. 297; use of thyroid gland for relief 
of, i. 701; vaccine therapy in, v. 179. 

Rheumatoid arthritis, electrotherapeu- 
tics for relief of, i. 414; hydrotherapy for 
relief of, i. 648. 

Rheumatoid diseases, influence of climate 
upon, i. 281. 

Rhinitis, acute, iii. 326; atrophic, iii. 330; 
chronic, iii. 328; membranous, iii. 329; 
vasomotor, See Hay fever. 

Rhinophyma, radiotherapy in, i. 474. 

Rhinorrhea, paroxysmal. See Hay fever. 

Rhinosclerene, use of, suggested in rhino- 
scleroma, iii. 332. 

Rhododendron, poisoning by, ii. 648. 

Rhubarb, use of, in chronic constipation, iii. 
233; in nephritis, iv. 33; to promote evac- 
uation of bowels in gastric atony, iii. 172. 

Rhubarb and phenolphthalein, use of, in 
diabetes mellitus, ii. 730. 
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Rhus aromatica. See Rhus toxicodendron, 
Rhus toxicodendron, use of, Tor enuresis, iv. 

122, 133. 
Rhus vernicifera, iv. 709. 
Rhythmicity of heaht muscle, iii. 533. 
Rice, relation between preparation of grain 

of, and causation of beri-beri, iv. 862; 

use of boiled, as article of invalid dietary, 



i. 653. 



i hcri-bcn. 



a article of ii 



Rice bran, infusions of, 
iv. 870. 

Rice and egg pudding 
lid dietary, i. 125. 

Rice pudding, as article of invalid dietary, 
i. 125. 

Richet, experiments of, on anaphylaxis, v. 
36; on transferable sensitization in ana- 
phylaxis, v. 96. 

Richfield springs, benefit from, in acute 
myelitis, iv. 228; in tabes, iv. 201. 

Rickets. See Rachitis. 

Ricketts, work by, on transmission of ty- 
phus fever, ii. 32. 

Riding on horseback, question of, in car- 
diac insufficiency, iii. 682. 

Riegel's pdlbe, iii. 566. 

Rigg's disease, See Pyorrhea alveo- 



, formula for, iii. 533. 

Ringer's solution for treatment of derma- 
toses of pregnancy, v. 825. 

'Ringworm of tongue," iii. 17. 

Kiolan, paracentesis of pericardium first 
suggested by, iii, 522. 

Riva-Rocci apparatus, for estimating 
blood pressure, iii. 557. 

Rivieka, the, climate of, for laryngeal tu- 
berculosis, iii. 345. 

Riviere and Moreland on autotoxic and 
localized tuberculosis, v. 342. 

Roberts, Sin William, investigations hy, 
on results of use of opium in India, ii. 
610. 

Robertson 7 , spread of infection in frambce- 
«a tropica prevented by, iv. 779. 

Robin's diet, for reduction of obesity, ii. 
783. 

Robinson, Dr. Samuel, apparatus devised 
by, for injection of gas in pneumo- 
thorax, ii. 532; on surgical treatment of 
bronchiectasis, iii. 394. 

Robinson's apparatus, for use of differential 
air pressure, iii. 446. 



Rochelle salts, use of, in acute alcohol ism, 
ii. 585; in cerebral hyperemia, iv. 386; 
in chronic alcoholism, ii. 591 ; in mem- 
branous rhinitis, iii. 330. 

Rocky Mountain spotted fever, ii. 558; 
bronchitis complied ting, ii 562; cerebro- 
spinal symptoms in, ii. 562; constipa- 
tion in, ii. 561 ; diet in, ii. 563; drugs in, 
ii. 561, 562; eruption of, ii, 562; etiolngv 
of, ii. 558; fever in, ii. .'Att ; puigrene in, 
ii. 562; general and local treatment 
of, ii. 560; geographical distribu- 
tion of, ii. 558; heart failure in, ii. 
562; hydrotherapy in, ii. 561; incuba- 
tion period of, ii. 560; introduction to 
subject of, ii. 558; lung complications 
of, ii. 562; nephritis complicating, ii. 
562; organism supposed to be cause of, 
ii. 558; pains in, ii. 561; p.ophylaxis 
against, ii. 559; quinine treatment of, ii. 
562; serum therapy in, v. 658; sum- 
mary of treatment for, ii. 563; trans- 
mission of, ii. 558; treatment of, ii. 560. 

Rodagen, 

Rodent ulcer, radium in treatment of, i. 
484; simulated recession of. v 

Rodents, species of, concerned 
mission of plague, iv. 834. 

Roentgenotherapy in Hodgkin'i 
v. 664. 

Roger, work of, on antistreptococcus 
v. 650. 

Rogers, investigations by, on pc* 

Rogers' and Beebe's serum, for Graves' 

ease, v. 794. 
Rogers' treatment of Asiatic cholera, iv. 

849; destruction of cholera toxins by, 
iv. 851; diet in, iv. 854; intraperitoneal 
injections in, iv. 850; intravenous in- 
jection in, iv. 850; with intravenous 
injections of hypertonic saline solution 
and administration of permanganate of 
potash, v. 291 ; potassium perman- 
ganate in, iv. 851; rectal injection in, 
iv. 850; solution for use in, iv. 851, 852; 
in stage of preliminary diarrhea and 
collapse, iv. 849; in stage of reaction, iv. 
852; subcutaneous injection in, iv. 850; 
technique of, iv. 850; temperature of 
injection in relation to temperature of 







'. 851; ' 



reaction relieved by, iv. 853, 



n during stage of 
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Roger's treatment of exophthalmic goiter, 
iii. 920. 

Rolleston, on length of time necessary for 
antisyphilitic treatment in syphilitic 
disease of liver, iii. 265; use of thyroid 
extract in dipsomania suggested by, ii. 
598. 

Romberg, researches conducted by, on 
acute vasomotor paralysis, iii. 751. 

Romberg's sign, in diagnosis of Friedreich's 
ataxia, iv. 215; in diagnosis of tabes, iv. 
188. 

Romer, intracutaneous quantitative tuber- 
culin test of, for tuberculin hypersensi- 
tiveness in animals, v. 348; on demon- 
stration of antibodies in sera of immune 
animals, v. 335; on identical effects of 
tuberculin from human, bovine and 
avian tubercle bacilli, v. 329; on relation 
between tuberculin reaction and hyper- 
sensitive reaction following reinocula- 
tion, v. 337; on actions of tuberculin, 
v. 328. 

Romer and Viereck on the influence of 
antitoxin in post-diphtheritic paralysis, 
v. 447. 

Rbmer's polyvalent serum, preparation and 
results of, in treatment of pneumonia, 
v. 477, 478; in ulcus corneae serpens, 
v. 502. 

Rongy, on induction of labor by human 
serum, v. 824. 

R6NTGEN CARCINOMA, 1. 520. 
R6NTGEN EXANTHEM, i. 518. 

Roentgen irradiation. See X-ray therapy. 
Rontgen method, of determining extent of 

chronic myocardial insufficiency, iii. 697. 
Rontgen ray, antagonism of radiant light 

and heat to, i. 447; therapeutic use of, in 

conjunction with electricity, i. 399. See 

also X-ray. 
Rosacea, vaccine therapy for, v. 633. 
Rose cold, etiology of, v. 673. 
Rose fever. See Hay fever. 
Rose's method, of applying adhesive 

plaster in visceroptosis, iii. 247. 
Rosenbach, A., on action of diuretics in 

fibrinous pleurisy, iii. 469; on action of 

iodids on transudates and exudates in 

pleurisy, iii. 470. 
Rosenburg, A., intratracheal injection 

first employed by, iii. 397. 
Rosenau on antianaDbvlaxis. v. 98. 



Rosenau and Anderson, experiments of, 
on anaphylaxis, v. 38; methods of sensi- 
tization of, in experimental anaphylaxis, 
v. 41; on dosage of sensitization in 
experimental anaphylaxis, v. 40; on 
influence of antitoxin in post-diphtheritic 
paralysis, v. 446; on specificity of sensi- 
tization in experimental anaphylaxis, v. 
42. 

Rosenbach, tuberculin of, v. 326. 

Rosenow, on alterations of biologic and 
cultural characteristics of pneumococcus 
by variation of media and environment, 
v. 204; results of, in vaccine treatment 
of Hodgkin's disease, v. 662; on virulence 
of pneumococci, v. 12. 

Rosenow and Hektoen, use of autolyzed 
vaccines by, in pneumonia, v. 491, 
492. 

Ross, on use of arsenic and mercury in 
scarlet fever, v. 647. 

Ross's theory, as to cause of beri-beri, iv. 
864. 

Rossbach, mechanism for compressing 
thorax devised by, iii. 435. 

Rost treatment of leprosy with "leprolin," 
v. 389. 

Roth on typhoid agglutination tests in 
tuberculosis, v. 211. 

Rothberger and Winterbury on func- 
tional cardiac disturbances in anaphylac- 
tic rabbit, v. 63. 

Rotky, experiments of, in anti-aggressive 
serum against cholera, v. 286. 

Roumanian method of serum-vaccine treat- 
ment of rabies, v. 732, 733. 

Round shoulder, as a cause of neuritis of 
ulnar nerve, iv. 291. 

Roussel law, effect of, in prevention of 
tuberculosis in France, ii. 438. 

Royx and Berger, cases of cardiolysis col- 
lected by, iii. 509. 

Roux and Borrel, on antitoxin injection 
treatment of tetanus, v. 460. 

ROUX AND WEIGERT THEORY OF BALANCE, 

iv. 182. 

Roux and Yersin on toxins of diphtheria, 
v. 434. 

Roux's method of standardization of diph- 
theria antitoxin, v. 437. 

Rovsing, use of unaltered vaccines by, for 
cancer, v. 776, 777; views held by, on 
cntcroptosis, iii. 215. 




Rovai. Victoria Hospital, treatment of 

pernicious 
Rubber bag dilator, devised by 

relief of idiopathic dilatation of esopha- 

Rubella. Sec German measles. 

Rubidium iodid, use of, in syphilis, ii. 3%. 

Rubinat water, use of, in biliousness, iii. 258. 

Ruck's watery extract treatment of tuber- 
culosis, v. 317- 

Rudolph's treatment of leprosy with nastin, 
v. 393. 

Ruoules, formula employed by, for lubri- 
cant used in catheterizing urethra, iv. 
158. 

Rubhah, report by, on use of thyroid gland 
for relief of enuresis, iv. 131. 

Rum and milk, use of, as expectorant in 
chronic bronchitis, iii. 373. 

Rumpel on convalescent scarlet fever serum 
therapy, v. 643. 

Rural retreat, treatment of neurasthenia 



in, iv. 570. 
Russian bath, 



i hydrotherapy, 



Russian 



umpire, mortality from small- 
pox in, before and after vaccination, 
ii. 97. 

Rcbso-Japanese War, typhoid losses of 
Russian army In, compared with losses 
from other causes, v. 188-189. 

Rutherfoord's treatment of leprosy with vac- 
cine of Williams' culture, v. 392. 

Saboureauh, experiments of, for acne bacil- 
lus, v. 624; system of X-ray therapy de- 
veloped by, for rel f of tinea and favus, 



Saboureaud and Noire 

eter, for measuring intensity of X-ray, 
i. 502. 

Saccharin, as substitute for sugar in dia- 
betes mellitus, ii. 726. 

Saccharomyces albicans, iii. 8. 

Saccharose, presence of, in diabetic urine, 
ii. 708. 

Sacco, Luigi, early work in vaccination 
by, ii. 58, 59. 

Sacquepee, Dr., on hypodermic adminis- 
tration of oxygen in acute respiratory 
conditions, iii. 364. 



Sahli, conditions included under respiratory 
stasis by, iii. 588; importance of in- 
fectious edema of lungs insisted upon 
by, iii. 407; on danger of rapid reactions 
in tuberculin treatment, v. 341; 
ties of cardiac stasis given by, 
587. 

Sahli's lavage of blood, iv. 5. 

Sahli's method, of giving morpliin ii 
appendicitis, iii. 214. 

Sakaaixhi and Watabiki oi 
tests with giiiiot-oci'us toxin* 

Salamandkin, iv. 699. 

Salicin, use of, in pericarditis, 

Salictl compounds, irritation of kidney 
caused by, iv. 56. 

Salicylate of mercury. See Mercury. 

Salicylate of physostigmin. See Pr 
tigmin salicylate. 

Salicylates, use of. in acute a! lacks of hydro- 
cephalus, iv. 465; in acute endocarditis, 
iii. 745; in acute myelitis, iv. 225; 
in beri-beri to produce diuresis, iv. 
S69; in chorea minor, iv. * > 7 S ; in chronic 
disease of labyrinth, iv. 317; in chronic 
myocardial insufficiency due to val- 
vular lesions, iii. 734; to deplete cir- 
culation in cerebral hyperemia, iv. 386: 
in diabetes mellitus, ii. 745; in influenzal 
type of nasal and frontal sinus head- 
aches, iv. 613; for irrigation of bladder 
in cystitis cumpliriiliug acute myelitis, 
iv. 227; in leprosy, iv. 832; in migraine, 
iv. 602; objections to, in aural vertigo, iv, 
316; in pericarditis, iii. 519; in pleurisy, 
iii. 467; in pyelitis with alkaline urine, 
iv. 90; to reduce temperature in acute 
cerebral meningitis, iv. 372; for relief of 
headache due to sunstroke, iv. 695; for 
relief of pain in acute polymyositis, ii. 
663; for relief of pain in arthropathies 
due to hemophilia, iii, 887; in rheuma- 
tism, ii. 300; in Rocky Mountain fever, 
ii. 561 ; in tetany, iii. 927. 

Salicylic acid, local use of. in alcoholic solu- 
tion for craw-craw, iv. 708; in leuko- 
plakia, iii, 19; in small-pox, ii, 49; in 
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scarlet fever, ii. 129; for vaccinated arm, 
ii. 73. 

Salicylic acid, use of, in chronic enteritis, 
iii. 199; in gastric atony, iii. 172; by 
lavage in chronic gastritis, iii. 161; in 
pleurisy, iii. 467, 468; by rectal injec- 
tion in chronic mucous colitis, iii. 207. 

Salicylic acid and related drugs, use of, in 
acute rheumatism, ii. 300; disagreeable 
symptoms following, ii. 302; in measles, 
ii. 151. 

Salicylic acid ointment, use of, in diabetic 
vulvitis, ii. 750; in ulcerating granuloma 
of pudenda, iv. 882; for vaccinated arm, 
ii. 73; in varicella, ii. 113. 

Salimbeni, serum therapy for Asiatic 
cholera tested by, iv. 848. 

Salimbeni and Orticoni, on treatment of 
Asiatic cholera, with serum enemata, v. 
293. 

Salimbeni's treatment of cholera cases in 
St. Petersburg, v. 291. 

Saline cathartics. See Cathartics. 

Saline diuretics, physiological action of, i. 
43. 

Saline infusions, use of, by hypodermic in- 
jection in malignant endocarditis, iii. 
746; in pneumonia in connection with 
inhalations of oxygen, ii. 238. 

Saline solution, normal, See Normal saline 
solution; intravenous injection of, See 
Injection, intravenous; rectal injection, 
of, See Injection, rectal; subcutaneous 
injections of, See Injection, hypodermic. 

Saline solutions, use of, in treatment of 
wounds, i. 613. 

Salines, effervescing, use of, contraindi- 
cated in nephritis, iv. 33. 

Salipyrin, use of, in measles, ii. 151; for 
relief of pain in acute polymyositis, ii. 
663; for relief of pain in neuralgia, iv. 
339. 

Salisbury method of diet, use of, in 
neurasthenia, iv. 544. 

Salivary glands, anaphylactic reaction in, 
v. 80. 

Salivation. See Mercurial stomatitis. 

Salol, use of, in acute rheumaticm, ii. 302; 
contraindicated in acute urethral gonor- 
rhea, iv. 139; to create intestinal anti- 
sepsis in chlorosis, iii. 814; in diarrhea 
complicating septicemia, ii. 283; in en- 
terocolitis complicating measles, ii. 161: 



followed by irritation of kidney, iv. 
28, 56; in glandular fever, ii. 572; in in- 
fantile diarrhea, ii. 319; in intestinal 
amebiasis, iv. 725; in pyelitis compli- 
cating acute myelitis, iv. 227; for relief 
of pain in Rocky Mountain fever, ii. 561 ; 
in serum sickness, v. 558; suggested in 
distomiasis, iv. 796; in Weil's disease, ii. 
568. 
Salol, and acid acetyl salicylate, use of, in 

acute nasopharyngitis, iii. 20. 
Salophen, use of, in herpes zoster, iv. 359; 
for neuralgia associated with gout, iv. 
337; for relief of headache due to cerebral 
thrombosis, iv. 399. 
Salpingitis, electrotherapeutics for relief 
of, i. 407; hydrotherapy for relief of, i. 
632. 
Salpinx-uterine-ovarian disease, hydro- 
therapy for relief of, i. 632. 
Salpyrin, use of, for relief of pain in neuritis, 

iv. 286. 
Salt, diffusion of, in solution, or osmosis, i. 

612. See also Sodium chlorid. 
Salt solution, prophylactic use of, in menin- 
gitis epidemics, v. 566. 
Salt-free diet, in ascites due to cirrhosis 
of liver, iii. 285; in epilepsy, iv. 664; in 
gastric hyperacidity, iii. 90; in scarlet 
fever, as preventive of nephritis, ii. 133; 
in tuberculous peritonitis with effusion, 
iii. 321. 
Salt-poor diet, i. 109; in acute nephritis, iv. 
59; in angina pectoris, iii. 770; in ne- 
phritis, iv. 36; value of, in arterio- 
sclerosis, iii. 758; value of, in diabetes 
insipidus, ii. 765. 
Salt rub, use of, in pellagra, ii. 660. 
Salt waters, common action of, i. 659; clas- 
sification of, i. 636. 
Salts, uses of, as food, i. 69; behavior of 
inorganic, in uremia due to nephritis, iv. 
22; inorganic, contained in urine, iv. 13. 
Salvarsan, comparative value of neosalvar- 
san and, ii. 430; contraindications to 
use of, ii. 431; dosage of, ii. 428; early 
history of, ii. 422; Herxheimer reaction 
following, v. 400; influence of, on Was- 
sermann reaction in syphilis, v. 137; in- 
tramuscular injections of, ii. 426; intra- 
spinous injections of, v. 410; intraspinal 
injections of neosalvarsan and, ii. 429.; 
intravenous administration of, ii. 422; 



IBEBAPEUSIS 



neosalvarsa n jidmintsiratkin of, ii. 428; 
preparations of, ii. 424, 426; properties 
of, ii. 422; provocative injections of, 
ii. 429; for pregnant syphilitic women, 
ii. 430; relative value of neoaalvarsan 
and, v. 409; use of, in blastomycosis, 
v. 426; use of, in syphilis of central 
nervous system, v. 108; use of serum con- 
taining, in syphilis, v. 410-418; with 
complement-containing serum of ani- 
mals, in treatment of leprosy, v. 388. 
See also Arsenobanzol. 

Salvarsaniied serum for intraspinal treat- 
ment of tabes ami paresis, v. 14. 

Sanatorium, Adirondack Cottage. See 
Adirondack Collage Sanatorium. 

Sanatorium treatment, for alcoholism, ii. 
590; for cardiac neurasthenia, iii. 777; 
for morphin habit, ii. 613; for neurasthe- 
nia and psychast.lienia, iv. 567; objec- 
tions to, in reduction of obesity, ii. 779, 
799; objections to, in tabes, iv. 212; ob- 
jections to, in tuberculosis complicated 
with diabetes, ii. 754; for tuberculosis, 



. 465. 



) of, i 



acute urethral 



iii. 251; for 
dispar, iii. 



Sandalwood oil, 

gonorrhea, iv. 140. 

Sandes, treatment of leprosy by, with sus- 
pension of killed leprosy bacilli, v. 391. 

Sanitation in prophylaxis against typhoid, 
v. 197, 

Santonin, use of, in asi'iiria.sis, 
destruction of tricocephalu 
255; in tricocephaliasis, iv. 

Santonin and castor oil, use of, 
■. 705. 



Sarcoma, fiodgkm's disease and, v. 663; 
use of unaltered vaccines in, v. 777. 

Sarcoma of low;, favorable results of op- 
eration for, iii. 448. 

Sarcomata, action of radium upon, i. 470; 
of brain, iv. 433; value of radium ther- 
apy for, i. 490; value of X-ray therapy 
for, i. 547. 

Sarcophagio.e, iv. 704, 705. 

Sargent system, for cultivation of certain 
groups of muscles, i. 334. 

Sauebbruch, differential air pressure es- 
tablished on therapeutic basis by, iii. 
446. 

Sauerbruch's negative pressure apparatus, 



Sauvac.es, on headache, iv. 606, 607. 
Savory custakd, as article of invalid diet 



Saxony, history of vaccination in, ii. 102 
apparatus devised by, i 



Sayre suspension apparatus, 
tabes, iv. 203. 

Scalp, reEex tenderness of, iv. 

Scanning speech, in multiple 
280. 

Slau Tifsinc, electrolysis in treatment of, 
397; radium in treatment of, i. 480. 

Scauknziii, use of insoluble salts of mer- 
cury in treatment of syphilis advanced 
by, ii. 376, 380. 

Scarification, employment of, for edema of 
glottis in acute nephritis, iv. 62; in 
edematous laryngitis, iii. 341. 

Scarlatina, hydrotherapy for relief of, 
637. 

Scarlatinal rheumatism. Sec Arthrit 
acute scarlatinal. 

Scahlet fever, ii. 114; antistreptococcic 
serum in, v. 645; arsenic in treatment of, 
v. 647; arthritis complicating, ii. 132; 
cardiac weakness complicating, ii. 127; 
cause of, ii. 114, v. 642; cerebral symp- 
toms in, ii. 127; cervical adenitis com- 
plicating, ii. 131; convalescent scarlet 
fever serum for treatment of, v. 643; 
diet in, ii. 123; disinfection in, ii. 120; dis- 
semination of, ii, 1 16; diuretics in, ii. 125; 
drugs in prevention of, ii. 123; febrifuges 
in, ii. 125; gargles in, ii, 125; gastrointes- 
tinal disorders complicating, ii. 132; 
hydrotherapy in, i. 216, ii. 125; hygienic 
measures in, ii. 123: inunctions in, ii. 124; 
isolation in, ii. IIS; medical treatment 
of, ii. 124; mercury in treatment of, v. 
650; mode of entrance of germ of, ii. 117; 
neosalvaraan in treatment of, v. 647; 
nervous symptoms in, ii. 127; nephritis 
complicating, ii. 132; nurse's duty as 
regards infection in, ii. 119; operative 
measures in, ii. 131, 132; otitis compli- 
cating, ii. 130; period of greatest infarc- 
tion in, ii. 117; persistence of virulence 
of, ii. 116: prevention of, in hospitals, 
ii, !21; prevention of, in schools, ii. 122, 
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126; preventive drugs in, ii. 123; pre- 
ventive inoculation for, ii. 123; pieven- 
tive treatment for, ii. 118; prophylactic 
measures against nephritis in, iv. 55; 
quarantine for, ii. 118, 121; respiratory 
complications and sequelae^ ii. 134; "re- 

< . turn oases 1 ' of, ii. 117; salvarsan treat- 
ment of, ii. 129; secondary complica- 
tions of, streptococcus, cause of, v. 632; 
secondary infections of, vaccine treat- 

... ment of, v. 646; sepsis complicating, 
ii. 128; serum treatment of, ii. 128; sick 
room in, ii. 118; sloughing of tonsils in, 
ii, 130; source of germs in, ii. 115; specific 
remedies in, v. 642; temperature in, ii. 
125; throat affections complicating, ii. 
129; treatment of attack, ii. 123; treat- 
ment of complications and sequelae, ii. 
129; treatment of convalescence in, ii. 
128; value of antistreptococcus serum in, 
v. 646. 

Scarlet fever, streptococcus vaccines as 
prophylactic measure in, v. 644; admin- 
istration of, v. 644; preparation of, v. 
644; results of, v. 644; statistics of, v. 
644; value of, v. 644. 

Scarlet fever serum, convalescent, for 
treatment of scarlet fever, v. 643; ad- 
ministration of, v. 643; negative effect 
of, on lesions of secondary scarlet fever 
infections, v. 644; preparation of, v. 643; 
. results from, v. 643. 

Stars op vaccination, ii. 74; value of, as 
sign of immunity, ii. 98. 

Schaffer,. effect of hypophysis preparations 
as. ..diuretic, in nephritis demonstrated 
by, iv. 49; epidemic of miliary fever re- 

, ported by*, ii. 575; evidence collected 

j t by, to cumulative effect of digitalis, iii. 

5 ,$85, 

•Schamberg,, ointment recommended by, 
for. itching in , diabetes mellitus., ii. 750. 

SCUAUDINN AND HojF,FMANN, discovery of 

Spirochaeta pallida by, ii. 352, iv. 472. 
Schede's operation, employment of, in 

empyema, iii. 486. 
Scheich infiltration, use of, as an anesthetic 

in performance of paracentesis, iii. 522. 
Scheube, on reaction of the Japanese to 

antipyretics, iv. 708. 
Schick's test of immunity to diphtheria, 

v. 441. 
Schiotz, on eradicating diphtheria bacilli 



from throat following attack, by use of 
staphylococcus inoculations, v. 409. 

Schistosomiasis, iv. 799; endemic hema- 
turia, iv. 799; intestinal schistosomiasis, 
iv. 801 ; katayama disease, iv. 802. 

Schistosomum haematobium, iv. 799. 

SCHISTOSOMUM JAPONICUM, iv. 802. 

Schistosomum mansoni, iv. 801. 

ScHiTTENttELM on anaphylactoid phenom- 
ena, v. 105. 

Schizophrenic, typical, iv. 595. ^ 

Schizotrypanum cruzi, iv. 768. 

Schlayer and Hedinger, investigations 
by, on causes of renal edema, iv. 16. v 

Schlippe's salt, use of, in trypanosomiasis, 
iv. 763. 

Schlosser, alcoholic injections into nerve 
, trunk introduced by, iv. 300; method 
of treating trigeminal neuralgia by al- 
cohol injections introduced by, iv. 342. 

Schl5sser*s deep alcohol injections, iv. 353. 

Schmidt, Adolph, on functional constipa- 
tion, iii. 223; test diet prepared by, for 
use in chronic enteritis, iii. 198; test 
proposed by, for estimating state of 
intestinal tract in tuberculosis, ii. 498; 
work by, on intestinal complications in 
tuberculosis, ii. 553. 

Schmidt, M., discovery of radium by, i. 460. 

Schmiedeberg, influence of, on pharmacol- 
ogy of digitalis, iii. 577. 

Schnoller on results of tuberculin treat- 
ment, v. 318. 

Scholz, on convalescent scarlet fever serum 
therapy, v. 643. 

Scholtz and Klingmuller on use of lepro- 
mata in treatment of leprosy, v. 390. 

School children, protection of, against 
tuberculosis, ii. 455. 

School education, importance of, as fac- 
tor in prophylaxis of the neuroses, iv. 
525. 

School, duty of, to teach injurious effects 
of alcohol, ii. 588; establishment of, for 
tuberculous children, ii. 456; prevention 
of measles in, ii. 144; prevention of 
scarlet fever in, ii. 122; prevention of 
tuberculosis in, ii. 449; prophylaxis of 
the neuroses in, iv. 526. 

Sciiorstein, Dr. Gustave, on strychnin 
for relief of insomnia in chronic bronchi- 
tis, iii. 374. 

Schott gymnastic exercises, i. 302, ii. 
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637; movements of arm in, iiL 643 
movements of ankle joint in, in- 644 
movement* of elbow joint in, iiL 643 
movement at finger joints in, iiL 644 
movements at hips in, iiL 644; move- 
ments at knee in, iiL 644; movements 
of trunk in, iiL 644; movements at 
wrist in, iiL 644; resistive exercises 
in, iiL 641; self-resistive exercises in, 
iiL 645. 

Schott treatment, use of, in bronchial 
asthma, iii. 382. 

ScHomnJLLER and Bartttrth, on use of 
vaccine in gonococcal pelvic infections, 
v. 617. 

Schroetter's tubes, passage of, in laryn- 
geal stenosis, iii. 349. 

Schbott's dry diet, use of, in pleurisy, iii. 
468. 

ScHULTZ, on anaphylactic reaction on 
smooth muscle of viscera, v. 75; on re- 
actions following use of gonococcal vac- 
cines, v. 602. 

SCHULTZE EYE, iv. 278. 

Schumacher, treatment of leprosy by, with 
nastin, v. 393. 

Schurupoff cholera serum, results with, iv. 
848, v. 290. 

Schwab and Allison, method of operation 
devised by, for relief of athetosis and 
contractures following cerebral palsies of 
children, iv. 415. 

Schwartz and McNeil, study of comple- 
ment-fixation by, in gonococcal infec- 
tions, v. 604r-606. 

Schweninger system, the, reduction of 
obesity by, ii. 781. 

Schwenk and Kutner, on allergic reac- 
tions in gonococcal infections, v. 601; 
on vaccine treatment of gonococcal 
arthritis, v. 613. 

Sciatic neuritis. See Sciatica. 

Sciatic pain, as symptom of diabetes mel- 
litus, ii. 751. 

Sciatica, i. 416, iv. 294; due to constitu- 
tional states, iv. 298; due to damage to 
nerve trunk, iv. 298; definition of, iv. 
294; electrotherapy for relief of, i. 416; 
injections into nerve trunk for relief of, 
iv. 300; due to intrapelvic disease, iv. 
298; massage and gymnastics for relief 
of, i. 311; radicular form of, iv. 295; 
sacroiliac form of, iv. 296; surgical 



treatment for, iv. 304; 
treatment for, nr. 299. 

Sclavo, antianthrax serum produced by, 
ii. 321; results of serum on mortality 
of anthrax reported by, iL 322. 

Sdavo's serum, v. 655. 

Sclerosis or aorta, association of with 
angina pectoris vera, iiL 767. 

Sclebosis or cerebellum. See Cerebel- 
lum. 

SCLEBOSBJ Or CORONARY ARTERIES. See 

Coronary sclerosis. 
Sclerosis, multiple. See Multiple sderosm. 
Sclerosis, primary lateral. See Paralysis, 

spastic spinal. 

Scopotanm, use of, in delirium tremens, ii 
603. 

Scotch doodle, use of , in neurasthenia and 
psychasthenia, iv. 558. 

Scotland, antituberculosis work in, iL 
436. 

Scotomata, as an accompaniment of oph- 
thalmic migraine, iv. 602. 

Scott, treatment of leprosy by, with nastin, 
v. 394. 

Scrofuloderma, X-ray therapy for relief 
of, i. 539. 

Scurvy, iii. 891; care of mouth in, iii. 892; 
definition of, iii. 891; diet for, iii. 892; 
due to lack of vitamines, i. 70; etiology 
of, iii. 891; infantile, iii. 893; prophy- 
laxis against, iii. 891; treatment of, iii. 
891; treatment of infantile form of, iii. 
893. 

Sea air, benefits of, in bronchoadenitis, iii. 
398; influence of, in neurasthenia, iv 
563. 

Sea-bathing, in bronchiectasis, iii. 393; con- 
traindicated, in parenchymatous nephri- 
tis with weak heart, iv. 30; contrain- 
dicated in pyelitis, iv. 87; in tuberculosis 
of mediastinal lymph nodes, iii. 506; 
use of, in light therapy, i. 439; value of, 
in diabetes mellitus, ii. 748; value of, 
in rachitis, ii. 804. 

Seasickness, as a form of labyrinthine 
vertigo, iv. 634. 

Seaside, change to, in cholera infantum, 
iii. 205. 

Sea voyages, value of, in treatment of 

tuberculosis, ii. 469. 
Sears, case of collapse and sudden death 

after thoracentesis reported by, iii. 481. 



GENERAL INDEX 



195 



Seasons, relation of, to spread of plague, 
iv. 835. 

"Second therapy," use of, in an X-ray 
treatment, i. 505. 

Secondary agents in psychotherapy, i. 600. 

Secondary anemia, acute, following hemor- 
rhage, transfusion of blood in, v. 811; 
classification of, v. 799; definition of, v. 
798. 

Secondary cutaneous symptoms of syph- 
ilis. See Syphilis. 

Secondary elaboration, as a part of dream 
mechanism in psychotherapy, i. 591. 

Secondary meningitis, v. 514. 

Secondary pneumonia. See Pneumonia. 
Secondary sinus thrombosis. See In- 
fectious sinus thrombosis. 

Secondary syphilitic meningitis, v. 404, 
405. 

Secretin, administration of, i. 776; artifi- 
cial preparations of, i. 776; origin of, i. 
776; preparations of, i. 777; use of, in 
diabetes mellitus, ii. 746. 

Secretin therapy, in diabetes mellitus, i. 
778; in digestive disturbances, i. 778; 
fundamental conditions of, i. 777; sum- 
mary of, i. 779. 

Secretion, changes in, due to hypnosis, 
i. 574. 

Section of posterior spinal nerve roots, 
for relief of contractures due to multiple 
sclerosis, iv. 281; for relief of late pain 
in herpes zoster, iv. 360. 

Sedative, warm bath as, i. 611. 

Sedatives, use of, in cerebral hyperemia, 
accompanied by restlessness, iv. 386; 
in cerebrospinal meningitis, v. 548; 
in chronic mucous colitis, iii. 207; in 
gastroptosis, to improve the nervous 
condition, iii. 182; in irritative gastric 
neuroses, iii. 188; in membranous en- 
teritis, iii. 210; in neurasthenia and 
psychasthenia, iv. 565; to prevent recur- 
rence of spasmodic laryngitis, iii. 342; 
for relief of insomnia due to brain 
tumor, iv. 447; for relief of insomnia due 
to sunstroke, iv. 695; for relief of pain 
due to bites of arthropods, iv. 701 ; for 
relief of restlessness due to cerebral 
hemorrhage, iv. 392; in serum sickness, 
v. 558. 

Sedatives, gastric, of no benefit in uremic 
vomiting, iv. 52. 



Sedentary life, relation of, to obesity, ii. 
773. 

Sehrwald and Reichert, experiments by, 
on intratracheal injections, iii. 397. 

Seidlitz powder, use of, in acute gastritis, 
iii. 155; in acute nephritis, iv. 56. 

Seigert's rule, in prophylaxis of measles, 
ii. 144. 

Seller's solution, use of, as mouth wash, in 
mumps, ii. 171. 

Seller's solution, use of, as spray, in acute 
bronchitis, iii. 358; during attack of hay 
fever, iii. 390; in chronic bronchitis, iii. 
373; in chronic laryngitis, iii. 340; in 
chronic rhinitis, iii. 329; for control of 
profuse expectoration in chronic bron- 
chitis, iii. 378; for irrigation in acute 
laryngitis, iii. 339; in ozena, iii. 336. 

Selecttve action, in radium, i. 468; in 
X-ray, i. 506, 513; of X-ray upon 
cancer cells, i. 541. 

Self-antagonizing method, of determin- 
ing extent of chronic myocardial in- 
sufficiency. See Herz method. 

Selmi, separation of poisonous alkaloids 
from food first effected by, ii. 632. 

Seminal vesiculitis, complicating acute 
urethritis, iv. 149. 

Senator, formula by, for food in gastric 
ulcer, iii. 129. 

Senega, use of, in acute bronchitis, iii. 
362. 

Senile keratosis, radiotherapy in, i. 479. 

Senn, Nicholas, radiotherapy first em- 
ployed by, in leukemia, iii. 855. 

Senna, use of, in cerebral hyperemia, iv. 
386; in chronic constipation, iii. 232; in 
chronic intestinal obstruction, iii. 242; 
in nephritis, iv. 33; for relief of trichi- 
niasis, iii. 254. 

Sensation, abnormalities of, as result of 
poison, i. 144; delayed, in diagnosis of 
tabes, iv. 189; disturbances of, in tongue, 
m. 2. 

Sensitization in anaphylaxis, heterolo- 
gous, v. 96; homologous, v. 96. 

Sensitized gonococcal vaccines, v. 609; 
reaction after, v. 611. 

Sensitized vaccines, v. 28; value of, v. 30. 

Sensitized vaccines in typhoid immuniza- 
tion of man, v. 30; action of, v. 30; prep- 
aration of, v. 30; use of, in gonococcal 
urethritis, v. 612. 
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Sensory disturbances, absence of, in 

Friedreich's ataxia, iv. 216. 
Sensory irritative phenomena, value of, 

in regional diagnosis of brain tumor, iv. 



Sensory paralysis, value of, 

diagnosis of brain tumor, iv. 438. 

Sf.pbin, as a cause of food poisoning, ii. 632. 

Sepsis, as a complication of scarlet fever, 
ii. 128; after operation for brain tuznor, 
iv. 452. 

Septic foci, importance of attention to, in 
prophylaxis of acute cerebral menin- 
gitis, iv. 372. 

Septic infection of oral origin, i. 168, 



Septic pneumonia, complicating cerebro- 
spinal meningitis, v. 563. 

Septicemia, as a complication of vaccina- 
tion, ii. 91; definition of term, ii. 278; 
due to fusiform bacilli, v. 637; gonococ- 
cal, See Gonococcal septicemia. 

Septicopyemia, ii. 278; definition of, ii. 278; 
diagnosis of, ii. 280; diet in, ii. 282; eti- 
ology of, ii. 279; gastric irritability in, 
ii. 283; organisms causing, ii. 279; pa- 
thology of, ii. 279; prognosis of, ii. 280; 
prophylaxis of, ii. 281 ; specific treatment 
of, ii. 281; surgical treatment of, ii. 281; 
symptoms of, ii. 2~\>; symptomatic trcatr 
ment of, ii. 282; treatment of, in general, 
ii. 281. 

Sera, immune, antianthrax, ii, 321; anti- 
diphtheritic, ii. 261; anti-influenza, ii. 
194, 210; antimeningitie, i. 281, ii. 200; 
antirabic, ii. 329; antistreptococcic, ii. 
183; antitoxic, i. 154, ii. 183, 636; anti- 
typhoid, i. 166,. ii. 7; bactericidal, i. 
161 ; Moser's, ii. 129; types of, in general, 
i. 168. 

Sera and vaccines compared, v. 567, 568. 

Serodiagnobis, value of, in brain syphilis, 
iv. 476. 

Serodiagnobis op pregnancy, dialyza- 
TiON method, k. 143; obtaining serum in, 
v. 143; preparation of placental albumin 
in, v. 143; technique of, v. 144; testing 
the dialyzera in, v. 143; value of, v. 
144. 

Serodiaunobib of whooping cough, v. 298. 

Serological diagnosis of typhoid fever, 
v. 206. 

Serological reactions, i agglutinins and 



precipitins, v. 602, 603; < 
fixation, v. BOB, 60S; in gonococcal infec- 
tious, v. 602; opsonins, v. 603. 

Serous effusion', accompanying pneumo- 
thorax, iii. 492. 

Seroub effusion, chronic, after-treatment 
of, iii. 483; diet in, iii. 484; hydrotherapy 
for relief of, iii. 484; of the pleura, iii. 
483; outdoor life in treatment of, iii. 
484. 

Serous meninoitib. Sec Meningitis. 

Kekha. isolation by. from leprosy wises, of 
anaerobic :ieid-frist organisms, v. 383. 

Serum, antianthrax, v. 655; antigonocoeeie, 
v. 618, 619; ant i meningitis, See Anti- 
meningitis serum; antipneumo coccus. 
See Antipueumococciis scrum; antirabic, 
v. 734-735, See also Antirabic serum; 
antitoxic, in treatment of hemorrhage, v. 
803; antistaphyJococcus, v. 654; anti- 
tumor, cytolytic effects of, on tumor 
cells, v. 758, 759; definition o(, 
Dcutsehmann's, v. 654; in diagnosis of 
sporotrichosis, v. 423, 424; human 
induction of labor, v. 824; normal, See 
Normal serum; normal, in treatment of 
intoxications of pregnancy, v. 826; 
normal horse, in treatment of intoxica- 
tions of pregnancy, v. 827; obtaining of, 
for diagnosis, v. 117; separation of, in 
large quantities, v. 118; separation of, in 
small quantities, v. 117; relative avidity 
of, v. 755, 756; relative specificity of, 
v. 755, 756; Homer's polyvalent, for 
pneumonia, v. 477, 478; Sclavo's,.v. 653. 

Serum of animals, complement-containing, 
with salvarsan, in treatment of leprosy, 
v. 388. 

Serum, antimeningitie, 

spinal meningitis, ii, 200; in disease 
eighth cranial nerve, iv. 315. 

Serum, antistreptococcus, i. 163; use 
in malignant endocarditis, iii. 746. 

Serum, artificial, transfusion of, in funicular 
myelitis, iv. 232; use of, as a coagulant 
in hemophilia, iii. 878. 

.Serum, heated, Wassermann system with, 
v. 132. 

Serum, horse's, use of, lo control e] 

iii. 336; to control hemorrhage in hem- 
orrhagic measles, ii. 155; in trypano- 
somiasis; iv, 764; in tuberculous kidney, 
iv. 117. 
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Sexism, human, subcutaneous injection of, 
in chronic pancreatitis, as prophylactic 
.against hemorrhage at operation, iii. 
300. 

Serum, human, immune, i. 170. 

Serum, immune, of dysentery, v. 259; pro- 
duction of, v. 259. 

Serum, streptococcus, use of, in typhus 
fever, ii. 37. 

Serum, Trunecek's. See Trunecek's serum. 

Serum agglutination test for typhoid 
fever, v. 206; degrees of agglutinability 
depending on media bacilli are grown in, 
-v. 208; duration of reaction in, v. 207; 
method of procedure in, v. 206; per- 
sistence of reaction an index to immunity 
in, v. 208; precautions in, v. 209; re- 

1 action in, v. 209; reaction in, compared 

' with that for allied bacteria, v. 209; 

with suspension of dead bacilli, v. 208. 

Serum disease, anaphylactic manifestations 
of, in man, v. 90; treatment of, v. 103. 

Serum enemata in Asiatic cholera, v. 293. 

Serum-fastness, contributing causes of, 
v. 12; definition of, v. 11. 

Serum reactions, in diagnosis of glanders, 
v. 659. 

Serum sickness, complicating cerebrospinal * 
meningitis, v. 554-558; precautions 
against, v. 568, 569; prophylaxis against, 
v. 557; treatment of, v. 557, 558. 

Serum therapy, in acute myelitis, iv. 228; in 
acute purpura, iii. 874;- in acute rheu- 
matism, ii. 303; in anemia and hemor- 
rhagic diseases, v. 802-805; in anthrax, ii. 
321, v. 655; in Asiatic cholera, iv. 848, v. 
280; in bacillary dysentery, ii. 311; 
in blackwater fever, iv. 757; in cerebro- 
spinal syphilis, v. 409-419; in chlorosis, 
iii. 820; of chronic arthritis, v. 176; in 
chronic bronchitis, iii. 372; in chronic 
purpura, iii. 875; for control of gastric 
hemorrhage, iii. 113; in dysentery, v. 
260; dosage in, v. 262; in erysipelas, ii. 
276; in epididymitis, v. 619; in epilepsy, 
impossibility of, iv. 663; in exophthal- 
mic goiter, iii. 919; in general bacteriemia 
preceding and during course of meningi- 
tis, v. 535-540; in glanders, ii. 348; 
in gonococcal infections, v. 606, 607, 618, 
619; in Graves' disease, v. 793-794; in 

' - hemorrhagic diseases of the newborn, v. 
822; in hemorrhagic diseases with fibro- , 



gen insufficiency, v. 796; impossibility of, 
in epilepsy, iv. 663; in influenza, ii. 186; 
in influenza meningitis, ii. 210; in lep- 
rosy, iv. 830, v. 387; in Malta fever, v. 
661; in membranous pharyngitis, iii. 27; 
in micrococcus aureus infections, v. 654; 
in multiple sclerosis, iv. 281 ; of myositis, 
v. 176; in pernicious anemia, iii. 838; in 
phlegmonous pharyngitis, iii. 29; in 
plague, iv. 842, v. 266; in pneumococcus 
infections, v. 473-487; in pneumo- 
coccus meningitis, ii. 210; in prothrombin 
insufficiency, v. 798;. in rabies*, v. 734- 
741; in Rocky Mountain fever, v. 658; 
in scarlet fever, ii. 128; in septicopy- 
emia, ii. 282; in small-pox, ii. 52; in 
staphylococcus infections, v. 654; in 
staphylococcus meningitis, ii. 211; in 
streptococcus meningitis, ii. 210; in 
syphilis, ii. 433; of systemic diseases, v. 
174; in tabes, iv. 196; in tropical relaps- 
ing fever, iv. 775; in trypanosomiasis, iv. 
764; in tuberculosis, ii. 521; in tubercur 
lous meningitis, ii. 209; in ulcus cornea 1 
serpens, v. 502; use of normal serum .in, 
i. 171; use of types of immune sera in. 
i. 168; of uterine bleeding, v. 823; in 
whooping-cough, v. 308. 

Serum therapy in cancer, clinical data on, 
v. 773-775; experimental data on, v. 
751-762; Vidal's technique of, v. 772, 
775. 

Serum therapy in cerebrospinal meningitis, 
ii. 200; effect of, on cerebrospinal fluid, 
v. 520, 521; technique of, v. 414-418; 
response to, v. 561, 562. 

Serum therapy in epidemic cerebrospinal 
meningitis, ii. 205, v. 521-540; in chronic 
cases, ii. 209; frequency of administra- 
tion of, ii. 206; indications for use of, ii. 
204; in protracted cases, ii. 207; in 
relapses, ii. 207; in resistant cases, ii. 20&; 
size of dose in, ii. 205; technique of 
administration of, ii. 205. .-t- • 

Serum therapy in hemophilia, iir. 879; kind 
of serum employed in, iii:* 880; intra- 
venous method of using, iii. 880; local 
use of, iii. 881; mode of administration 
of, iii. 880; subcutaneous method of 
using, iii. 880. 

Serum therapy in hemorrhagic diseases, 
i. 172, v. 822; dosage of serum in, v. 824; 
obtaining of blood in, v. 823; preparation 
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of defibrinated blood for, v.S2li; prepjira- 
tion of aerum for, v. 822; selection of 
donor in, v. 821. 

Serum therapy in pneumonia, ii. 23S; 
effects of, i. 178, v. 484-185; experi- 
mental studies on, v. 475-476; summary 
of, v. 486-487; use of camphor with, 
v. 501. 

Serum therapy in purpuras, iii. 873; in 
acute purpura, iii. 874; in chronic 
purpura, in. 875; in post-typhuidal 
purpura hemorrhagica, iii, 875. 

Serum therapy in typhoid fever, v. 226; 
immune scrum in, v. 226; norma! human 
serum in, v. 226; serum of convalescents 
in, v. 227. 

Serum-vaccine treatment of rabies, Mario's 
method of, v. 733; Roumanian method 
of, v. 732, 733. 

Seton vaccinations, v. 21. 

Sew all, researches of, in snake venom anti- 
sera, v. 747. 

Sex-glands in organotherapy, i. 804; corpus 
luteum, i. 814; extirpation of ovaries, i. 
810; extirpation of testicles, i. 805; 
function of interstitial cells, i. 807 ; 
hypergenitalism, i. 807; mutual an- 
tagonism of ovarian and testicular 
neuroses, i. 816; ovarian extracts, i. 
817; ovaries, physiology of, i. 810; rela- 
tion of interstitial cells of testes to 
cortical cells of adremils, i. Si 17; relation 
of thymus glands to, i. 726, 729; testes, 
i. 804; testes extracts, i. 808; trans- 
plantation of ovaries, i. 812; trans- 
plantation of testes, i. 800. 

a factor in functional 
:. 584, 586, 587. 

SEXOAL COEITICIENT, IV. 178. 

Sexual contact, transmission of leprosy 
by, iv. 827. 

Sexual excesses as a cause of reflex car- 
diac neuroses, iii. 781. 

Sexual hygiene, in acute gonorrhea, iv. 138; 
in chronic gonorrheal urethritis, iv. 154. 

Sexual inbtinct, as a factor in psychas- 
thenia, iv. 585. 

Sexual neurasthenia, as a cause of pain 
in bladder, iv. 122. 

Sexual organs, effects of X-rays upon, i. 
525; reflex cardiac neuroses associated 
with, iii. 781; relation between secretion . 
of, and body weight, ii. 774; relation of, 



to diseases of pituitary body, iii. 933; 


relation of, to phrenocardia, iii. 788. 


Sexual re 


lations, in spread of ulcerating 


granulo 


ma of pudenda, iv. 882. 


SlOYUtX, OI 


results of operation for sarcoma 


and car 


;inoma of lung, iii. 448. 


Shattuck 


and Whittkmure, on cutaneous 


reactions following use of gonococcal 




, v. 602. 


ShEEI'-POX 


ii. 55. 


Sheep seru 


m, in treatment of Graves' dis- 



Sheet, wet, use of, in chlorosis, iii. i 

Sheet bath, uses of, in hydrotherapy, 

Shell-fish, poisoning by, ii, 642. 

.Siubayaha,oii causation of beri-beri, : 

Shiga, on bacteriolytic action of anti- 
dysenteric scrum, v. 250; determination 
by, of c;uus;!l ii^i-nt in epidemic dysen- 
tery, ii. 306; discovery of dysentery ba- 
cillus by, v. 249; first preparation of 
dysentery immune serum by, v. 260; 
preparation of i mm inw serum by, for 
use in epidemic dysentery, ii. 311; 
preparation of plague vaccine by, for 
immediate use, iv. 840. 

Shioa bacillus, ii. 307. 

Shiga's polyvalent serum of dysentery, 
suits of, v. 260. 

Shioa-Kruse dysentery bacillus, 

Shima mushi, iv. 708. 

Ship fever. See Typhus fever. 

Shock, blood pressure lowered by, 

danger from, after operation for brain 
tumor, iv. 452. 

"Rick headache." See Migraine. 

Sieber-Schoumow, B. piscidus agjlis 
lated by, from fish, ii. 641. 

Siegel's inhaler, use of, in acute bronchitis, 
iii. 363. 

Siegrist's method, of applying hot fomenta- 
tions in sciatica, iv. 299. 

"Siquatera," ii. 631. 

Silk thread, use of, as guide in passing 
esophageal dilators, iii. 49, 60, 62. 

Sill, on vaccine treatment of whooping- 
cough, v. 299. 

Silver, organic salts of, use of, in t 
gonorrhea, iv. 137, 144; in chronic 
orrheal urethritis, iv. 155. 

Silver, poisoning bt, i. 712. 

Silver City, climate of, for laryngeal 
tuberculosis, iii. 345. 
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Silver nitrate, use of, in acute nasopharyn- 
gitis, iii. 20; in acute tonsillitis, ill. 31; in 
acute uvulitis, iii. 24; as antiseptic wash 
after passage of urethral sound, iv. 169; 
as application to verumontanum in post- 
gonorrheal neuroses, iv. 174; in Bednar's 
aphthae, iii. 8; in cauterization of bite 
by rabid animal, ii. 326; in chronic laryn- 
gitis, iii. 340; in chronic myelitis, iv. 230; 
in chronic nasopharyngitis, iii. 21; in 
chronic pharyngitis, iii. 22; in chronic 
rhinitis, iii. 329; in chronic stage of 
bacillary dysentery, ii. 317; in continu- 
ous gastric hypersecretion, iii. 106; in 
diabetic vulvitis, ii. 750; by enemata in 
chronic mucous colitis, iii. 207; in foot 
and mouth disease, ii. 579; in gonorrheal 
stomatitis, iii. 15; for inflammation of 
. cornea in small-pox, ii. 50; by injection 
into kidney, in pyelitis, iv. 91; by injec- 
tion to promote closure of pancreatic fis- 
tula, iii. 307; by installation in acute pos- 
terior urethritis, iv. 149; by instillation 
after passage of urethral sound, iv. 162, 
169; by installation in chronic gonorrheal 
urethritis, iv. 160, 161 ; by instillation in 
post-gonorrheal neuroses, iv. 174; by 
instillation for relief of irritable stric- 
ture of urethra, iv. 173; for irrigation of 
bladder in acute cystitis, iv. 120; for 
irrigation of bladder in cystitis compli- 
cating acute myelitis, iv. 227; for irriga- 
tion of bladder in edemic hematuria, 
iv. 801 ; for irrigation of colon, in ulcer- 
ative colitis, iii. 211; for irrigation of 
urethra after passage of urethral sound, 
iv. 162; by irrigation in tuberculosis of 
intestines, ii. 501 ; by intralaryngeal ap- 
plication in chronic laryngitis, iii. 341; 
in lavage for chronic gastritis, iii. 160; 
in membranous rhinitis, iii. 330; in 
mercurial stomatitis, ii. 372; in mu- 
cous patches, ii. 413; in multiple sclero- 
sis, iv. 281; in non-bleeding gastric 
ulcer, iii. 136; in oriental sore, iv. 772; in 
pharyngeal cough of tuberculosis, ii. 
491; in phlegmonous pharyngitis, iii. 29; 
by rectal injection in acute stage of 
bacillary dysentery, ii. 317; to relieve 
hematemesis in pernicious anemia, iii. 
744; in rhagades of lip commissures, iii. 4; 
in syphilis of mouth, iii. 15; in syphilis of 
upper respiratory tract, iii. 349; in syphi- 



litic onychia, ii. 414; in tabes, iv. 195; in 
tertiary syphilitic lesions of mucous and 
mucocutaneous surfaces, ii. 412; in 
throat affections complicating scarlet 
fever, ii. 130; in urethroscopic treat- 
ment of chronic gonorrheal urethritis, iv. 
166; without value in spastic spinal 
paralysis, iv. 270; in Vincent's angina, 
iii. 39. 

Silver nitrate, fused, use of, in chronic 
nasopharyngitis, iii. 21. 

Silver nitrate, solid stick of, use of, to con- 
trol epistaxis, iii. 335; in acute ulcerous 
gingivitis, iii. 11. 

Simaruba, use of, in bacillary dysentery, ii. 
317. 

Simmons and Frankel, first to attempt 
typhoid immunity by means of inocula- 
tions, v. 178. 

Sims' position, use of, for administration 
of enemata in intestinal amebiasis, ir 
725. 

Sinapisms, use of, in acute hemorrhagic in- 
ferior polioencephalitis, iv. 408, in cere- 
bral anemia, iv. 382; in hydrocephalus, 
iv. 465; as stimulant in cerebral hyper- 
emia, iv. 387; as a stimulant in marantic 
thrombosis, iv. 427. 

"Singer's nodes," iii. 340. 

Sinoauricular heart block, iii. 566. 

Sinus drainage, in hydrocephalic con- 
ditions, v. 544. 

Sinuses, infections of, vaccine therapy in, 
v. 639. 

Sinus, frontal, irrigation of, in acute sup- 
purative inflammation, iii. 335. 

Sinus, nasal. See Nasal sinuses. 

Sinusoidal current, determining character- 
istics of, i. 375; use of, as electro- 
mechanical method, i. 388. 

Sinus thrombosis, iv. 426; infectious sinus 
thrombosis, iv. 427; introductions to sub- 
ject of, iv. 426; marantic sinus throm- 
bosis, iv. 426; types of, iv. 426. 

Siphonage, use of, in thoracentesis, iii. 475. 

Sippy, Bertram W., method introduced 
by, for dilating cicatricial stenosis of 
esophagus, iii. 49; rubber-bag dilator in- 
vented by, iii. 59; use of method in car- 
cinomatous stenosis of esophagus, iii. 
54. 

Siriasis. See Insolation. 

Sitotoxibmus, ii. 649. 
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"Situation," definition of, in psycho- 
therapy, iv. 683. 

Sitz bath, use ^f, in chlorosis, iii. 814; in 
chronic cerebri!.! hyperemia, iv. 387; in 
hydropathy, i. 620. 

Sitz bath, cool, use of, for relief of uro- 
genital symptoms in lubes, iv. 201. 

Site- bath, hot, use of, for relief of impassible 
urethral slrirture will! retention, iv. 172; 
for relief of painful urination in acute 
urethral gonorrhea, iv. 142. 

"606." .See Arsenobenzol. 

Size, influence of, on food requirement., i. 
74. 

Skeletal hybtem, effect of massage upon, 

Skin, administration of mercury by, in 
syphilis, ti. 374; effect of cold upon, i. 
608; effect, of heat upon, i. Oil; effect of 
radiant energy upon, i. 437; effect of 
X-rays upon, i. 518, 521; elimination 
through, in cardiac insufficiency with 
general anasarca, iii. 678: elimination 
through, in chronic interstitial nephritis. 
iv. 68; elimination through, as prophy- 
lactic measure against pulmonary ede- 
ma in nephritis, iv. 54; elimination 
through, in uremia, iv. 51; importance 
of care of, in nephritis, iv. 32; puncture 
of, See Puncture of the skin. 

Skin, disturbances of, administration of 
thyroid gland for, i. 701; due to arseno- 
benzol used in syphilis, ii. 401; as a 
complication <>f diphtheria, ii. 271; due 
1 (p hydrnrgyrism, i*. 371; influence of 
climate upon, i. 283; in varicella, i. 
112. 

Skis disease, X-ray therapy for, when 
due to fungi, i. 530; when originating 
in glandular elements, i. 532; when 
originating in hair follicles, t. 534. 

Skin grafting, employment of, in tropical 
phagedenic ulcer, iv. 884. 

Skin lesions, in gonococeemia, v. 588; as 
result of poison, i. 673. 

Skin pustules, protection of, in plague, iv. 
843. 

Skipping the rofe, injury done by, in 
cardiac insufficiency, iii. 6S2. 

Slaked lime, inhalation of vapor from, in 
membranous laryngitis, iii. 343. 

Sleep, importance of, in arteriosclerosis, 
ui. 760; importance of, in cardiac insuf- 



ficiency, I 



6113; importance of, in car- 



diac neurasthenia, iii. 776; importance 
of, in neuritis, iv. 286; methods of 
securing, in delirium tremens, ii. 601; 
physiology of, iv. 570. 

Sleeping sickness, iv. 758. 

Sleeplessness. >S'ee Insomi 

Slow pulse, as a symptom of brain tumor, 
iv. 435. 

Small-pox, ii. 40; control of itching in, 
ii. 49; definition of, ii. 40; delirium in, 
48; diet in, ii. 40; disposal of dead in, 
45; edema of idol Ms ii implicating, ii. I 
eruption in, ii, 48; erysipelas complica- 
ting, ii. 45, eyes and their care in, ii. 
50; history of, ii. 40; immunity from, 
ii. 41; incubation period of, ii. 43; infec- 
tive period in, ii. 41 ; inflammation of 
iarynx complicating, ii. 51; inflamma- 
tion of tongue complicating, ii. 51; in- 
oculation for, ii. 52; insomnia in, ii. 48; 
organism causing, ii. 41 ; pain as a 
symptom of, ii. 47; physician's duty in, 
ii. 44; potassium pi-rirtaugiinata treat- 
ment of, ii. 51; prophylaxis in, ii. 43; 
quarantine in, ii. 43; red light treat- 
ment of, ii. 51; serum treatment of, ii. 
52; suppuration in, ii. 48; susceptibility 
to, ii. 41; synonyms for, ii. 40; tempera- 
ture in, ii. 47; throat disturbances 
47; tracheotomy in, ii. 51; ti 
of, ii. 42; treatment of, 
for, ii. 43, 45, See oho Vaccination 

Smallpox hospital, ii. 43. 

Small-pox virus, diluents for, 
preparation of, ii. 62, 63; 
of, ii. 65; use of rabbit for, 

Smiley, on treatment of act 

Smith, Eustace, mouth was 

mumps suggested by, ii. 171. 
Smith, Dr. James, experiments by, on 

oeulation for small-pax, ii. OK 
Smith, Nathan, early employment 

hydrotherapy hy, in general infectii 

ii. 16; on fan bath in typhoid fe' 

ii. 18. 
Smith, R. H., views held by, 

based on X-ray investigation, 
Smith, Theobalu, active immunity 

diphtheria produced by, with 

antitoxin mixtures, 

of, on anaphylaxis, 
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regarding relation of duration of im- 
munity and proportion of toxin and anti- 
toxin in immune sera, v. 9; on indica- 
tions for and against use of vaccines, v. ., 
27; on treatment of acne cases with vac- 
cine, v. 631. 

Smoke, morbific influence of, i. 276. 

Snake venoms, action of hemagglutinins 
of, in blood system, v. 743; action of 
hemolysins, v. 746; action of hemor- 
rhagin, v. 746; action of neurotoxins, v. 
746; amount of injection of antisera for, 
v. 747; antisera for, v. 746; effect of anti- 
toxin in, upon kidneys, iv. 14, 15; history 
of researches on, v. 743; toxic con- 
stituents of, v. 743. 

Snakes, poisonous, varieties of, iv. 697. 

Soamin, use of, in kala-azar, iv. 770; as 
substitute for atoxyl in trypanosomiasis, 
iv. 762. 

Soap solution, effect of, on pneumococcus, 
v. 13. 

Sobernheim and Seligman, on alteration 
of biologic and cultural characteristics of 
typhoid bacillus by variation of media 
and environment, v. 203. 

Social customs, influence of, in causation 
of alcoholism, ii. 586. 

Soda, washing, external use of, for itching 
in diabetes mellitus, ii. 749. 

Soda benzoate, use of, in asthenic form of 
measles, ii. 153; in destruction of filaria . 
bancrofti, iv. 803; by hypodermic in- 
jection in toxemia complicating acute 
diffuse peritonitis, iii. 318. 

Sodii nitris. See Sodium nitrite. 

Sodium acetate, use of, as diuretic in hydro- 
pericardium, iii. 525; in nephritis, iv. 
48. 

Sodium aminophenylarsenate. See Soamin. 

Sodium arsenate, use of, in preventive 
treatment of boils in diabetes mellitus, 
ii. 750. 

Sodium biborate, use of, as douche for nose 
or throat, iii. 21 ; in gastric hyperacidity, 
iii. 95. 

Sodium bicarbonate, use of, in acidosis 
during diabetes mellitus, ii. 742; in 
acute rheumatism, ii. 303; in acute ton- 
sillitis, iii. 31; in acute urethral gonor- 
rhea, iv. 139; in chronic gastritis, iii. 160; 
in cirrhosis of liver, in milk, iii. 281; in 
constipation associated with gastric hy- 



persecretion, iii. 95; in diabetic coma, ii. 
742; for disinfection of mouth in measles, 
ii. 148; for disinfection of mouth in small- 
pox, ii. 47; by gastric lavage in acute al- 
coholism, ii. 585; by gastric lavage in 
acute gastritis, iii. 154; by gastric lavage 
in gastric hypersecretion, iii. 98; in 
herpes of mouth, iii. 7; by intravenous 
injection in diabetic patients under in- 
fluence of a general anesthesia, ii. 756; 
as nasal douche in membranous rhinitis, 
iii. 330; objections to, in gastric hyper- 
acidity, iii. 93;, pancreatic secretion 
diminished by„ui. 307; in pneumonia, ii. 
234; for relief of painful erections and 
chordee in acute urethral gonorrhea, iv. 
141; in serum sickness, v. 558; in 
thrush, iii. 9; in treatment of morphin 
habit, ii. 620. 

Sodium bicarbonate and calomel, use of, in 
pneumonia, ii. 228. 

Sodium bicarbonate and nux vomica, use of, 
in acute alcoholism, ii. 589. 

Sodium bicarbonate and salicylic acid, use 
of, in pericarditis, iii. 519. 

Sodium borate, use of, in reduction of obes- 
ity, ii. 797; as spray in acute glossitis, 
iii. 17. 

Sodium bromid, use of, in apoplectic form 
of vestibular vertigo, iv. 629; in enuresis 
associated with night terrors, iv. 133; in 
measles, ii. 152; to prevent recurrence 
pf spasmodic . laryngitis, iii. 342; for 
relief of headache due to erysipelas, ii. 
284; for relief of insomnia due to brain 
tumor, iv. 447; for relief of laryngismus 
stridulus in rachitis, ii. 805; in treatment 
of morphin habit, ii. 620; in varicella, ii. 
113. 

Sodium bromid and chloral hydrate, use of, 
for relief of headache accompanied by 
convulsions or delirium in cerebral 
thrombosis, iv. 399. 

Sodium bromid, elixir of, use of, for relief 
of headache due to toxemia, iv. 620. 

Sodium cacodylate, use of, by hypodermic 
injection in acquired spinal progressive 
muscular atrophy, iv. 248; by hypoder- 
mic injection in multiple sclerosis, iv. 
281 ; by hypodermic injection in neuras- 
thenia, iv. 566; by hypodermic injection 
in syringomyelia, iv. 279; by. intramus- 
cular injection in pernicious anemia, iii. 
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828; for neuralgia due to anemia, iv. 
336. 

Sodium chlorid, restrict ion of, in diet in 
acute nephritis, iv. 59; restriction of, in 
diet in chronic interstitial nephritis, iv. 
6f5; restriction of, in diet in chronic 
parenchymatous nephritis with edema, 
iv. 65; restriction of, in diet in nephritis, 
iv. 35; retention of, in body a cause of 
edema, iv. 18; solution of, See Saline 
solution; as test in diabetes insipidus, ii. 
762. 

Sodium chlorid, use of, its cutaneous stimu- 
lant in tabes, iv, 211(1; by gastric lavage, 
iii. 152; in ] n i l l:itrr;i . ii. I'ifitl; for prevention 
of anaphylactic reaction, v. 100. 

Sodium chlorid waters, use of, in depres- 
sive disorders of p;istrii.' secretion, iii. 
151. 

Sodium citrate, use of, in acidosis during 
diabetes mellitus, ii. 742; in acute rheu- 
matism, ii. 303; for control of vomiting 
in whooping-cough, ii. 180; in diabetic 
coma, ii. 742; in gastric hyjieraciility, 
iii. 95. 

Sodium hypochlorite. 
solution. 

Sodium hyposulpbate, 



See Labanuque 



vith glvceri 
i. 18. 



i geographical tongue, 



Sodium iodid, use of, in aneurysm of cere- 
bral arteries, iv. 457; in arteriosclerosis, 
iii. 761; in compression bulbar paralysis 
due to aneurysm, iv. 504; in glandular 
enlargement accompanying rachitis, ii. 
807; in goiter, iii. 911; in hydrocephalus, 
iv. 465; in syphilis, ii. 396. 

Sodium nitrite, use of, in angina pectoris, 
iii. 769; in cardiac insufficiency, iii. 606, 
607; in chronic interstitial nephritis, iv. 
69; in control of hemorrhage from 
pulmonary tuberculosis, ii. 496; in neu- 
ralgia due to arteriosclerosis, iv. 336; in 
neurasthenia with high arterial tension, 
iv. 566; for relic! of dyspnea in chronic 
interstitial nephritis, iv. 70; to reduce 
hypertension in nephritis, iv. 46. 

Sodium phosphate, use of, in acute nephritis, 
iv. 56; in chronic cholecystitis and chole- 
lithiasis, iii. 272; in constipation asso- 
ciated with gastric hyperacidity, iii. 04; 
in exophthalmic goiter, iii. 918; in in- 
fluenza, ii. 187; as a laxative in fibrinous 



pleurisy, iii. 469; in nephritis, iv. 33; in 
prevention of Imiis iii iliulict.es m 'llitus, 
ii. 750; in Weil's disease, ii. 568. 

Sodium salicylate, use; of, in asthenic form 
of measles, ii. 153; for cerevicoiiccipit.al 
neuralgia, iv. 356; as diuretic in multiple 
neuritis due to gout or rheumatism. 
326; in enuresis associated with chorea, 
iv. 133; in herpes zoster, iv. 359; in in- 
fluenza, ii. 187; in Landry's paralysis, iv. 
329; for neuralgia associated with gout, 
iv. 336; for neuralgia associated with 
rheumatism, iv. 337; in neuritis with a 
rheumatic or gouty element, iv. 
inoccupation pareses, iv. 332; hy rectum, 
in acute rheumatism, ii. 302; to reduce 
temperature in pleurisy, iii. 468 
shima mushi, iv. 708; in treatment of 
gallstones in transit, iii. 274; in Weil's 
disease, ii. 568. 

Sodium sulphate, use of, in acute diffuse 
peritonitis, iii. 317; in acute gastritis, i 
155; after calomel in yellow fever, i 
872; in chronic cholecystitis and chole- 
lithiasis, iii. 272; in constipation a 
ciated with gastric hyperacidity, iii. 94; 
in nephritis, iv, 56; in prevention of 
lead poisoning, iv. 325; in treatment of 
gallstones in transit, iii. 274. 

Rodlitm sT'i.ruiTK, preservative action of, i 



lSoftening o 
ing. 



e Cerebral soften- 



Snir. 



arsenic in, i. 670; rela- 
tion of, to climate, i. 256. 

Soja, use of, in diabetes mellitus, ii. 725. 

Soi.ah mi's, relation of, to insoliil ion, 
689. 

Solarium sun bath, i. 439. 

Solitude, objections to, for patient with 
brain tumor, iv. 447. 

Sollier, Paul, on suffering following treat- 
ment for morphinism, ii. 621. 

Solution, for use in alcohol injections, iv. 
343. 

Solutions, for injection into nerve trunk in 
sciatica, iv. 300; use of antiseptic, 
irrigation of pleural cavity, iii. 487; 
of cleansing, in atrophic rhinitis, iii. 
331. 

Somatic teniasis, iv. 791 ; preventive a, 
urea in, iv. 792; remedial measure) 
iv. 702; varieties of, iv. 791. 
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Somnolence, as a symptom of pachymen- 
ingitis interna hemorrhagica, iv. 363. 

Soporifics. See Hypnotics. 

Sore arm and ulceration, as a complica- 
tion of vaccination, ii. 86. 

Soul blindness. See Mind blindness. 

Sounds, passage of, for relief of dysphagia 
in tuberculosis of mediastinal lymph 
glands, iii. 508. 

Soups, in diet for gastric ulcer, iii. 129. 

Source of light, distance of, in an X-ray 
treatment, i. 506. 

Southey's tubes, use of, to relieve edema of 
extremities in acute nephritis, iv. 61. 

Spa treatment, choice of Spa, i. 660; in 
chronic bronchitis, iii. 370; climate of 
Spa, i. 663; in diabetes mellitus, ii. 748; 
diseases relieved, i. 665; in gout, ii. 683; 
indications for, i. 660; in neurasthenia 
and psychasthenia, iv. 564; objections 
to, in cardiac insufficiency, iii. 617; ob- 
jections to, in chronic myocardial in- 
sufficiency due to obesity, iii. 727; prin- 
ciples of, i. 652; in reduction of obesity, 
ii. 799; the Spa itself, i. 664. 

Spa, American, i. 662. 

Spain, introduction of vaccination into, ii. 
60. 

Spanish-American War, typhoid cases in 
American Army in, statistics, v. 180; ty- 
phoid losses of American army in, com- 
pared with losses from other causes, v. 
188-189. 

Sparganum baxteri, iv. 791. 

Sparganum mansoni, iv. 791. 

Sparganum proliferum, iv. 791. 

Sparks, friction, i. 385; indications for use of, 
i. 393; physical effects of, i. 385; static, i. 
383; use of, in electrotherapeutics, i. 383. 

Sparmin sodium chlorid, hypodermic use of, 
in myasthenia gravis, iv. 509. 

Spartein, use of, as cardiac stimulant in 
beri-beri, iv. 869; in nephritis compli- 
cating scarlet fever, ii. 134; in pneu- 
monia with cardiac toxemia, ii. 246. 

Spasm, electrotherapeutics for relief of, at 
external abdominal ring, i. 421; at in- 
ternal abdominal ring, i. 421 ; at sigmoid, 
flexure, i. 421; of sphincters, i. 421. 

Spasmodic laryngitis. See Laryngitis, 
spasmodic. 

Spasmodic tic, hydrotherapy for relief of, i. 
648. 



Spasmodic twitchings, due to brain tumor, 
measures for relief of, iv. 448. 

Spasmophilia, relation of, to rachitis, ii. 
807. 

Spastic constipation, iii. 231. 

Spastic paraplegia, electrotherapeutics 
for relief of, i. 430. 

Spastic spinal paralysis. See Paralysis. 

Spasticity, massage and gymnastics in 
treatment of, i. 315. 

Specific Chemo-serological therapy, v. 
13. 

Specific infectious diseases, hydro- 
therapy for relief of, i. 636. 

Specific serum reaction of syphilis, dis- 
covery of, ii. 352. 

Specific therapy, in immunity, v. 2; prin- 
ciples of, v. 1. 

Specifics, for use in laryngeal tuberculosis, 
iii. 345. 

Speech, disturbance of, from effect of 
poisons, i. 144; in Friedreich's disease, 
iv. 216; in hereditary cerebellar ataxia, 
iv. 217; in progressive bulbar paralysis, 
iv. 498; in progressive paralysis of the 
insane, iv. 491. 

Speed, exercises of, iii. 700. 

Spermatorrhea, iv. 176. 

Spermatozoa, effect of immune serum upon, 
v. 757, 758. 

Spermin sodium chlorid, hypodermic use of, 
in myasthenia gravis, iv. 507. 

"Spheroidal and oral-celled infiltra- 
tion/' v. 704. 

Sphincter, atony of, as a cause of enuresis, 
iv. 128. 

Sphincter paralysis, in progressive paraly- 
sis of the insane, iv. 491. 

Sphygmogram, iii. 561; determination of 
pulse form by, iii. 561; inferences to be 
drawn from, iii. 561. 

Sphygmogram, the absolute, iii. 562. 

Sphygmomanometer, use of, in treatment 
of cardiovascular disease by electricity, 
i. 425. 

Sphygmomanometer of v. Reckling- 
hausen, for estimating minimal blood 
pressure, iii. 558. 

Spina bifida occulta, as a cause of enu- 
resis, iv. 126. 

Spinal accessory paralysis. See Neuritis 
of eleventh cranial nerve. 

Spinal column, treatment of deformities 
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of, following anterior poliomyelitis, 



iv. 180: acute 
myelitis, iv. 218; chronic myelitis, iv. 
238; Friedreich's disea.Be, iv. 214; funic- 
ular myelitis, iv. 231; hereditary cere- 
bellar ataxia, iv. 214, 216; infantile 
paralysis, See Poliomyelitis; multiple 
sclerosis, iv. 279; muscular dystrophy, 
iv. 260; myotonia congenita, iv. 266; 
poliomyelitis, iv. 233; progressive mus- 
cular atrophy of central origin, iv. 243; 
spastic spinal paralysis, iv. 268; spinal 
syphilis, iv. 270; syringomyelia, iv. 275; 
tabes, iv. ISO. 

Spinal cord, dbbabes of, clcit nil h'Tii] un- 
ties for relief of, i. 428. 

Spinal curvature, association of, with 
i. 804, 806, 

Spinal syphilis, iv. 270; diagnosis of, iv. 
272; pathology of, iv. 274; prognosis of, 
iv. 273; symptomatology of, iv. 270; 
treatment of, iv. 273. 

Spinal type of myasthenia oka vis, iv. 508. 

Spinal vibration. S<te Vibration to spine. 

Spine, galvanization of. See G&tvftniSfi- 
tion of spine. 

Spirits of chloroform, use of, combined with 
turpentine, as spray in acute bronchitis, 
iii. 359. 

Spirits of nitrous ethpr. See Hoffman's 
anodyne. 

Spiritus glyceryls nitratis, iii. 606. 

Sl'IKOClI.ETA AIIOIIKIINALIS, iv. 881. 

Spirocheta i 

Spi rochet a : 

Si'Iroch-eta duttonl, (jausc of tropical re- 
lapsing fever, iv. 774. 

Sfiroch^ta pallida, discovery of, ii, 352; 
value of. in diagnosis of syphilis, iv. 472. 

Spi rochet a pallida isfection. See Syph- 



See Tropical relaps- 



Spjrochetal feve 

ing fever. 
"Spirochetemia," v. 398. 
Spirochetes, distribution of, in paresis, v. 

403; infection of the mouth by, v. 635, 

636. 
Splanchnic stasis, as indication for use of 

digitalis, iii. 588. 
Spleen, administration of, and of spleen 

extracts, i. S24; effect of X-rays upon, i, 

523; electrotherapeutics fur hypertrophy 




of, i. 423; enlargement of, in gonocoeru 
septicemia, v. 591; enlargement of, 
gonoeoccemia, v. 588; enlargement c 
in malaria, iv. 744; enlargement of, i 
Malta fever, v. 659, 861; functions o 
i. 823; hypen'unction or dysfunction 
of, in splenic anemia, hemolytic jaundice 
and Hanot's cirrhosis, i. 825; involve- 
ment of, in Graves' disease, v. 791; 
operation for rupture of, in malaria, iv. 
744; in pernicious anemia, i. 825; phys- 
iology of, i. 823; therapeutic uses of, 
and of spleen extracts, i. 826; X-ray 
therapy for enlargement of, i. 55f 

Spleen, diseases of, iii, 904; abst 
spleen, iii. 905; Banti's disease, ii 
chronic enlargement of spleen, ii 
infarct of spleen, iii. 905; m 
spleen, iii. !X)4 : rupture of spleen, ii 

Spleen, movable, iii. 904; medical treat- 
ment of, iii. 904; surgical treatment of, 
iii. 905. 

Splenectomy, effects of, in normal a 
and persons, i. 824; performance 
pernicious anemia, iii. 830, 007; it 
cythemia with splenomegaly, iii 
transfusion of blood and, v. 810. 

Splenic anemia, hyper function oi 
function of spleen in, i. 825; acru 
blood treatment in, v. 810. 

Splints, use of, to overcome contractures 
following I'liihriil hemorrhage, i 

Spondylitis, ii. 693. 

Spondylitis deformans, following gonor- 
rhea, v. 5S0. 

Sponge bath, uses of, in hydrotherapy. 
616. 

Sponges, in treatment of serum sickness, i 
558. 

Spontaneous PNEUMOTHORAX. See Pneu- 
mothorax. 

Sporotrichosis, v. 421—124; etiology of, v. 
421, 422; immunity against, v. 423; or- 
ganism of, v. 421-423; scrum diagn sis 
of, v. 423, 424. 

Sporotrichum, v. 421. 

Sfurothichum Beurmanni, morphology 
and methods of detection of, v. 422, 423; 
pathogenesis of, v. 423. 

Spot funs. >SVc Lancinating pains. 

Sprains, electrotherapeutics in treatment 
of, i. 410; massage and gymnastics 
relief of, i. 328. 
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Spraying of nose and throat, in diphtheria, 
ii. 264; in laryngeal tuberculosis, ii. 488; 
limited value of, in whooping-cough, ii. 
181; in measles, ii. 156; in prophylaxis of 
meningitis, v. 664, 566, 575; for relief of 
"colds" accompanying, tuberculosis, ii. 
504. 

Sprays, use of, in acute bronchitis, iii. 358; 
use of, following antimeningococcic 
vaccination, v. 575; in chronic bronchitis, 
iii. 373, 375; to control profuse ex- 
pectoration in chronic bronchitis, iii. 

Spriggs, E. I., diet scheme suggested by, 
for use in constipation, iii. 226.,^ . 

Spring catarrh of eye, radium, therapy 
in treatment of, i. 483. 

Sprue, iv. 877; remedial measures in, iv. 
878. 

Spurious vaccination, as complication of 
vaccination, ii. 80. 

Sputum, treatment of, in pneumonia, ii. 
221; in tuberculosis, ii. 449, 462, 494; 
in whooping-cough, ii. 186, 187; viru- 
lence of, in rabies, v. 716. 

Squills, use of, as expectorant in acute 
bronchitis, iii. 332. 

Squirrels, relation of, to spread of plague, 
iv. 834, 836. 

Stagnation of food, in chronic dilatation 
of stomach, iii. 176; due to chronic gas- 
tritis, iii. 176, 177; due to muscular in- 
sufficiency, iii. 177. 

Stain, for demonstration of Negri bodies, 
v. 717. 

Stammler, use of autolyzed vaccine by, in 
cancer, v. 781. 

Standardization of digitalis, prepara- 
tions, iii. 582; methods of, iii. 582; ob- 
jects of, iii. 582. 

Staphylococci, cultures Qf^in acne vac- 
cine, v. 626. 

Staphylococcic meningitis, v. 514. 

Staphylococcus, in Hodgkin's disease, v. 
662. 

Staphylococcus infection, chronic, auto- 
genous preparation of, v. 623; dermic 
vaccine therapy in, v. 623; electrothera- 
peutics for relief of, i. 399; radiant light 
v.and heat in treatment of, i. 499; serum 
therapy in, v. 654. 

Staphylococcus meningitis, ii. 211. 

Staphylococcus sprays for eradicating diph- 



theria bacilli from throat following diph- 
theria attack, v. 449. 

"Staphylococcus urethra," v. 609. 

Staphylococcus vaccine, in treatment of 
furunculosis, . v. 631; administration of, 
v. 632; autogenous, v. 631; dosage of, v. 
632; preparation of, v. 632. 

Starch, in diet of achylia gastrica, iii. 147; 
in diet of depressive disorders of gastric 
secretion, iii. 147. 

Starling and Tubby, experiments by, on 
absorption of pleural fluid by blood, iii. 
458. 

-Starvation, i. 634; in acute appendicitis, 
iii. 214, 217; in acute diffuse peritonitis, 
iii. 317; in acute gastritis, iii. 157; in 
acute localized peritonitis, iii. 311, 312; 
in acute stage of bacillary dysentery, ii. 
315; in after-treatment of gastric ulcer, 
iii. 123; effects of complete, i. 103; effects 
of partial, i. 104; in enteritis of infancy, 
iii. 202; in gallstone colic, iii. 269; in 
gastric hemorrhage, iii. 110, 117, 120; in 
hematemesis from cirrhosis of liver, iii. 
288; in infantile diarrhea, ii. 318; 
indications for, in neurasthenia, iv. 
543; in treatment of biliousness, iii. 
258; in treatment of yellow fever, iv. 
871; in ulcerative colitis, iii. 212. 

"Starvation fever," v. 232. 

Stasis, cardiac, See Cardiac stasis; respira- 
tory, See Respiratory stasis; vasomotor, 
See Vasomotor stasis. 

Stasis and dilatation of heart, iii. 547. 

Static ailments, ii. 693. 

Static brush discharge as an electro- 
mechanical method, i. 386. 

Static current determining characteristics 
of, i. 374; in mechanical application of 
electricity, i. 377. 

Static electricity, use of, in tabes, iv. 
202. 

Static induced current, use of, in electro- 
therapeutics, i. 382. i 

Static machines, i. 367. 

Static . spark, use of, in electrotherapeutics, 
i. 383. 

Static spray as an electromechanical meth- 
od, i. 387. 

Static wave current in electrotherapeutics, 
i. 379: duration of treatment, i. 382; 
electrodes, i. 381; grounding, i. 380: in- 
sulated platform, i. 38*; rate of di*- 
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charge, i. 380; s 
380; spark-gap, i 
381. 



a of terminal balls, i 
380; speed control, i 






, of pulmonary disease among 
Sheffield metal workers, iii. 424. 

Status lympoaticos, danger of aurgery in, 
iii. 929; operation for, iii. 929; X-ray 
treatment for, iii. 930. 

St. Bartholomew's Hospital, formula for 
acid expectorant mixture used tit, iii. 
365. 

Steam, use of, as disinfectant in tuberculo- 
sis, il. 449; liv iiihaltil ion in acute bron- 
chitis, iii. 3,1H; by inhalation in broncho- 
pneumonia, iii. 419. 

Steam baths, use of, in hydrotherapy, i. 
621. 

Steel grinding, mortality from, iii. 424. 

Steuomyia fascjata, yellow fever trans- 
mitted by, iv. 873. 

Steinhaht and Poor, on rabies virus, v. 
711. 

Stenosis, of esophagus, See Esophageal 
stenosis; of larynx, See Laryngeal steno- 

Sterilization of mucous membranes, im- 
portance of, in prophylaxis of anterior 
poliomyelitis, iv. 237. 

Sternberg, discovery of pneumococcus by, 
v. 468; methoil of treating yellow fever 
recommended by, iv. 872. 

Sternberg and Telkin, on vaccine treat- 
ment of gonorrheal infection of female 
genitalia, v. 832. 

Stevenson, Sir Thomas, epidemic of 
malignant edema due to B. protcus vul- 
garis infecting sari lines described by, ii. 
641. 

Sticker, statistics on leprosy published 
by, iv. 827. 

Stickler, George, on etiology of hay fever, 
v. 671. 

Stii.es, number of cases of trichiniasis re- 
ported by, iii. 254. 

Stiller, ''asthenia universalis congenita" 
first described by, iii. 181 ; views held by, 
on enteroptosis, iii. 243. 

Stimulantb, abuse of, a cause of gastric 
hyperacidity, iii. 7('i: objections to, in 
cerebral anemia, iv. 385; objections to, 
in hemorrhage during pulmonary tuber- 
culosis, ii. 497. 

Stimulants, use of, in cerebrospinal menin- 



gitis, ii, 214; in depressive gastric neu- 
roses, iii. 188; in fish poisoning, iv. 700; 
before giving cold bath in measles, ii. 
149; indications for, in cerebral hyper- 
emia, iv. 3NT; iti martini ic thrombosis, iv. 
427; in met hemoglobinuria, iv. 6; in syn- 
cope due to cerebral thrombosis, iv. 

Stimulants, alcoholic, use of, in acute 
diarrhea of the aged, iii. 195; in acute 
enteritis, iii. 194; in acute myelitis, iv. 
226; in cerebrospinal meningitis, ii. 214; 
contraindicatcd in chronic hyperemia of 
brain, iv. 387; in diphtheria of the 
mouth, iii. 14; in enteritis of infancy, 
iii. 203; in noma, iii. 13; in pneumonia 
with cardiac toxemia, ii. 240. 

Stimulants, cardiac, use of, in acute myeli- 
tis, iv. 226; in after- treatment of cere- 
bral thrombosis, iv. 398; in beri-beri, iv. 
869; in bronchopneumonia, iii. 420; in 
collapse associated with renal colic, iv. 
100; in combination with epinephrin to 
relieve disturbances of circulation in 
Addison's disease, iii. 902; contrain- 
cated in can tine, palpitation in neuras- 
thenia, iv. 576; in rnuscarin poisoning, ii. 
648; in pachymeningitis interna hem- 
orrhagica, iv. 364; in pericarditis, iii. 
520; to prevent collapse in snake poi- 
soning, iv. 698; in pulmonary edema 
complicating pneumonia, ii. 251 ; in 
pulmonary edema with low blood pres- 
sure, iii. 410; for relief of cardiac symp- 
toms in chronic progressive bulbar pa- 
ralysis, iv. 253. 

Stimulants, cardiovascular, epinephrin, as, i. 
97; use of, in pleurisy, iii. 469; use of, to 
relieve pain and dyspnea in pneumo- 
thorax acutissimus, iii. 491. 

Stimulants, diffusible, use of, in pneumonia 
of alcoholics, ii. 250; in pneumonia with 
cardiac toxemia, ii. 246. 

Stimulants, ethereal, use of, in crisis of 
pneumonia, ii. 249. 

Stimulants, respiratory, use of, in broncho- 
pneumonia, iii, 420. 

Stimulants, vasomotor, use of, in collapse 
associated with renal colic, iv. 106. 

Stimulation, objections to, in gastric ulcer, 
iii. 111. 

KtIMI'M'S 
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St. John Long's liniment, iii. 357. 

Stockton, on use of opium in acute diffuse 
peritonitis, iii. 316. 

Stoker's inhaler, use of, for administration 
of oxygen in bronchiectasis, iii. 396. 

Stokes, on training of patients with cardiac 
disease, iii. 645. 

Stoltzner, hypothesis advanced by, as to 
causation of rickets, ii. 802; investiga- 
tion by, on relation between rickets and 
suprarenal glands, ii. 801. 

Stomach, changes in, due to hypnosis, i. 578; 
as an excretory organ, iii. 161; fibrous 
hyperplastic infiltration of, due to 
syphilis, iii. 167; functional neuroses of, 
iii. 185; gumma of, iii. 167; hydrotherapy 
for relief of atony of, i. 635, iii. 172; hy- 
drotherapy for relief of dilatation of, i. 
635; hydrotherapy for relief of ulcer in, 
i. 636; length of time that food remains 
in, i. 100; motor neuroses of, iii. 186; 
rupture of, due to use of stomach pump, 
i. 147; secretory neuroses of, iii. 187; 
sensory neuroses of, iii. 187. 

Stomach, acute dilatation op, iii. 173; 
treatment of, iii. 174; types of, iii. 174. 

Stomach, carcinoma of, iii. 162; allevia- 
tion of suffering in, iii. 166; diet in, iii. 
164; drugs in treatment of, iii. 165; gas- 
troenterostomy for relief of, iii. 166; 
lavage in treatment of, iii. 165; operative 
treatment for, iii. 162; pyloric obstruc- 
tion due to, iii. 178. 

Stomach, chronic dilatation of, iii. 175; 
atonic dilatation, iii. 177; diet in, iii. 180; 
diseases outside stomach as cause of, iii. 
179; hour-glass contraction, iii. 179; 
lavage in treatment of, iii. 180; mechano- 
therapy for, iii. 180; medical treatment 
for, iii. 176, 180; operative treatment for, 
iii. 176, 180; pyloric obstruction as cause 
of, iii. 178; stagnation of food in, iii. 176. 

Stomach, diseases of, iii. 67: acute dilata- 
tion of stomach, iii. 173; acute gas- 
tritis, iii. 153; carcinoma, iii. 162; 
chronic dilatation of stomach, iii. 175; 
chrome gastritis, iii. 157; classification, 
iii. 73; depressive disorders of gastric 
secretion, iii. 144; gastric analysis and 
its value in, iii. 67; gastric atony, iii. 168; 
gastric tetany, iii. 143; gastric ulcer, iii. 
108; gastroptosis, iii. 181; hour-glass 
contraction of stomach, iii. 179; hyper- 



acidity, iii. 75; hyperacidity and hyper- 
secretion, iii. 74; idiopathic gastric neu- 
roses, iii. 186; introduction to subject, 
iii. 67; irritative disorders of gastric 
secretion, iii. 74; motor disorders of 
stomach, iii. 168; necessity for caution 
in operative measures, iii. 189; neu- 
roses of stomach, iii. 182; primary gas- 
tric neuroses, iii. 186; pyloric obstruc- 
tion, iii. 178; syphilis of stomach, iii. 
166. 

Stomach, motor disorders of, iii. 168: 
acute dilatation, iii. 173; atony, iii. 168; 
chronic dilatation, iii. 175. 

Stomach, syphilis of, iii. 166; chronic 
gastritis, iii. 166; gastric ulcer, iii. 167; 
fibrous-hyperplastic infiltration, iii. 167; 
gumma, iii. 167. 

"Stomach cough," ii. 491. 

Stomach pump. See Stomach tube. 

Stomach tube, administration of food by, 
in meat poisoning, ii. 636; evacuation 
of stomach by, in acute dilatation, iii. 
174; evacuation of stomach by, in acute 
opium poisoning, ii. 610; evacuation of 
stomach by, in acute phosphorus poison- 
ing, ii. 624; evacuation of stomach by, 
in fish poisoning, iv. 700; evacuation of 
stomach by, in meat poisoning, ii. 636, 
638; rupture of stomach due to use of, 
i. 675; use of, after poison, i. 146; use of, 
contraindicated in asthenic bulbar paral- 
ysis, iv. 256. 

Stomach washing. See Gastric lavage. 

Stomachics, use of, in ulcerative colitis, iii. 
211. 

Stomatitis. See Inflammations of the 
mouth. 

Stomatitis aphthosa, as a complication of 
measles, ii. 157. 

Stomatitis catarrhalis. See Catarrhal 
stomatitis. 

Stomatitis diphtheritica. See Diphtheria 
of the mouth. 

Stomatitis gangrenosa. See Noma. 

Stomatitis, gonorrheal. See Gonorrheal 
stomatitis. 

Stomatitis herpetica. See Herpes of the 
mouth. 

Stomatitis hyphomycetica. See Thrush. 

Stomatitis, mercurial, iii. 11; due to hy- 
drargyrism, ii. 37; treatment of, ii. 
372. 
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Stomatitis syphilitica. See Syphilis of 
the mouth. 

Stomatitis ulcerosa. See Acute ulcerous 
gingivitis. 

Stone, on injection of healthy serum into 
typhoid patients as therapeutic mea- 
sure, v. 226. 

Stools, indications for examining, in 
asthma, iii. 381; obtaining bacillus ty- 
phosus from, for bacteriological diagnosis 
of typhoid fever, v. 204. 

Storm binder, iii. 248. 

Stovain, use of, by epidural injection in 
radicular sciatica, iv. 296; by injection 
into spinal canal in tabes, iv. 198; by 
Subarachnoid injection in radicular sci- 
atica, iv. 296. 

Strabismus in rabies, v. 714. 

Stramonium leaves, burninn anil inhalat ion 
of, in chronic pulmonary emphysema, 



Strapping as a therapeutic 

gonorrheal epididymitis, iv. 152; for re- 
lief of sacroiliac sriai iea, iv. 297. 

Strapping the chest, for relief of pain ac- 
companying tuberculosis, ii. 502. 

Strapping the side, for relief of pain in 
acute fibrinous pleurisy, iii. 466; for 
relief of pain in pneumonia, ii. 227. 

Strauss, investigations by, on sweat in 
nephritis, iv. 38. 

Strauss reaction, in diagnosis of glanders, 
v. 657. 

Street virus, v. 719, 720. 

Strength, exehcises of, iii. 700. 

Streptococci, cause of rheumatism, v. 506, 
507; cause of secondary complications of 
scarlet fever, v. 633; hemolytic, arthritis 
caused by, v. 507; in Hodgkin's disease, 
v. 663; in rheumatism, isolation of, v. 
507; killed, value of, on streptococcus im- 
munity, v. 645; killed by other means 
than heat, value of, in streptococcus im- 
munity, v. 645; living cultures of, value 
of, on streptococcus immunity, v. 645. 

Streptococcus inaction, antistreptococ- 
cus serum for, v. 826; antistreptococcus 
serum as prophylactic agent in, v. 652; 
dosage of antistreptococcic serum in, v. 
652; electrotherapeutics for relief of, i. 
399; loca^ aniisin-ptococcus serum in, v. 
652; radiant light and heat in treatment 
of, i. 449; technique of administration of 



antistreptococcus serum in, v. 652; value 
of antistreptococcus serum in, v. 653. 

Streptococcus meningitis, ii. 210, v. 514. 

Streptococcus opsonin, production of, v. 649. 

■Sthkptoixkcus scaklatinjs, ii. 114. 

Streptococcus serum. See Serum. 

Streptococcus vaccines in prophylaxis of 
scarlet fever, v. 644; administration of, 
644; preparation of, v. 644; results of, 
644; statistics of, v. 644; value of, v. 



644. 



in treatment of 



endocarditis 



Streptococcu 

leprosy, v. 391 
Streptococcus 

caused by, v. 507. 
Streptothrix, species of, in actinomycosis, 

v. 426, 427. 
Streptothrix lepkoides, in leprosy, v. 385. 
Stretching of peripheral nerves, objections 

to, in tabes, iv. 203. 
Stricture, complement-fixation test in, v. 

140; of urethra, Sue Urethral stricture. 
Stroking, use of, in massage, i. 289. 
Strong, on inoculation for plague with 

living avirulent cultures, iv. 840. 
Strong and Teague, on use of arseno- 

phenylglycin in trypanosomiasis, iv. 762. 
Strong dysentery bacillus, v. 249. 
Strongaxoff. method of treating eclamp- 
sia in pregnancy employed by, iv. 



Strongyloses s 

Strongylosis, iv. 814; parasites c 
iv, 814; remedial n 

Strongylus g: 

Strongyuus 

Strontium bromid, use of, for relief of hic- 
cough in pneumonia, ii. 260. 

Strophanthin, influence of, as diuretic, iii. 
579; influence of, on heart, iii. 578; in- 
fluence of, on renal cases, iii. 577; tech- 
nique of injecting, iii. 600; therapy of, 
iii. 600; toxic effect of, iii. 584; use of, in 
collapse associated with renal colic, iv, 
106; use of, in toxemia complicating 
acute diffuse peritonitis, iii. 318. 

Strophanthin, intravenous injection of, in 
attacks of cardiac asthma, iii, 737; in 
chronic myocardial insufficiency due to 
nephritis, iii. 730; a means of studying 
digitalis bodies and their action, iii, 577; 
in pericarditis with acute heart failure, 
iii. 520; in pulmonary edema with low 
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blood pressure, iii. 410; in severe cases 
of chronic myocardial insufficiency, iii. 
718, 719; technique of the injection, iii. 
600. 

Strophanthus, poisoning by, iv. 681. 

Strophantus, iii. 599; use of, indications 
for, iii. 600; in acute myelitis, iv. 226; 
in acute vasomotor paralysis, iii. 753; in 

ni cerebrospinal meningitis, ii. 214; in car- 

■ diac failure in influenza, ii. 193; as car- 

.... diac stimulant in beri-beri, iv. 869; as 
cardiac stimulant in later stages of 
cerebral thrombosis, iv. 398; as cardiac 
. stimulant in plague, iv. 843; in diph- 
theria, ii. 269; in epidemic dropsy, iv. 

: . 876; in enteritis of infancy, iii-. 203; in 
. Graves' disease, v. 792; in pneumonia 
; with cardiac toxemia, ii. 244. 

Struma inflammatory, iii. 908. 

Strychnia. See Strychnin. 

Strychnin, use of, in acute opium poison- 
< ing, ii. 611; in acute vasomotor paralysis, 

.. ineffectual, iii. 753; in after-treatment of 
anterior poliomyelitis, iv. 241; in after- 
treatment of herpes zoster, iv. 359; in as- 
* thenic bulbar paralysis, iv. 256; in barbel 
cholera, ii. 640; in bronchopneumonia 
complicating influenza, ii. 192; in cardiac 
failure complicating influenza, ii. 193; 
in cardiac insufficiency, iii. 614; as car- 
diac stimulant in beri-beri, iv. 869, 870; 
as cardiac stimulant in blackwater 
, fever, iv. 757; as cardiac stimulant in 
bronchopneumonia, iii. 420; as cardiac 
stimulant in cerebral embolism, iv. 402; 
as cardiac stimulant in cerebral throm- 
bosis, iv. 398; as cardiac stimulant in 
malarial fever, iv. 743; as cardiac stim- 
ulant in Rocky Mountain fever, ii. 562; 
in cerebrospinal meningitis, ii. 214; 
. in cervical adenitis complicating scarlet 
fever, ii. 131 ; in cheese poisoning, ii. 644; 
in chronic myelitis, iv. 230; in chronic 
ophthalmoplegia, iv. 512; in chronic 
opium poisoning, ii. 193; in chronic pro- 
gressive bulbar paralysis, iv. 252; in 
collapse during acute stage of bacillary 
dysentery, ii. 317; in convalescence from 
scarlet fever, ii. 128; in convalescence 
from small-pox, ii. 47; in diphtheria,- 
ii. 269; in diphtheria of the mouth, iii. 
13; in enteritis of infancy, iii. 203; in 
facial paralysis, iv. 313; in funicular mye- 



litis, iv. 232; in gastric atony, iii 172; 
in hay f?ver, iii. 390; in hemophilia, iii. 
886; by hypodermic injection of, in 
acquired spinal progressive muscular 
atrophy, iv. 247; by hypodermic injec- 
tion in acute alcoholism, ii. 585; by 
hypodermic injection, in chronic bron- 
chitis, iii. 378; by hypodermic injection, 
in fish poisoning, iv. 700; by hypodermic 
injection, in optic atrophy, iv. 307; by 
hypodermic injection, in progressive 
bulbar paralysis, iv. 501 ; by hypodermic 
injection, for relief of cyanosis in acute 
bronchitis, iii. 363; in hypostatic con- 
gestion of lung, iii. 407; in Landry's 
paralysis, iv. $29; in multiple neuritis, 
iv. 326; in myasthenia gravis, iv. 509; 
in neurasthenia, iv. 566; in neuras- 
thenia with vasomotor relaxation, iv. 
566; in neuritis, iv. 289; in nervous 
type of influenza, ii. 191 ; in noma, iii. 11 ; 
objections to, in multiple sclerosis, iv. 
281 ; in occupation pareses, iv. 332; in op- 
tic neuritis without apparent cause, iv. 
306; in phlegmonous pharyngitis, iii. 29; 
in phrenic neuritis, iv. 289; in pneumonia 
with cardiac toxemia, ii. 243; in poison- 
ing by amanita phalloides, ii. 645; in 
post-diphtheritic paralysis, ii. 270; to 
prevent collapse in snake poisoning, iv. 
699; as prophylactic measure in cardiac 
asthma due to chronic myocardial in- 
sufficiency, iii. 737; in pulmonary 
thrombosis, iii. 411; to raise blood pres- 
sure, ii. 247; for relief of dyspnea in 
tuberculosis, ii. 502; for relief of gastric 
stasis in chlorosis, iii. 821; for relief of 
insomnia caused by coughing in chronic 
bronchitis, iii. 374; in scarlet fever with 
cardiac weakness, ii. 127; in septicemia, 
ii. 283; to stimulate atonic stomach, iii. 
180; in syringomyelia, iv. 279; in tabes, 
iv. 195, 213; as tonic in tuberculosis, ii. 
500; in toxemia complicating acute dif- 
fuse peritonitis, iii. 318; in treatment of 
enuresis with atony of sphincter, iv. 
133; in typhoid fever, ii. 47; in wood 
alcohol poisoning, ii. 607. 

Strychnin and apomorphin, use of, in acute 
alcoholism, ii. 589. 

Strychnin and atropin, use of, in chronic 
alcoholism, ii. 595; to counteract symp- 
toms due to pilocarpin, iv. 317; by hy- 
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Strychnin and capsicum, use of, in acute 

alcoholism, ii. 580. 
Strychnin and digitalis, use of, in cardiac 

failure fiHH] ili<:it iiiii delirium tremens, 

ii. 606, 607; in meat poisoning, ii. 640. 
Staychnin poisoning, i. 222; diagnosis of, 

i. 225; elimination of poison in, i. 226; 

poisonous action of drug in, i. 22!); 

poisonous dose in, i. 224; post-mortem 

appearances in, i, 226; time required for 

action of poison iu, i. 224; treatment of, 

i. 225. 
Strychnin sulphate, injection of, in tabetic 






Stbychnos poisoninc, iv. 710. 
Stiihlern's treatment of Asiatic cholera, v. 

290, 291. 
Stupes, use of, in spasmodic laryngitis, iii. 

342. 

StUPOH IN GONOCOCCAL 



i of, hypoderinically, t 



Styptici] 
irol 

Styptics, objections to use of, in control of 
gastric hemorrhage, iii. 112. 

Subarachnoid injections. See Injection, 
subarachnoid. 

StTBARACHNOin space, syphilitic involve- 
ment of, v. 401, 402. 

SUBCUTANEOUS liDMX'lH'CAI. REACTIONS, V. 

159. 
Subcutaneous injection of dead gonococci, 

in diagnosis of gonococcal arthritis, v. 

590. See atxn Injection, hypodermic. 
Subcutaneous method, for injection of de- 

fibrinated blood, iii, 835. 

SUBCUTANEOUS TUBERCULIN TEST, V. 151. 

Subcutaneous and intravenous injection of 
antitoxin, comparative duration of im- 
munity in, v. 9. 

Subinvolution, electrothcraiteulics for re- 
lief of, i. 419. 

"Submerubd tonsil," importance of re- 
moving, in chronic myocardial insuffi- 
ciency due to valvular lesions as a pre- 
vention of endocarditis, iii. 734. 

Substances which form complex insoluble 
colloids, use of, lo control hemorrhage 
in hemophilia, iii. 878. 

Substitution therapy, administration of 
thyroid gland an instance of, i. <381,J 



Sucking of wound, in snake bite, iv. 698 
Suction-pump action op heaut, iii. 543 
Sudorifics, use of, in anuria, iv. 3. 
Sugar, blood, in diabetes, ii. 702; as ca 
of diarrhea in bottle-fed infants, 
202; in diet for acute nephritis, iv. 60; 
in diet for chronic parenchymatous 
nephritis, iv. 64; in diet, for gastric ulcer, 
iii. 129; sources of, in body, ii. 704; sub- 
cutaneous administration of, i. 109; 
substitutes for, in diabetes mellitus, 
ii. 725. 
Sugab, MIL 

Suggestion, 



Sec Milk sugar, 
hypnotic. See Hypnotic 






. 897. 

antimony. 



Suggestion, therapy, i. 563; autosuggestion 
in, i. 564; definition of, i. 5(1:!; hypnotism 
as a means of, l. 51 i t ; post -hypnot ic sug- 
gestion and, i. 578; simple suggestion 
as a means of, i. 563. 

Suicide, danger of, in acute haBnoinoefa of 
drunkards, ii. (•(Mi; following liomatoehy- 
luria, iv. 803; phosphorus taken for 
purpose of, ii. 622. 

Suli 

Sulphid 

Selilippe's salt. 

Sulphites, preservative action of, i. 733. 

Sulphonal, use of, in after-treatment of 
morphinism, ii. 620; in cerebrospinal 
meningitis, ii. 214; combined with an 
analgesic, fur relief of lancinating pains 
in tabes, iv. 196; contraindicated in 
cardiac insufficiency, iii. 664; in delirium 
tremens, ii. 603, 604; in destruction of 
moBquitoe,-" by fumigal inn, iv. 735; hem- 
atoporphyrinuria due to, iv. 5; to induce 
sleep in acute bronchitis, iii. 361; for re- 
lief of insomnia associated with medias- 
tinal tumors, iii. 504; for relief of insom- 
nia due to brain tumor, iv. 447; for relief 
of insomnia in neurasthenia, iv. 566. 

Sulphonethylm ethane, use of, in nervous 
type of influenza, ii. 191. 

Sulphur, use of, in chronic constipation, 
iii. 234; use of, in destruction of mos- 
quitoes by fumigation, iv. 751; to pro- 
mote evacuation of bowels in gastric 
atony, iii. 172. 

Sulphur dioxid, fumigation with, i 
tion against plague, iv. 841. 

Sulphur ointment, use of, in craw-craw, i' 
708. 
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Sulphur waters, action of, i. 659; classifica- 
tion of, i. 658. 

Sulphuric acid, poisoning by, i. 200; 
symptoms of, i. 200; treatment of, i. 202. 

Sulphurous acid and the sulphites, 
poisoning by, i. 202; effects of sodium 
sulphite on animals, i. 203; effects of the 
sulphite on stomach and digestion, i. 
206; poisonous effects of the gas, i. 203; 
properties and uses, i. 202. 

"Summer bronchitis," v. 669. 

Summer catarrh, v. 667; etiology of, v. 
673, 674. 

Summer diarrhea, effects of Flexner serum 
on, v. 261. 

Sun, as source of radiant energy, i. 438; 
in treatment of tuberculosis, i. 274. 

Sunlight, tropical, effects of, upon the 
white man, iv. 685. 

Sunstroke. See Insolation. 

Superacidity of stomach. See Hyperacid- 
ity. 

Superalimentation, effects of, i. 635; in 
neurasthenia, iv. 544; in treatment of 
movable spleen, ill. 904; in tuberculosis, 
ii. 478, 538. 

Superficial foramina, alcohol injection at, 
iv. 344. 

Superintensive method of administering 
fresh fixed virus, v. 731, 732. 

Suppositories, administration of caffein by, 
in nephritis, iv. 48; administration of 
calomel by, in chancre of rectum, ii. 
410; administration of mercury by, in 
syphilis, ii. 374; administration of 
opium by, in bacillary dysentery, ii. 317; 
objections to, for relief of constipation 
in neurasthenia, iv. 574; use of, in 
chronic constipation, ill. 235. 

Suppuration, in actinomycosis, v. 429; eye, 
in cerebrospinal meningitis, v. 550; mid- 
dle ear, complicating cerebrospinal men- 
ingitis, v. 551; of the lungs in actino- 
mycosis, v. 430. 

Supracapsulin. See Epinephrin. 

Supraorbital branch, alcohol injection of, 
for relief of trigeminal neuralgia, iv. 343. 

Suprarenal deficiency, i. 795. 

Suprarenal extract, use of, necessity for 
caution in, in acute rhinitis, iii. 328; in 
neurasthenia with vasomotor relaxa- 
tion, iv. 566; on tampon to control epi- 
staxis, iii. 335. 



Suprarenal gland, abnormal conditions of, 
i. 794; chemistry of medullary tissues of, 
i. 783; conditions associated with, i. 793, 
794; extirpation of, i. 792; physiology of, 
i. 782; relation between secretion of, 
and rickets, ii. 801 ; summary of, i, 800; 
use of, in acute rhinitis, iii. 327. 

Suprarenal glands in organotherapy, i. 782; 
as cardiovascular stimulant, i. 796; 
conditions benefited by use of, i. 786, 
795, 796; conditions characterized by in« 
sufficiency of, i. 795; or control of hemor- 
rhage, i. 796; effects of administration 
of, i. 786; effects of extirpation of, in 
animals, i. 792; experimental use of, i. 
795; preparations of, i. 799; transplanta- 
tion of, i. 795; untoward effects of, i. 800. 

Suprarenalin. See Epinephrin. 

Suprarenin. See Epinephrin. 

Surgery, cooperation between X-ray ther- 
apy and, i. 542, 545, 549; in treatment of 
the neuroses, iv. 530. 

Surgical measures. See Surgical operation. 

Surgical operation, danger of, in diabetic 
patients, ii. 756; in status lymphaticus, 
iii. 929. 

Surgical procedures in local infectious dis- 
eases, v. 28. 

Surgical prophylaxis, against cerebral 
abscess, iv. 422. 

Surgical tuberculosis, continuous small 
dosage of tuberculin in treatment of, v. 
342, 343; value of tuberculin treatment 
in, v. 333. 

Suspension, contraindicated in syringo- 
myelia, iv. 278; as a therapeutic agent 
in tabes, iv. 203; uses of, in mechano- 
therapy, i. 359. 

Suspension colloids, i. 6, 28. 

Suspensory, use of, in acute gonorrhea, as 
a preventive of epididymitis, iv. 150; ne- 
cessity for, in acute stage of gonorrhea, 
iv. 138; for neuralgia affecting spermatic 
chord and testicle, iv. 357; for pruritus of 
scrotum in diabetes mellitus, ii. 749. 

Sutherland, G. A., on benefits of cod liver 
oil in chronic bronchitis, iii. 371. 

Sutton and Fewster, inoculation of im- 
mune individual with small-pox by, ii 
57. 

Svapnia, use of, for neuralgia accompanied 
by restlessness, iv. 336. 

Sweating, use of, in acute nephritis, iv. 60; 
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for eclampsia of pregnancy, iv. 83; in 
kidney of pregnancy, iv. 82; method of 
producing, in nephritis, iv.3S; in miliary 
fever, ii. 574; in nephritis, iv. 36; to 
reduce hypertension in chronic inter- 
stitial nephritis, iv. 67; for relief of 
anuria in acute nephritis, iv. 61; for re- 
lief of dy-Bpnen in acute nephritis, iv. 6'2 ; 
for relief of dyspnea in chronic inter- 
stitial nephritis, iv. 70. 

SwK.ATlS'li, profuse, in gonocoecemia, v. 
588. 

Sweats, night, treatment of, in tuber- 
culous kidney, iv. 117; in tuberculosis of 
lungs, ii. 505. 

Sweden, introduction of vaccination intu, 
ii. 60; mortality from small-pox in. be- 
fore and after vaccination, ii, 94, 106, 

Swedish movements, use of, in treatment 
of chronic cerebral hyperemia, iv. 3S7 ; 
in prophylaxis of cerebri! t hyperemia, iv, 
ire for neurasthenia, iv. 



546. 



rules for, in tubcr- 



A WEEPING 

culoeis, ii. 463. 

Swift and Ellis, autosero-salvarsan in- 
jection method of, for treatment of nerv- 
ous syphilis, iv. 484; modifications of 
methods of, iv. 485. 

Swimming, injurious effects of, in arterio- 
sclerosis, iii. 761. 

Swinburne's urethroscope, use. of, in treat- 
ment of verumontanum, iv. 167. 

Switzerland, introduction of vaccination 
into, ii. 60. 

Sycosis simplex. X-ray therapy for relief 
of, i. 534. 

Sycosis vulgaris, vaccine therapy for, v. 
632. 

Syncytio precipitin, v. 755. 

Symbiosis, i. 767. 

Symbiotic bacteria, r61e of, in amebiasis, 
iv. 722. 

Sympathomimetic drugs, i. 680. 

Sympathy and encouragement, employ- 
ment of, in neurasthenia and payclias- 
thenia, iv. 555. 

Syncope, due to cerebral thrombosis, iv. 
398. 

Synovial lesions of bkin, i. 480. 

Synovitis, electrotherapeutics for relief of, 



Syphilids, palmar ani 
treatment of, ii. 415. 

Syphilis, ii. 351; abortive treatment of, i 
364.; absence of general immunity to, v. 
367; administration of mercury by 
mouth in, ii. 373; alcohol in, ii. 358; 
arsenic in treatment of, ii. 397; arseno- 
benaol in treatment of, ii. 390; atoxy] in 
treatment of, ii. 398; auxiliary medica- 
tion in, ii. 419; as a cause of acquired 



spinal progressive 
246; as cause of a 


iiiiwijlar atrophy, iv. 
ute nephritis, iv. 28; 


as a cause of amyloid diseases of kidney, 


iv. 81 ; as 


cause of chronic cerebral men- 


in git in, 


v. 378; 


as cause of (Amok 


myelitis, 


iv. 229; a 


s a cause of dementia 


]i;ii'ii!> I ii 


i, iv. 490 


as a cause of general 


paresis, i 


r. 490; ss 


a cause of neuralgia. 


iv. 337; 


as cause 


of neuritis of third, 


fourth, and sixth 


nerves, iv. 308; as 



cause of paroxysmal hemoglobinuria, 
6; as cause of pneumogastric paral; 
iv. 319; as cause of trigeminal neuritis, 
iv. 309; classifications of patients 
355; as a complication of vaccinatum, 
ii. 87; constitutional treatment of, ii. 
402; contagiousness of lesions in, ii. 359; 
contagiousness of normal secretions in, 
ii. 359; continuous mercurial treatment 
of, ii. 403; continuous intermittent treat- 
ment for, ii. 404; chronic arthritis due to, 
ii. fil)3; cutaneous administration of 
mercury in, ii. 374; diabetes as«in-iatcd 
with, ii. 755; divisions of treatment for, 
ii. 3.53; educational pri>|ilivln\is against, 
ii.364;asaf,ictor in cerebral hemorrhage, 
iv. 389; factors predispnsing i<> infecliim 
from, ii, 359; hereditary, treatment 
ii. 431 ; hydrotherapy for relief of, i. 
ii. 435; hygienic measure* in, ij. 
influence of other maladies upon, ii. 
injection method of administering mer- 
cury in, ii. 370; intermittent mercurial 
treatment for. ii. 4(13; inunction mi-tlmd 
of administering mercury in, ii. 374; 
iodids in treatment of, ii. 3it0; local treat- 
ment of lesions in, ii. 406; marital pro- 
phylaxis against, ii. 364; mercurial baths 
in treatment of, ii. 375, 418; 
cury in cure of, Sec Mercury; 
hygiene in. of myocardium. See M; 
cardial syphilis; of muscles. See Mi 
nervous hvgiene in. ii, 355; Noguchi 
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man cell ~ reaction for, v. 130? with 
heated serum, v. 130; Noguchi's modi- 
fication of Wassermann test for, v. 130; 
of the brain, See Syphilis of central 
nervous system; oral hygiene in, ii. 
357; organotherapy for, ii. 436; neuro- 
recurrences in, ii. 432; of pancreas, iii. 

• 301 ; physical hygiene in, ii. 354 ; primary, 

, value of Wassermann test, in, v. 134; 

■., prophylaxis against brain tumor in, 
, iv. 446; prophylaxis against, in general, 
ii. 359; public prophylaxis against, 
ii. 362; question of cure in, ii. 420; 
rachitis associated with, ii. 802; rectal 
administration of mercury in, ii. 373; 
registration and examination as means 
of prophylaxis against, ii. 364; re- 
semblance of, to frambcesia tropica, 
iv. 778; salvarsan in treatment of, See 
Arsenobenzol; secondary, value of Was- 
sermann test in, v. 134; secondary cuta- 
neous symptoms of, ii. 411; serum ther- 
apy for, ii. 421; specific medication for, 
ii. 368; of spinal blood-vessels, iv. 272; 
of stomach, See Stomach; summary of 
treatment of, ii. 432; tertiary, paresis 
and, v. 403; tetiary, value of Wasser- 
mann test in, v. 134; tobacco smoking 
injurious in, ii. 358; tonics in treatment 
of, ii. 420; treatment of hereditary, ii. 
417, 431; treatment 4 of, by neosalvarsan, 
iii. 428; treatment of, in pregnancy, 
ii. 416, 430; treatment of, principles of, v. 
403, 404; treatment of, with salvarsan 
and mercury, ii. 422; treatment of 
secondary cutaneous symptoms of, ii. 
411; treatment of tertiary cutaneous 
symptoms of, ii. 412; vaccination for 
small-pox a means of transmitting, ii. 
87, 360; vaccine therapy for, ii. 421; 
Wassermann's reaction as test for, ii. 
367. 
Syphilis of central nervous system, cell 
count of cerebrospinal fluid in, v. 404, 
405; globulin content of cerebrospinal 
fluid in, v. 405; "intensive" intravenous 
method of treating, iv. 483; intracranial 
injections, in treatment of, iv. 487; 
intraspinal therapy for, iv. 485; iodid 
administration in treatment of, iv. 487; 
in patients receiving intensive but in- 
complete treatment, v. 400; Lange- 

?..■ Gold reaction in, v. 407; local treatment 



in, v. 409-419; mercury for, iv. 480; 
neosalvarsan m treatment of, iv. 482; 
pathology of, v. 401, 402; references on, 
v. 419, 420; salvarsan in treatment of, 
iv. 482, v. 408, 409; secondary, v. 402; 
serum therapy in, v. 409-419; specific 
treatment of, general considerations of, 
v. 397-408; tertiary, v. 402; tertiary, cell 
count of cerebrospinal fluid in, v. 404; 
treatment of, plan of, iv. 488; treat- 
ment of, summary of, v. 418, 419; 
Wassermann reaction in cerebrospinal 
fluid in, v. 405-407. 

Syphilis, cerebrospinal, value of Wasser- 
mann test in, v. 134; cerebrospinal fluid 
in, v. 404-407; complement-fixation 
reaction in, v. 127; See also Wassermann 
reaction; cutaneous lesions of, v. 398; 
diagnosis of, by means of cobra venom 
solutions, v. 745; early treatment of, v. 
400, 401; hereditary, value of Wasser- 
mann test in, v. 134; infectiousness of 
blood in, v. 398; latent, value of Wasser- 
mann test in, v. 134. 

Syphilis, hereditary, treatment of, ii. 
417; arsenobenzol in, ii. 418; hygienic 
measures in, ii. 417; injections unsuit- 
able in, ii. 418; inunctions best suited 
for, ii. 419; iodids in, 419; mercury in, 
ii. 418; mixed treatment in, ii. 419. 

Syphilis, hygiene of, ii. 353; alcohol 
injurious to, ii. 358; importance of, ii. 
353; influence of other diseases, local 
and general, upon, ii. 358; mouth 
hygiene in, ii. 357; nervous hygiene in, 
ii. 355; physical hygiene in, ii. 354; 
sexual hygiene in, ii. 356; tobacco in- 
jurious in, ii. 358. 

Syphilis, luetin reaction in, v. 160; 
diagnostic value of, v. 162; in papular 
form, v. 160; in pustular form, v. 160; in 
torpid form, v. 162; negative, v. 160; 
positive, v. 160; preparation of antigen 
in, v. 160; result of treatment in, v. 162; 
technique of, v. 160. 

Syphilis of the mouth, iii. 15; treatment 
of, iii. 15. 

Syphilis of upper respiratory tract, 
iii. 348; general treatment of, iii. .348; 
local treatment of, iii. 349. 

Syphilis, Wassermann reaction in, iv. 
127, See also Wassermann reaction; 
influence of mercurial treatment on, v. 
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135; influence of galv; 

influence of treatment 
Syphilitic aortitii 

angina pectoris, 

iii. 763. 
Syphilitic arteritis, iii. 763; treatment of, 

iii. 763. 
Syphilitic arthhitib, ii. 693. 
Syphilitic c 
Syphilitic e 

hral thrombosis du< 



of, ; 



770; treatment of, 



402, 404; cere- 
to, iv. 395, 475; 



. 397; treatment of, i 



Syphilitic headache. See Headache. 

Syphilitic hemiplegia, iv. 475. 

Syphilitic hypertrophic papule, local 
treatment of, ii. 413. 

Syphilitic lesions, local treatment of, ii. 
406; of chancre, ii. 407; of secondary 
cutaneous symptoms, ii 411; of second- 
ary mucous symptoms, ii. 411; of special 
secondary and tertiary lesions, ii. 412; 
of tertiary cutaneous symptoms, ii. 412; 
of tertiary mucous symptoms, ii. 412. 

Syphilitic Rheumatism. See Syphilitic 
arthritis. 

Syphilitic spinal paralysis, iv. 271. 

Syphilitic stomatitis. See Syphilis of the 
mouth. 

Syphilitic tubercle, local treatment of, 
ii. 413. 

Syphilodehmh, local treatment of, ii. 411, 

Syphiloma. See Brain tumor. 

Syringe, hypodermic, for use in intra- 
muscular injections of mercury in syph- 
ilis, ii. 384. 

Syringes, asepsis of, iv. 159. 

Syringomyelia, iv. 275; definition of, iv. 
275; etiology of, iv. 276; morbid anat- 
omy of, iv. 275; operative measures for, 
iv. 279; symptoms of, iv. 277; treatment 
of, iv. 278; X-ray therapy for relief of, i. 
558. 

Syrup of iodid of iron, use of, in hookworm 



Systemic diseases, focal infections and, 
v. 165; of focal origin, v. 167; of focal 
origin, chronic, pathology of, v. 168; pro- 
phylaxis of, v. 171; results of secondary 
foci of infection in, v. 170; relation of 
suspected focus to, v. IBS; site of focus 
in, v. 165; treatment of, v. 171; treat- 
ment of, removal of focus in, v. 174; 



treatment of, after-management i 
174; treatment of, bacteriological ex- 
t. 174; treatment of, vac- 



Syzygium jambulanum, use of, in diabetes 
mellitUB, ii. 745. 






Igesia as symptom of, 
symptom of, i 
anti-syphilitic treatment for, iv. 
Argyll-Robertson pupil in diagnosis 
v. 187; arthropathies in, iv. 191; 
causal therapy for, iv. 193; causes of, iv. 
180; cell count of cerebrospinal fluid in, 
v. 405; climatic influence in, iv. 213; 
course of disease in, iv. 184; definition 
of, iv. 180; delayed sensation as symp- 
tom of, iv. 189; diagnosis of, iv. 184; diet 
in, iv. 213; electricity in treatment of, 
iv. 201; lancinating pains in, iv. 188; 
globulin content of cerebrospinal fluid 
in, v. 405; lesions in, iv. 182; massage in 
treatment for, iv. 203; medicinal springs 
of benefit in, iv. 201 ; operative treatment 
for, iv. 198; paresthesia as symptom of, 
iv. 189; pathology of, v. 402; plan of 
treatment important in, iv. 211; re- 
education of ataxic extremities in, iv. 
204; Romberg's sign in diagnosis of, iv. 
188; salvarsanizcd serum for intraspinal 
treatment of, v. 14; salvaraan in, v. 408; 
scrum therapy in, v. 411; suspension in 
treatment of, iv. 203; symptomatic 
treatment of, iv. 196; symptomatology 
of, iv. 186; tendon reflex in diagnosis of, 
iv. 187; treatment against morbid process 
in, iv. 195; treatment of, in general, iv. 
192, 200; treatment of special symptoms 
in, iv. 199; trophic disturbances in, iv. 
191 ; value of Wassermann test in, v. 134 ; 
Wassermann reaction in cerebrospinal 
fluid in, v. 407. 

Tabes dohbalis, electrotherapeutics for 
relief of, i. 429; hydrotherapy for relief of, 
i. 647; massage and gymnastics in treat- 
ment of, i. 316. 

Tabetic amaurosis, iv. 199. 

Tabetic form of bpinal syphilis, iv. 272. 

Table, showing action of carbon dioxid 
baths upon blood pressure and pulse, 
iii. 619, 620; showing amount of albu- 
min contained in different foods, iv. 40; 
showing amount of fluid removed 
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from case of mitral insufficiency! iii. 675; 
showing amount of salt in articles of 
average diet, iv. 37; showing analysis 
of Nauheim waters, iii. 628; showing 
average mortality in Sheffield steel- 
workers, iii. 425; showing chemicals 
used for irrigation of urethra and their 
various strengths, iv. 159; showing com- 
position of food, i. 83; showing death 
rate from consumption in certain occu- 
pations, iii. 426; showing death rate 
following operation for liver abscess, 
iv. 727; showing death rate from 
respiratory diseases other than phthisis 
in certain occupations, iii. 427; showing 
dietary in pericarditis, iii. 516; showing 
dose of thymol according to age in 
hookworm disease, iv. 810; showing 
effect of erythrol tetranitrate upon 
blood pressure, iii. 610; showing effect 
of nitrites on blood pressure, iii. 611; 
showing effect of nitroglycerin on blood 
pressure, iii. 607, 608; showing effect of 
potassium nitrite on blood pressure, iii. 
609; showing effect of sodium nitrite on 
blood pressure, iii. 609; showing events 
of cardiac cycle, iii. 543; showing latent 
malarial infection at different ages in 
different districts, iv. 752; showing loss 
of body heat by radiation and conduc- 
tion, iv. 690; showing results of operation 
for pulmonary abscess and gangrene, 
iii. 442; showing results of X-ray therapy 
in leukemia, iii. 857, 858; showing series 
of Nauheim baths, iii. 632; showing simi- 
larity and differences in the types of 
muscular dystrophy, iv. 262; showing 
solubility and alkaloidal value of the 
most important salts of quinin, iv. 735; 
of standard rations, i. 82; showing 
tropical possessions of western nations, 
iv. 684; showing typical amyl nitrite 
effect, iii. 612, 613. 

TACHE CEREBRALE, iv. 374. 

Tachycardia, as a complication of exoph- 
thalmic goiter, iii. 915; as a complica- 
tion of pneumonia, ii. 252; essential 
paroxysmal, iii. 786; treatment of essen- 
tial paroxysmal, iii. 787. 

Tjenia africana, iv. 792 ; mode of infec- 
tion by, iv. 793. 

TiENIA BREMNERI, IV. 793. 

TfflNiA hominis, iv. 793. 



TjBNIA PHILIPPINA, IV. 793. 

Tampon, use of, in arrest of epistaxis, iii. 
335;' in atrophic rhinitis, iii. 332. 

Tanks, asepsis of, iv. 159. 

Tannic add, use of, in acute nasopharyn- 
gitis accompanying uvulitis, iii. 20; in 
curare poisoning, iv. 710; in diarrhea, ii. 
662; in diarrhea of Addison's disease, 
iii. 902; as gargle in measles, ii. 148; in 
hematuria, iv. 4; for irrigation of bowels 
in bacillary dysentery, ii. 317; for irri- 
gation of colon in colitis, iii. 205; for 
irrigation of colon in ulcerative colitis, 
iii. 211, 212; in pulmonary abscess, iii. 
441; by rectal injection in chronic mu- 
cous colitis, iii. 207. 

Tannin, use of, as an antidote to muscarin 
poisoning, ii. 645; in ergotism, ii. 649; 
to neutralize morphin in the stomach, ii. 
611. 

Tannogallic acid, use of, on tampon to con- 
trol epistaxis, iii. 335. 

Tapeworms, larval, iv. 791. 

Tapping, necessity for, in generalized form 
of chronic peritonitis, iii. 323; precau- 
tions to be taken in performance of, iii. 
476; for relief of edema in acute ne- 
phritis, iv. 61; for relief of effusion in 
malignant disease of peritoneum, iii. 323; 
for relief of pleural effusion following a 
pulmonary infarct, iii. 412; use of, con- 
traindicated in tuberculous peritonitis, 
with effusion, iii. 321. 

Tar, use of, as expectorant in chronic bron- 
chitis, iii. 377. 

Tarbagan disease, iv. 837. 

Tardieu, poisoning from match heads re- 
ported by, ii. 624. 

Tartar emetic, use of, in active congestion 
of lungs, iii. 406; in acute laryngitis, iii. 
339; in bronchopneumonia, iii. 419; by 
intravenous injection in trypanosomi- 
asis, iv. 763. 

Taste, disturbances of, iii. 3. 

Tawara system of muscle fibers, iii. 540. 

Tea, as a cause of reflex cardiac neuroses, 
iii. 786; in diet for chronic parenchy- 
matous nephritis, iv. 65; in diet for 
gastric hyperacidity, iii. 91; in diet for 
nephritis, iv. 43, 58; over-indulgence in, 
a cause of chronic gastritis, iii. 159; phys- 
ical effects of, iii. 603; use of strong 
green, in acute opium poisoning, ii. 611. 
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Tea and cops 

of angina peel. iris vasomotoria, iii. 768; 
excessive use of, injurious in arterio- 
sclerosis, iii. 759; prohibitioo of, in 
aneurysm of cerebral arteries, iv. 457; 
prohibition of, in asthma, iii. 381; pro- 
hibition of, in palpitation of heart due 
to neurasthenia, iv. 576; prohibition of, 
in progressive paralysis of the insane, 
iv. 494; prohibition of, for relief of 
tachycardia, iii. 7S7; use of, in cardiac 
insufficiency, iii. 636. 

Tebean, v. 324. 

Tebebapin, v. 326. 

Tebbutt, on bacteriological diagnosis of 
typhoid fever by blood cultures, v. 203. 

Teeth, in acute ulcerous gingivitis, iii. 11; 
eare of, a factor in prevention of acute 
rheumatism, ii. 298; care of, a neces- 
sity in cure of tuberculosis, ii. 490; 
disease of, a cause of chronic gastritis, 
iii. 159; infection and, v. 1.135; method of 
cleaning, in infants and young children, 
iii. 2; necessity fur attention to, in scur- 
vy, iii. 892; necessity fur attention to, in 
pernicious anemia, iii. 823, 824; sharp- 
edged, a cause of leukoplakia, iii. 25. 

Teixera be Mattos, buttermilk as food 
in enteritis of infancy first recommended 
by, iii. 204. 

Telangiectases, radium in treatment of, 
i. 479. 

Tempekatuhe. for baths given in soothing 
hydrotherapy for" neurasthenia, iv. 553: 
for baths given in stimulating hydro- 
therapy for neurasthenia, iv. 557; far 
baths from therai>eutic standpoint, iv. 
546; as a climatic factor, i. 248; of in- 
jection employed in Fischer's method 
of relieving anuria, iv. 854; of injection 
employed in Rogers' treatment of 
Asiatic cholera, iv. 851; of mineral 
waters, i. 1)53; physiological reaction of 
human beings, to external, i. 260; rela- 
tion of external, to wind, i. 254; of room 
important in acute liroiichitis, m- 352. 

Temperature of boby, anaphylactic reac- 
tion in, v. 86; importance of, during 
stage of reaction in Asiatic cholera, iv. 
852; influence of, on metabolism, i, 1 18; 
influence of poisons upon, i. 671; local 
reduction of, Iwoeticial in unite localized 
peritonitis, iii. 311; relation of, to 



treatment by injections in Asiatic 
cholera, iv. H51; variations in, during 
hypnosis, i. 578; variations in, during 
residence in opposite extremes of cli- 
mate, i. 261. 
Temporal bone, disease of, causing ii 
ritis of seventh nerve, iv. 310. 

e, diagnosis of tumor in. iv. 



Temulin, poisonous action of, ii. 648. 

Trniikunksr on enEssrni:, as a sympto 
of tumor in frontal lobe, i 
symptom of tumor in parietal lobe, iv. 
438. 

Tender toes, in typhoid fever, ii. 2! 

Tendon grafting, performance of, to © 
deformities following anterior 
myelitis, iv. 242. 

Tendon reflux, absence of, a diag; 
sign of Friedreich's ataxia, iv. 21f 
sence of, n diagnostic -sign f, f tabes, i 
187; changes in, during tuberculou 
meningitis, iv, 374; exaggeration of, i 
hereditary cerebellar i 
exaggeration of, in multiple scleras!: 
iv. 280; exaggeration of, in spastic spin 
paralysis, iv. 268; exaggeration of, 
traumatic hematoma, iv. 361 

Tendon reflexes, changes i 

hemorrhagic superior polioencephalitis, 
iv. 406; changes in, during progressive 
paralysis of the insane, iv. 491 ; decrease 
of, in -progressive bulbar paralysis, iv. 
499; exaggeration of, in cerebral diplegia 
type of cerebral palsies of children, iv. 
41(1. 

Tendon transplantation, for relief of nnl 
rior crural or obturator 

Tenebml-b, treatment oi 
dysentery, ii. 317. 

Teniasis, iv. 791; intestinal, iv. 
matic, iv. 791. 

Tenosynovitis, clectrothera]>cutici 
lief of, i. 414. 

Tenotomy, indications for perfor- 
in neuritis, iv. 289; for relief of contrac- 
tures acquired during hcrUieri, iv. 870; 
for relief of contractures in multiple 
sclerosis, iv. 281 ; for relief of defor 
following anterior poliomyelitis, 
241. 
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ectasia, iii. 396; as expectorant in chronic 
bronchitis, iii. 377; for relief of gangrene 
of lung complicating pneumonia, ii. 253; 
in treatment of bronchorrhea complicat- 
ing pneumonia, ii. 253. 

Terebinskaia and Popowa, on vaccine 
treatment of gonorrheal infection of 
female genitalia, v. 732. 

Terrain cure, iii. 645. 

Tesla apparatus, i. 368. 

Test diet of Schmidt, iii. 198. 

Testes, chemistry of, i. 808; function of 
interstitial cells of, i. 807; relation of 
interstitial cells of, to cortical cells of 
adrenals, i. 807; transplantation of, i. 
809. 

Testes extracts, i. 808. 

Testicles, elevation of, in acute gonor- 
rhea as preventive of epididymitis, iv. 
150; hydrotherapy for disease of, i. 633; 
inflammation of, See Orchitis; influence 
of congenital absence, atrophy on ex- 
tirpation, i. 805; physiology of, i. 804; 
uses of, in organotherapy, i. 804. 

Testicular Spermin of Poehl, i. 674. 

Tetanus, ii. 334; antitoxic treatment of, ii. 
334; antitoxic treatment for, procedure 
in, v. 466; Bacelli's method of treating, 
ii. 339; bacilli of, source of, v. 453; bac- 
terial poisons of, v. 453; cases of, treated 
with antitoxin and chloretone, ii. 344; 
cases of, treated with antitoxin and seda- 
tives, ii. 341 ; cases of, treated with sub- 
dural injection of magnesium sulphate, 
ii. 339; as a complication of vaccination 
for small-pox, ii. 90; danger of, from use 
of gelatin for control of hemorrhage, ii. 
155; diagnosis of, v. 454; differentiation 
of, from rabies, v. 716; dose of antitoxin 
for, ii. 336, 337; drugs in treatment for, 
ii. 337; endotoxins of, v. 457; feeding in, 
ii. 340; general measures of treatment 
for, ii. 340; hydrotherapy for relief of, 
i. 638; means by which wound in- 
fection occurs in, v. 454; method of in- 
jecting antitoxin for, ii. 335; mortality 
from, ii. 340; muscles involved in, v. 
457; nursing in, ii. 340; paths by which 
toxin of, reaches central nervous system, 
v. 455; period between absorption of 
toxin of, and development of symptoms, 
v. 456; presence of toxin of, in blood, v. 
457; prevention of, ii. 337, 349, v. 454; 



results of antitoxin treatment for, ii. 340; 
results of antitoxin treatment of, in ani- 
mals, v. 462; results of antitoxin treat- 
, ment of, in man, v. 464; rules for use of 
antitoxin in, ii. 340; single and multiple 
injections of antitoxin in, ii. 336; symp- 
tomatic treatment of, ii. 339; toxin of, 
absorption of, from tissues, v. 459; treat- 
ment of actual cases of, ii. 341 ; treatment 
of infected area in, ii. 337; union of toxin 
of, with gray matter of brain and spinal 
cord, v. 456. 

Tetanus, specific treatment of, v. 457, See 
also under Tetanus antitoxin; by direct 
injection of antitoxin into central nerv- 
ous system, v. 460; by subcutaneous 
injection of antitoxin, v. 460. 

Tetanus antitoxin, ii. 334; absorption of, 
from tissues, v. 459; administration of, 
in doubtful cases, ii. 341 ; antitoxic unit 
in, v. 458; curative dose of, ii. 336; for- 
eign antitoxic units in, v. 458; method 
of injecting, ii. 335; mortality affected 
by, ii. 340; persistence of, in blood, v. 
458; preventive dose of, ii. 335, v. 458; 
protective action of, v. 457; results of 
use of, for immunization, v. 461; rules 
for use of, ii. 340; single or multiple in- 
jections of, ii. 336; technique of testing, 
v. 458; use of, ii. 334. 

Tetany, iii. 926; as complication of rachi- 
tis, ii. 807; due to loss of parathyroid 
glands, i. 719; gastric, See Gastric tetany; 
infantile, treatment of, parathyroid ad- 
ministration for, i. 720; parathyroid, See 
Parathyroid Tetany; post-operative, i. 
718; post-operative, parathyroid admin- 
istration for, i. 719, 720. 

Tethelin, i. 740. 

Teufel bandage, iii. 248. 

Thallin sulphate, use of, by instillation in 
chronic gonorrheal urethritis, iv. 160; in 
tubercular cystitis, iv. 121. 

Thalman's beef agar medium, v. 592. 

Thayer and Blumer, gonococcus isolated 
from blood by, v. 583. 

Theobald Smith phenomenon, i. 132. 

Theobromin, physiological action of, iii. 605; 
therapeutic action of, iii. 605; use of, in 
angina pectoris, iii. 770; use of, in 
chronic myocardial insufficiency due to 
nephritis, iii. 730; use of, to induce diure- 
sis in cardiac insufficiency, iii. 677; use 




of, for relief of 



a neurast heni ;i . 
* of chronic 
myocardial insufficiency, iii. 722. 

Theobromln and sodium benzoate, use of, 
to induce diuresis in cardiac insufficiency 
with general anasarca, iii. 677. 

Theobromin-sodiosalicylate. See Diuretin. 

Theocin, use of, in diabetes insipidus, ii. 
777; in nephritis, iv. 48; in nephritis 
complicating scarlet fever, ii. 134; for 
relief of anuria in nephrolithiasis, iv. 107. 
See also Sodium acetate. 

Theophyilin, physiological nation of, iii. 605; 
therapeutic action of, iii. 605; use of, in 
acute nephritis, iv, 57; use of, in angina 
pectoris, iii. 770; use of, in chronic myo- 
cardial insufficiency due to nephritis, iii. 
730; use of, to create diuresis in cardiac 
insufficiency with general anasarca, iii. 
677; use of, in severe cases of chronic 
myocardial insuthen-ney, iii. 722. 

Theophyilin and sodium acetate, use of, to 
create diuresis in cardiac insutlk ■ieticy 
with general anasarca, iii. 677. 

Therapeutic atavism, instance of, i. 672. 

Therapeutic privcipi.es, generally ac- 
cepted in the neuroses, iv. 537. 

Therapeutic procedures, supplementary, for 
use in neunisthenui situ 1 psychasthenic, 
iv. 662. 

Therapeutic test, value of, in diagnosis of 
brain syphilis, iv. 477. 

Thermal springs, definition of, i. 654; loca- 
tion and distribution of, in U. S., i. 
654. 

Thermal waters, simple, i. 656. 

Thermic effects of electricity, thera- 
peutic indications for, i, 393. 

Thermic fever. See Insolation. 

Thermocautery, use of, over spine in lathy- 
rism, iv. 709. 

Thermophor, use of, in chronic pancreatitis, 
hi. 298. 

Thermotherapy, in treatment of gout, ii. 
684. 

Thiersch, avulsion method of. See Avul- 
sion method. 

Thiosinamin, intramuscular injection of. to 
stimulate absorption of pleural exudate, 
iii. 482. 

Thompson, report by, on reduction in mor- 
tality in typhoid fever treated with 
Brand bath.-, i. 640. 



i Bennett, hyperpyre 
fever first described by, iv. 884 

Thomsen's disease. See Myotonia < 
genita. 

Thomson, on use of carbolic acid in plague, 
iv. 843. 

Thoracentesis in pleurisy with effusion, iii. 
470; amount of fluid withdrawn in, iii. 
477 ; apparatus for exploration in, 
iii. 475; aspiration of fluid in, iii. 475; 
choice of instrument for, iii. 474; 
choice of time for, iii. 472; collapse and 
sudden dimth during or after, iii. 480; 
contraindications to, iii. 472; dangerous 
symptoms during, iii. 478; history of, 
iii. 455; indications for, in large effusions 
with slow absorption, iii. 471 ; indications 
for, in moderate effusions with slow ab- 
sorption, iii. 472; indications for, to save 
life, iii. 471; intrapleural injections dur- 
ing, to aid absorption, iii. 4K2; location 
of puncture in, iii. 473; method of evacu- 
ation in, iii 175; pneumothorax caused 
by, iii. 491; position of patient in, iii. 
473; precautions against, collapse in, 
iii. 481; pree-mi inns in tapping in. iii. 476; 
preparations for, iii, 474; rate for with- 
drawal of fluid in, iii. 477; untoward 
symptoms during, iii. 477; uselessneas 
of, in empyema, iii. 485. 

Thoracentesis in pneumothorax acutissi- 
mus, iii. 401. 

Thoracotomy, performance of, for relief of 
empyema accompanying tuberculosis, 
ii. 503; for relief of empyema, iii. 485. 

Thorium-X, history of, iii. 824; in treat- 
ment of leukemia, iii. 862; in treatment 
of pernicious anemia, iii. 825; in secon- 
dary anemias, iii. .809. 

"Three valerianates" pill, use of, in neuras- 
thenia, iv. 565. 

Throat affections, as a complication of 
scarlet fever, ii. 129. 

Thrombin, in dcfibriiuited blood, v. 805; 
in normal serum, v. 804. 

Thrombin, use of, in hemorrhagic ibsea.se 
of the newborn, v. 796; in morbus 
maeulosus neonatorum, v. 813. 

Thrombosis, as a cause of cerebral hem- 
orrhage, iv. 389; cerebral, See Cerebral 
thrombosis; diagnosis of, from embol- 
ism, iv. 397; of lunos, Set Pulmonary 
thrombosis; of periprostatic veins, in 
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gonococcemia, v. 588; venous, as a com- 
plication of chlorosis, iii. 810. 

Thrush, iii. 8; organism of, v. 424; patho- 
genesis of, v. 424; treatment of, iii. 9. 

Thymectomy, employment of, in status 
lymphaticus, iii. 929; experimental re- 
sults from, i. 727. 

Thymic coma, i. 727. 

Thymol, use of, as an anthelmintic in Cochin 
China diarrhea, iv. 813; as an anthel- 
mintic in expulsion of esophagostomum 
apiostomum, iv. 816; as an anthelmintic 
in destruction of filaria bancrofti, iv. 803; 
as an anthelmintic in hookworm disease, 
iv. 809; as an anthelmintic in intestinal 
distomiasis, iv. 798; as an anthelmintic 
in trichocephaliasis, iv. 814; in atrophic 
rhinitis, iii. 331; in chronic atrophic 
laryngitis, iii. 343; for gastric lavage in 
chronic gastritis, iii. 161; local use of, 
for irrigating bowels in chronic stage 
of bacillary dysentery, ii. 317; local use 
of, for relief of itching complicating 
diabetes mellitus, ii. 749; local use of, 
as a spray for throat in scarlet fever, ii. 
129; use of, in noma, iii. 13. 

Thymus gland, conditions associated with 
disturbance of, i. 118; diseases of, iii. 
928; extirpation of, effects of, i. 727; 
extirpation of, suggested for relief of 
asthenic bulbar paralysis, iv. 256; 
functions of, i. 117; in Graves' disease, 
i. 727, v. 791; importance of, in early 
life, i. 727; physiology of, i. 725; relation 
of, to bone metabolism, i. 729; relation of, 
to growth, i. 726; relation of, to sex 
glands, i. 726, 729; relation of, to thyroid, 
i. 729; supposed relation between dis- 
turbance of, and rachitis, ii. 801; X-ray 
therapy for enlargement of, i. 556. 

Thymus gland, conditions benefited by 
administration of, i. 728; effects of ad- 
ministration of, i. 700; in organotherapy, 
i. 725; therapeutic uses of, i. 728; 
use of, in exophthalmic goiter, iii. 919. 

Thyreopriva. See Cachexia strumipriva. 

Thyroid, desiccated, use of, for relief of 
enuresis, iv. 131. 

Thyroid gland, administration of effects 
of, i. 72; amount of secretion in, i. 67; 
congestion of, iii. 908; detoxicatory prop- 
erty of, v. 792, 793; diseases of, im- 
mune-ferment reaction in, v. 145; effects 



of deficiency of secretion of, in adults, i. 
72; effects of deficiency of secretion of, in 
child, i. 71; functions of, i. 70; hyper- 
secretion of, i. 74; method of removing, 
in tetany, iii. 927; relation of, to brain, 
v. 790; relation of, to Graves' disease, 
v. 789, 790; relation of, to growth and 
development, i. 71; relation of, to sexual 
organs, v. 789; removal of, followed by 
hypertrophy of hypophysis, i. 103; sta- 
bility of secretion from, i. 68; supposed 
relation between disturbance of, and 
rachitis, ii. 801; transplantation of, in 
athyrea and hypothyrea, iii. 923; X-ray 
theftipy for relief of enlargement in, 
i. 555. 

Thyroid gland, therapeutic uses of, i. 681; 
administration of, an instance of sub- 
stitution therapy, i. 681 ; administration 
of, effects of, on metabolism, i. 700; in 
athyrea and hypotherea, iii. 923; chemis- 
try of, i. 684; in defective bone growth, i. 
702; in dipsomania, ii. 598; effect of 
iodin on, i. 671 ; excessive doses of, i. 701 ; 
in exophthalmic goiter, iii. 919; functions 
of, i. 682; in hemophilia, i. 702; in 
hypothyroidism, i. 696, 698; important 
steps in knowledge of, i. 682; influence 
of, on diabetes mellitus, i. 755; in joint 
disturbances, i. 701 ; in mental disorders, 
i. 704; methods of administration of, i. 
704, 705; in myxedema, i. 697; in obesity, 
i. 701, ii. 774, 797; preparations of, i. 
705, 706; preparations of, in goiter, iii. 
911 ; relation of, to diet, i. 687; relation of 
the iodin to the histological structure of, 
i. 688; relation of the iodin to the physio- 
logical activity of, i. 685; relation of, to 
sexual organs, i. 702; in sexual disorders, 
i. 702; in sporadic cretinism, i. 697; 
structure of, i. 682; therapeutic uses of, 
i. 672, 673, 681; therapeutic uses of, con- 
clusions on, i. 704, 708; therapeutic 
uses of, contraindications for, i. 707; 
in toxemias of pregnancy, i. 701 ; trans- 
plantation of, i. 704; untoward effects of, 
i. 707. 

Thyroid gland, diseases of, iii. 908; 
athyrea, iii. 923; congestion of thyroid 
gland, iii. 908; goiter, i. 690, iii. 908; 
hyperplasia, i. 689, 690, 695; hyper- 
thyroidism, i. 689; hypothyroidism, i. 
696, iii. 923; neoplasm, i. 689; struma 
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inflam materia, iii- 90S; thyroiditis acuta, 
iii. 908. 
Thyroid 



Thyroid insufficiency, as a cauBe of 

dipsomania, ii. 598. 
Thyroid secretion and body fluids, i, 688; 

in organotherapy, i. 676; versus detoxi- 



i. 087. 



. inditiif obtained from, i 



912. 



Thyroidectin, v. 793. 

Thyroidectomy, complete, effects of, i. 
694, 695, 696; symptoms referable to 
hypophysis after, i. 746. 

Thyroldin, list; of, in athyrea and hypo- 
thyrea., iii. 924. 

Thyroidin-Merck, i. 706. 

Thyroidin-Notkin, i. 706. 

Thyroiditis acuta, iii. 90S. 

Thyrotomy, employment of, in laryngeal 
tuberculosis, iii. 347. 

Tic, iv. 669; alcohol injci-tinns for relief of, 
iv. 670, 675; artificially induced rest for 
relief of, iv. 675; caust 
iv. 673; definition of, 
for relief of, iv. 672, 674; psychotherapy 
for relief of, iv, 675; Burgieal treatment 
of, iv. 672; treatment of, in general, iv. 
672; type of movement in, iv. 669. 

Tic coNvr/LBiF, iv. 669. 

Tic doulouredx, iv. 669; electrothera- 
peutics for relief of, i. 417. 

Tick fever. See Tropical relapsing fever. 

Ticks, as carriers of African relapsing fever, 
iv. 776. 

Tigehstedt and Bergman, presence of 
"renin" in kidney extracts first re- 
ported by, iv. 13. 

TlfiHT lacim;, as cause of movable kidney. 



Tin, poisoning by, i. 177. 

Tinea, X-ray therapy for relief of, i. 535. 

Tinea toksi'hans. :is complication of vac- 
cination, ii. 85. 

Tissue specificity, v. 753-756. 

Tissues, living, difference in susceptibility 
of, to roentgeni nation, i. 509; distribu- 
tion among, i. 18; inequalities of dis- 
tribution among, due to cell differences, 
i. 24; inequalities uf dis' ribution among, 



due to inequalities of absorption, i. 22; 
inequalities of distribution among, due 
to inequalities in solubility, i. 18; in- 
equalities of distribution among, due 
to interference from "membranes," i. 
24; irrigjition of, iS're Irrigation. 

Titub, Dn. E. C, ventilation of light bath 
suggested by, i. 443. 

Tizzoni and pAMCHi, mode of preparation 
of anti pneumococcal scrum, v. 477. 

Toast water, as article i.f invalid dietary, 
i, 122. 

Tobacco, abuse of, a cause of chronic bron- 
chitis, iii. 369; abuse of, a cause of 
chronic gastritis, iii. 158; abuse of, a 
eause of chronic rhinitis, iii. '.V2H; abuse 
of, a cause of hyperacidity of stomach, 
iii. 7(1; effect of, upon gastric secretion, 
iii. 76; as an indirect cause of occupa- 
tion neuroses, iv. 676; influence of, in 
causation of arteriosclerosis, iii. 756; 
injurious influence of, in cerebral hyper- 
emia, iv. 3Sr,; moderation in use of, in 
ehronic parenchymatous nepliritis, iv. 
65; moderation in use of, in nephritis, iv. 
43; moderation in use of, in spastic 
spinal paralysis, iv. 270; prohibition of, 
in angina pectoris, iii. 770; prohibition 
of, in arteriosclerosis, iii. 758; prohibi- 
tion of, in chronic laryngitis, iii. 340; 
prohibition of, in chronic myocardial 
insufficiency, iii. 723; prohibition of, in 
ehronic pharyngitis, iii. 22; prohibition 
of, in exophthalmic goiter, iu. 914; 
prohibition of, for relief of palpitation 
of heart in neurasthenia, iv. 576; pro- 
hibition of, in tachycardia, iii. 787; 
therapeutic use of, in asthma, iii. 386. 

Tobacco angina, iii. 768. 

Tobacco heart, iii. 782; etiology of, iii. 
782; groups of, iii. 782; treatment of, iii. 
784. 

Tobacco poultice. See Poultice. 

Tobacco smoking, aniount of nicotin 
present in, iii, 782; cardiac neuroses due 
to, iii. 782; as a cause of cough in pul- 
monary tuberculosis, ii. 492; injurious 
effects of, in syphilis, ii. 358; leuko- 
plakia caused by, iii IS; physical effects 
of, iii. 782; prohibition of, in chancre of 
lips, mouth, or tongue a necessity, ii. 
410; reasons for enjoyment of, iii. 783. 

Todd, on antitoxic action of dysentery im- 
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mime serum, v. 257; on bacteriological 
diagnosis of typhoid fever by blood 
cultures, v. 203. 

Todd and Rosenthal, investigation of 
dysentery bacillus toxins by, v. 254. 

Todd's serum, use of, against scorpion 
venom, iv. 701. 

Tokay wine, use of, in pneumonia with 
severe asthenia, ii. 246. 

Tongue, disturbances of sensation in, iii. 
2; inflammation of, as complication of 
small-pox, ii. 51; involvement of, in 
Graves' disease, v. 791. 

Tongue, diseases of, iii. 16; acute glos- 
sitis, iii. 16; chronic glossitis, iii. 17; geo- 
graphical tongue, iii. 17; leukoplakia, iii. 
18; ringworm of tongue, iii. 17. 

Tonic treatment, use of, in tabes, iv. 195. 

Tonics, use of, in acquired spinal progres- 
sive muscular atrophy, iv. 248; in acute 
laryngitis, iii. 340; in atriplicism, iv. 
709; in atrophic rhinitis, iii. 331; in 
chronic mucous colitis, iii. 207; in con- 
valescence from acute ophthalmoplegia, 
iv. 525; in convalescence from broncho- 
pneumonia, iii. 421; in convalescence 
from dengue, iv. 876; in gastroptosis to 
improve the nervous condition, iii. 182; 
after Lambert's treatment for alcohol- 
ism, ii. 595; in lathyrism, iv. 709; in 
membranous enteritis, iii. 210; in mem- 
branous rhinitis, iii. 330; in multiple 
neuritis, iv. 326; in neurasthenia, iv. 
550, 565; in neuritis, iv. 289; in optic 
neuritis without apparent cause, iv. 306; 
in ozena, iii. 336; for relief of anorexia 
in neurasthenia, iv. 575; after spasmodic 
laryngitis, iii. 342; in syphilis, ii. 420; 
in syringomyelia, iv. 279; in tropical 
phagedenic ulcer, iv. 884; in ulcerative 
colitis, iii. 211. 

Tonics, bitter, use of, in cirrhosis of liver, 
iii. 281; use of solutions of, in gastric 
lavage for depressive disorders of gastric 
secretion, iii. 152. 

Tonicity, as cardiac function, iii. 536. 

Tonsillar infection, as cause of acute 
nephritis, iv. 28, 55. 

Tonsillectomy, in focal infection in tonsils, 
v. 172; indications for, in chronic ton- 
sillitis, iii. 35, 36; indications for com- 
plete, iii. 37, 38, 39. 

Tonsillitis, acute, iii. 30; chnical aspects of, 



iii. 30; enucleation of tonsils for, iii. 33; 
treatment of, iii. 31; treatment of ab- 
scess formation in, iii. 32; treatment of, 
as source of acute infections, iii. 33. 

Tonsillitis, chronic, iii. 34; complete 
enucleation of tonsils for, iii. 36; com- 
plete enucleation of tonsils for, in chil- 
dren, iii. 37; as focus for infection, iii. 34. 

Tonsillitis, follicular, clinical aspect of, 
iii. 30; diagnosis between Vincent's 
angina and, iii. 39. 

Tonsillitis, suppurative, electrothera- 
peutics for relief of, i. 405. 

Tonsillotomy, in focal infection in tonsils, 
v. 172; indications for, in chronic 
tonsillitis, iii. 45. 

Tonsils, care of, in pneumonia, ii. 222; 
cheesey plugs in lacunae of, iii. 36; 
enucleation of, in acute tonsillitis, iii. 
33; enucleation of, in chronic tonsillitis, 
iii, 36; focal infection in, tonsillectomy 
for, v. 172; focal infection in, tonsil- 
lotomy in, v. 172; involvement of, in 
Graves' disease, v. 791; as portal of 
infection for rheumatism, iii. 513; 
relation between acute rheumatism and, 
ii. 297; removal of, as prophylactic 
measure against acute endocarditis, ii. 
298, iii. 744; removal of, as a prophy- 
lactic measure against bronchitis, iii. 
352; removal of, as prophylactic meas- 
ure against nephritis, and acute articu- 
lar rheumatism, iv. 55; removal of, as 
prophylactic measure against tubercu- 
losis of mediastinal lymph nodes, iii. 506; 
as seat of acute infection, iii. 31 ; slough- 
ing of, as a complication of scarlet 
fever, ii. 130. 

Tonsils, diseases of, iii. 41: acute tonsil- 
litis, iii. 30; chronic tonsillitis, iii. 34. 

Tonsils, enucleation of, after treatment, 
iii. 40; control of subsequent bleeding, 
iii. 39; local anesthesia for, iii. 38; methods 
of, and instrument for, iii. 37, 38. 

Tonsils, hypertrophied, association of, 
with enuresis, iv. 130; removal of, for 
relief of spasmodic laryngitis, iii. 342; 
removal of, in treatment of chronic 
rhinitis, iii. 328. 

Tonus theory of adrenal function, i. 
784. 

Tor I VARIETY OF dysentery bacillus, 
effect of specific serum on, v. 261. 






i treatment of, 



Torrinuton, Conn., results of antityphoid 
inoculation in, ii. 5. 

Toulouse and Richter, modified bromid 
therapy introduced by, for relief of epi- 
lepsy, iv. 664. 

Toubhaint, report by, on immunization in 
anthrax, ii. 321. 

Town's specific treatment, for cure of alco- 
holism, ii. 593; for cure of morphinism, 
ii. 617. 

Toxalbumins, obtained from diphtheria 
antitoxin, ii. 633. 

Toxemias, associated with acute diffuse 
peritonitis, iii. 318; following X-ray 
therapy, I. 511; headache as a symp- 
tom of, iv. 620; hydrotherapy for relief 
of, i. 650; of pregnancy, thyroid ad- 
ministration for, i. 701. 

TOXIC ACTION OF DIGITALIS, Ul. 584. 

Toxic anemias. See Anemia, 

Toxic asthma. See Asthma. 

Toxic conditions, causing optic neuritis, 
iv. 305. 

Toxic 

Toxic 
i. 322. 

Toxic serum, in treatment of Graves' dis- 
ease, v. 793. 

Toxic bitbsta vew, produced during physio- 
logical proeess of digestion, ii. 629; 
production of, v. 17. 

Toxic vertigoes, iv. 634. 

Toxicology, i, 138; action of poisons, i. 138; 
animal poisons, i. 15(1; bacterial poisons, 
i. 150; classification of poisons, i. 149; 
definition of term poison, i. 138; diag- 
nosis of poisoning, i. 145; disposition of 
poisons by animal body, i. 142; general 
treatment of poisoning, i. 146; intro- 
duction to toxicology, i. 138; mineral 
poisons, i. 149, 150; symptomatology of 
poisons, i. 143; synthetic poisons, i . 
150; variations in effects of poisons, i. 
141; vegetal ile ]x:iison*, i. 150, 222. 

Toxin concentration, importance of, i. 
52. 

Toxins, :is ;i raiw nf food |]"isoninif. ii. I'til : 
causing chronic myelitis, iv. 229; con- 
cerned in causation of acute myelitis, iv. 
220; destruction of. in bowels, in cholera, 
iv. 851; difficulty of destroying, ii. 632; 
endogenous, as possible cause of ne- 
phritis, iv. 29; influence of, on metab- 



olism, i. 118; nature and action of, i 
Asiatic cholera, iv. 847. 

Toxins, use of mixed, in treatment of leu- 
kemia, iii. 855. 

Tracheotomy, performance of, in acute 
parenchymatous glossitis, iii. 17; in 
diphtheria, ii. 271; in edema of glottis 
in acute nephritis, iv. 62; in edema of 
glottis complicating small-pox, ii. 51; 
indications for, in acute laryngitis, iii. 
340; indications for, in chronic progres- 
sive bulbar paralysis, iv, 253; indications 
for, in edematous laryngitis, iii. 341; 
indications for, in leprosy, iv. 842; indi- 
cations for, in membranous laryngitis, 
iii. 343; indications for, in pneumo- 



gastric paralysis, i 
complications of l 
laryngeal stenosis, 
tuberculosis, ii. 4ft 
irismus stridulus <■ 
ii, 808; in mumps, i 
bulbar paralysis, 



'. 320; in laryngeal 
icasles, ii. 158; in 
ii. 349; in laryngeal 
, iii. 347; in loryn- 

mplicating rachitis, 

. 171; in progressive 

502; for relief of 



dyspnea due to pressure by medias- 
tinal tumors, iii. 503; for relief of dysp- 
nea in tuberculosis of the medias- 
tinal lymph glands, iii 508; technique 
of, ii, 271. 
Trachblek, experiments of, for acne bacil- 



lus, v. 025. 



i. 254. 



i form of labyrinthine 



Trade w 

Trades it 

Train sickness, a 
vertigo, iv. 640. 

Transfusion of blood, direct, eon I r:i indicated 
in hemophilia, v. 812; direct, 
advantages of, v. 807; in acute anemia 
following hemorrhage, v. 81 1 ; in chronic 
pancreatitis, as prophylactic against 
hemorrhage at operation, iii. 300; in 
chronic secondary anemia following hem- 
orrhages, v, 81 1 ; combined with venesec- 
tion, in snake bite, iv. 698; in connec- 
tion with operations, v. 812; in diseases 
of the liver, v. 816, 817; in gastric and 
duodenal ulcer, v. 815, 816; in hemo- 
philia, in. 881, v. 812; in hemorrhagic 
diseases, v. 820; in jaundice, v. 816; in 
morbus maculoaus neonatorum, v. 813; 
in pellagra, v. 815; in purpura, iii. 874; 
in purpura hemorrhagica, v. 814; in 
splenic anemia, v. 810; in treatment of 
poisons, i. 148; in typhoid fever, v. 814; 
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indirect, method of, v. 807; testing blood 
of donor and donee for, v. 807, 808. 

Transfusion of blood in pernicious anemia, 
iii. 832, v. 809, 810; arm-to-arm, iii. 
830; comparison of, with intravenous 
saline solutions, iii. 833; dangers of, iii. 
837; effects of, iii. 837; hemolysis test 
for use in, iii. 832; injection of denbrin- 
ated blood and, iii. 835; methods of, iii. 
834; object of, iii. 834; use of herudin 
in, iii. 835; value of, iii, 836, 837. 

Transfusion of normal saline solution, in 
cerebral anemia, iv. 382; combined with 
venesection, in snake bite, iv. 682; con- 
traindicated in uremia with edema, iv. 
61; in uremia without edema, iv. 61; 
after venesection for kidney of preg- 
nancy, iv. 82; after venesection in ure- 
mia, iv. 52. 

Transplantation, in Addison's disease, iii. 
900; in athyrea and hypothyrea, iii. 
924; of muscles in neuritis, iv. 289; of 
muscles for relief of contractures due to 
beri-beri, iv. 870; of nerves, for relief 
of contractures due to beri-beri, iv. 870. 

Transudates and exudates, difference 
between, in fibrinous pleurisy, iii. 468. 

Trauma, in causation of acute myelitis, iv. 
221 ; gonococcal arthritis and, v. 580, 581 ; 
of brain syphilis, iv. 479; of brain 
tumor, iv. 446. 

Traumatic cerebral abscesses, iv. 421. \ 

Traumatic hematoma. See Hematoma. 

Traumatic pneumothorax. See Pneumo- 
thorax. 

Travel, objections to, in cardiac neuras- 
thenia, iii. 777; therapeutic value of, in 
cardiac insufficiency, iii. 665; thera- 
peutic value of, in treatment of neuras- 
thenia and psychasthenia, iv. 562. 

Trendelenburg position, advantages of, in 
bronchiectasis, iii. 394. 

Trephining, employment of, to open bony 
cavities in myiasis, iv. 705; in traumatic 
hematoma, iv. 366. 

Trephining of sternum, in suppurative 
mediastinitis, iii. 504. 

Trephining operation with extirpation, for 
relief of brain tumor, iv. 451. 

Treponema pallidum, in lymphatic spaces, 
v. 401 ; occurrence of, in paresis, v. 402. 

Trichina spiralis, poisoning from, in food, 
ii. 632. 



Trichinosis, iii. 253; prophylaxis against, 
iii. 253; treatment of, iii. 254. 

Trichloracetic acid, local use of, in chronic 
rhinitis, iii. 329; to control epistaxis, iii. 
335; in herpes of mouth, iii. 7; in syphilis 
of upper respiratory tract, iii. 349. 

Trichostrongylus instabilis, iv. 814. 

Trichostrongylus probolurus, iv. 814. 

Trichostrongylus vitrinus, iv. 815. 

Trichocephaliasis, iv. 813; parasite caus- 
ing, iv. 813; preventive measures in, iv. 
814; remedial measures in, iv. 814. 

Trichocephalus dispar, iii. 255. 

Trichocephalus trichiuris, iv. 813. 

Tricresol, as a preservative . in anti- 
meningitis serum, v. 532, 533; autolysis 
of gonococcus delayed by, v. 598. 

Tridontophorus diminutus, infection by, 
iv. 816. 

Trigeminal neuralgia. See Neuralgia, 
trigeminal. 

Trigeminal Neuritis. See Neuritis, tri- 
geminal. 

Trigeminus nerve, disturbances of, in 
basilar syphilitic meningitis, iv. 474. 

Trimethylamin, as a cause of food poison- 
ing, ii. 632. 

Trional, use of, in cerebrospinal meningitis, 
ii. 214; combined with an analgesic, for 
relief of lightning pains in tabes, iv. 196; 
contraindicated in cardiac insufficiency, 
iii. 664; in delirium of pneumonia, ii. 
229; in delirium tremens, ii. 603; hema- 
toporphyrinuria due to, iv. 5; to induce 
sleep in acute bronchitis, iii. 362; for 
relief of insomnia associated with 
mediastinal tumors, iii. 504; for relief 
of pneumonia during influenza, ii. 192; 
for relief of insomnia in neurasthenia, 
iv. 566, 573; for relief of insomnia 
during Pasteur treatment for rabies, ii. 
329; for relief of insomnia in septico- 
pyemia, ii. 283; for relief of insomnia 
due to sunstroke, iv. 695; for relief of 
painful erections and chordee in acute 
urethral gonorrhea, iv. 141; in tuber- 
culosis of larynx, iii. 346. 

Trocar, puncture of skin with, for removal 
of fluid in general anasarca due to car- 
diac insufficiency, iii. 676. 

Trophic disturbances, of tabes, iv. 191. 

Trophic effects, due to hypnosis, i. 574. 

Tropical cestodes, trematodes, and 
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i, diseabeb of, iv. 791: disto- 
miasis, iv. 795; endemic hemoptysis, iv. 
798; nlariasis, iv. 802; nematode in- 
fection, iv. 807; schistosomiasis, iv. 799; 
teniasis, iv. 791. 

Tropical fevers, undifferentiated, iv. 
885. 

Tropical plants, poisonous, iv. 702. 

Tropical relapsing fevers, iv. 773; 
parasites causing, iv. 774; preventive 
measures in, iv. 776; remedial ii 
in, iv. 775; transmission of, h 

Tropical sloughing p 
remedial measures ii 
of, iv. 883. 

Tropics, relation of, to English-speaking 
races, iv. 983; as affording room for ex- 
pansion, iv. 684; injurious effects of ex- 
cessive heat in, iv. lis'; injurious effects 
of sunlight in, iv. 685; value of pro- 
duction in, iv. 686. 

Trousseau's sign, presence of, in rachitis, 
ii. 808. 

Trudeac, opinion expressed by, on results 
of tuberculin therapy, ii. 520; statistics 
by, showing effect of tuberculin therapy 
on length of life, u. 519; on use of tuber- 
culin in laryngeal tuberculosis, iii. 345, 

Truof.au, Sahli and Denys, method of, in 
administration of tuberculin, by slow 
and caul ions progression of dosage, v. 



341. 
Trunecek's serum, a 



n arteriosclerosis, 



Trypan-red, I 

763. 



le of, in trypanosomiasis, i 
! of, in trypanosomiasis, i' 



Trypanosoma 

Trypanosoma rhodesiense, iv. 759. 

Trypanosome fever, iv. 758. 

Trypanosomiasis, iv. 75S; antimonial com- 
pounds in treatment of, iv. 763; arsen- 
ical compounds in treatment of, iv. 761 ; 
benzidin dyes in treatment of, iv. 763; 
basic triphenyl-me thane dyes, in treat- 
ment of, iv. 763; convalescence from, 
iv. 764; frequency of, iv. 758; general 
treatment of, iv. 764; mercurials in 
treatment of, iv. 763; microorganisms 
causing, iv. 758; pathology of, iv, 759; 
preventive measures for, iv. 764; reme- 
iv. 760; sleeping sick- 



ness and, iv. 758; surgical ti 
iv. 764; symptoms of, iv. 759; trypano- 
some fever, iv. 758. 

Trypsogen, use of. in diabetes mellitus, ii. 
747. 

Tsetse fly, transmission of trypanosome 
fever and sleeping sickness by, iv. 759; 
recognition of, iv. 766. 

Tsetbe fly a in-: as, clearance of, as prevent- 
ive measure against trypanosomiasis, iv. 
765. 

Tubercle bacilli, human, bovine an J 
avian, comparison of characteristics of, 
v. 329; immunity to tuberculous infec- 
tion by inoculation of living, v. 336; prin- 
ciple of immunily regarding, v. 326; reac- 
tion of tuberculous animals to imiculu- 



Tubercui 

Tuberculin, action of, in patient, 

in Addison's disease, iii. 900; ad- 
ministration of, by inhalation, v. 346; 
administration of, by mouth, v. 345; ad- 
ministration of, intrabroneluallv by 
catheter, v. 346; as antipyretic, value of, 
v, 332; in bronchadenitis, iii. 399; con- 
junctival, reaction, v. 158; cutaneous 
application of, v. 346; dilutions of, 
preparation of, v. 344; direct applica- 
tions of, on tuberculous lesions, v. 346; 
in increasing doses in treatment of 
hypersensitiveness, v. 33S; intravenous 
injections of, v. 345;iodin, v. 326; iron, v. 
324; Koch's views as to immunity prin- 
ciples of, v. 327; in leukemia, iii. 855; 
methods of administration of, v. 345; 
objections to use of, in tuberculous men- 
ingitis, iv. 377; of Buchner and Hahn, 
v. 326; of Deycke and Much, v. 326; of 
Ishigami, v. 326; Rosenbach, v. 326; 
ophthalmo-, reaction, v. 158; patients 
to be profited by, v. 331; principles of 
bacterial immunity in, v. 326; protein of 
tubercle bacillus essential constituent 
of, v. 328; reaction of, in tulMrculous 
animals, v. 328; source of tubercle bacilli 
for, v. 329; subcutaneous injections of, 
v. 345; subsequent doses of, v. 3>0; 
in tuberculosis of mediastinal lymph 
glands, iii. 507; in tuberculous cystitis. 
iv. 121; in tuberculous laryngitis, iii. 
345; in tuberculous peritonitis, iii, 320; 
value of, in tuberculosis of kidney, iv. 
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116; Wassermann and Brack's views as 
to immunity principles of, v. 327. 

Tuberculin, initial dose of, v. 346; cutaneous 
tuberculin tests for, v. 346, 347; in dif- 
ferent varieties of, v. 349; intracutaneous 
tuberculin tests for, v. 347; tests tor, by 
estimating patient's tolerance for tuber- 
culin, and injecting smaller dose, v. 346; 
tests for, by selecting safe dose below 
reacting dose, and increasing, v. 349. 

Tuberculin, new, ii. 508. 

Tuberculin, old, ii. 508. 

Tuberculin, preparation of, by various 
methods of extracting tubercle bacilli: 
Beraneck's Tuberculin, v. 325; Koch's 
Tuberculin-residue or New Tuberculin, 
v. 324; Landmann's Tuberculol, v. 325; 
Von Ruck's Watery Extract, v. 325; 
from culture media in which tubercle 
bacilli have grown: Denys' Bouillon Fil- 
trate, v. 324; Jochniann's Albumose-free 
Tuberculin, v. 324; Koch's Original or 
Old Tuberculin, v. 323; from tubercle 
bacilli themselves: Koch's Bacilli-emul- 
sion, v. 324. 

Tuberculin, selection of a preparation of, v. 
323, 329; protein of tubercle bacilli es- 

, sential constituent in, v. 328; source of 
tubercle bacilli negligible factor in, v. 
329. 

Tuberculin hyperinsensitiveness, v. 
336)* and resistance to tuberculous rein- 
fection, v. 337; and severity of infection, 
v. 337; in relation to tuberculous disease, 
course of, v. 338; prognostic value of, v. 
337, 338; value of, v. 336. 

Tuberculin reaction, v. 351 ; aggravation 
of intoxication symptoms at beginning 
of injections in, illustrative case, v. 357; 
constitutional symptoms in, v. 352; focal 
reaction in, v. 358; intoxication symp- 
toms in, v. 356; intracutaneous, v. 157; 
local changes in, v. 361 ; local reaction in, 
illustrative cases, v. 359; loss of weight 
in, v. 357; percutaneous, v. 157; pulse 
rate increase in, v. 355; temperature ele- 
vations in, due to external influences, 
illustrative case, v. 354; temperature ele- 
vations in, due to intercurrent infections, 
v. 355; temperature in, v. 352; temporary 
variations of temperature in, v. 355. 

Tuberculin test, cutaneous, v. 155; clin- 
ical value of, v. 156; general reactions 



in, v. 156; negative reaction of, v. 155; 
positive reaction of, v. 156; technique of, 
v. 155; traumatic reaction of, v. 155. 

Tuberculin test, subcutaneous, v. 151; 
contraindications and dangers of, v. 154; 
diagnostic value of, v. 154; effect of tu- 
berculin in, on healthy individuals, v. 
152; focal reaction in, v. 153; general re- 
action in, v. 154; in diagnosis of tuber- 
culous kidney, iv. 114; local reaction in, 
v. 153; nature of tuberculin in, v. 152; 
technique of preparation of patient in, v. 
152; technique of, injection of tuberculin 
in, v. 152; technique of, dosage of tuber- 
culin, v. 153. 

Tuberculin treatment, ii. 506, v. 309; action 
of, by direct stimulation of focus of in- 
fection and production there of immuniz- 
ing substances, v. 340; action of, by 
stimulation of immunizing powers of 
patient to more resistance against tuber- 
cle bacillus, v. 339; by direct applications 
of tuberculin on tuberculous lesions, v. 
346; by inhalations, v. 346; by mouth, v. 
345; cutaneous application of tuberculin 
in, v. 346; dosage in, ii. 516; duration of, 
ii. 518; effects of treatment with, ii. 519; 
final dose in, ii. 518; history of, ii. 506; 
hypersensitiveness and, v. 338; in auto- 
toxic tuberculosis, by large increasing 
doses at short intervals, v. 342; in local- 
ized tuberculosis, small equal doses of 
tuberculin at long intervals in, v. 343; in 
patients whose early hypersensitiveness 
is overcome by slow and cautious in- 
crease of dose, illustrative cases, v! 364; 
in patients whose sensitiveness remains 
constant, illustrative cases, v. 366; in 
patients whose persistent hypersensi- 
tiveness is lowered under prolonged 
treatment, illustrative cases, v. 367; in 
patients whose tuberculin tolerance is 
reached early, v. 370; intrabronchial, by 
catheter, v. 346; intravenous injections 
in, v. 345; method of administering dose 
in, ii. 513, v. 345; method of diluting 
dose in, ii. 509; method of increasing dos- 
age in, by medium focal stimulation, v. 
342; method of increasing dosage in, by 
rapid progressive doses, v. 341 ; by slowly 
progressive and cautious doses, v. 341; 
patients' record in, v. 352, 353; patients 
especially benefited by, v. 332; patients 
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in hordcrline group as to benefit with, 
v. 332; patients unsuitable for, v. 332; 
post-operative, in renal tuberculosis, v. 
322; preparation of tuberculin dilution* 
in, v. 344; mortality influenced by, ii. 
oil); rapid increase of dosage in I he small 
amounts in, v, 3tl2; reaction from tuber- 
culin injection, ii. olS, records of results 
obtained by, ii. 520; repeated courses of, 
illustrative case, v. 372; results obtained 
from, v. 31(1; results obtained from, in 
animal experimental ion, v. 310; .selection 
of patients for, ii, 520, v. 331; site for 
injection in, ii. oil; subcutaneous injec- 
tions in, v. 315; subsequent doses of 
tuberculin and intervals in, v, 350; ter- 
minal in, v. 371 ; theory of action in, ii. 
507; tuberculin reaction in, v. 351; See 
also Tuberculin reaction; use of, ii. 519; 
value of, in surgical tuberculosis, v. 333; 
varieties of tuberculin employed in, ii. 
507. 
Tuberculin treatment in pulmonary tuber- 
culosis, action of tuberculin in, v. 331; 
clinical results in, v. 311; clinical statis- 
tics in, v. 314, 316; early failure of, due 
lo indiscriminate application of. v. 311: 
early results in. v. 311; favorahle results 
in, from small dosage, cautiously in- 
creased, v. 313; lack of satisfactory clas- 
sification a difficulty in reckoning results 
from, v. 314; method of continuous min- 
imal dosage in, v. 333; method of in- 
creasing dosage in, v, 339; physical signs 






. 315; 



results of, in patients with gujaaent 
lesions, v. 314; small dosage advocated 

in, v. 313; sponlnn js improvement 

and retrogression in, v. 314; standards of 
comparison for judging results in, v. 316; 
statistics as to duration of life following, 
v. 319; statistics as to tubercle bacilli in 
sputum following, v. 320; symptoms as 
an index to improvement in, v. 315; 
value of, v. 322. 
Tuberculin treatment in surgical forms of 
tuberculosis, v. 321; in leprosy, v. 394; 
in tuberculosis of bones and joints, re- 
sults of, v. 322; of female genital tubercu- 
losis, v. 836; of serum membrane, v. 322; 
of tuberculosis of genii "-urinary organs, 
results in, v. 322; of tuberculous adeni- 
tis, results of, v. 322; of tuberculous lar- 



yngitis, results in, v. 321; of tuberculous 
lesions of eye, results of, v. 321 ; of tuber- 
culous meningitis, v. 322; of tuberculous 
peritonitis, v, 322. 

Tuberculobastin, v. 326. 

Tuberculocidin, v. 324. 

Tuberculo-sero vaccine of Meyer-Ruppel, 
v. 324. 

Tuberculosis, acidosis cause of back-sets 
in, i. 280; actinomycosis and, v. 429; 
albuminuria in, iv. 113; autotoxie, v. 
342; autotoxie, large increasing doses of 
tuberculin at short intervals in, v, 342; 
choice of tuberculin preparation in the 
treatment of, See Tuberculin; comple- 
ment-fixation in, v. 141 ; cutaneous 
tuberculin test in, v. 154; diagnosis of, 
by means of cobra venom solutions, v. 
746; hemorrhage in, v. 814, 815; local- 
ized, v. 342; localized, small equal doses 
of tuberculin at long intervals in, v. 343; 
miostagmin reaction in, v. 146; of bones 
and joints, results of tuberculin treat- 
ment in, v. 322; of eye, tuberculin treat- 
ment of, results in, v. 321; of genito- 
urinary organs, results of tuberculin 
treatment in, v. 322; of kidney, post- 
operative treatment of, with tuberculin, 
v. 322; miners', i. 275; of serous mem- 
brane, tuberculin treatment in, v. 322; 
principles of immunity regarding ti]l>crcle 
bacilli in, v. 326: pulmonary, increasing 
dooes of tuberculin in treatment of, v. 
342; subcutaneous tuberculin test in, v. 
151; treatment of, by sunlight, i. 273. 
See also Tuberculosis, pulmonary. 

Tuberculosis in animals, laws control- 
ling, in Denmark, ii. 438. 

Tuberculosis of bladder, treatment of, 
by electricity conjoined with X-ray, i. 
402. 

Tuberculosis of kidney, treatment of, by 
electricity conjoined with X-ray, i. 402. 

TuBEHCULOHlH OF L. 

Tuberculosis of i 
sis, pulmonary. 

Tuberculosis of 

See Mediastinal glands. 

Tuberculosis of mucous m 
ray therapy for, i. 535. 

Tuberculosis of pancreas, iii. 30. 

Tuberculosis, rtlmonart, ii. 434; ab- 
scesses complicating, ii. 505; absolute 



See TubercuJo- 
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rest in treatment of, ii. 478; advice to 
discharged patients in, ii. 555; alcohol in 
diet of, ii. 554; alcohol in night sweats 
of, ii. 501; alcohol as tonic in, ii. 500; 
amusements in treatment of, ii. 484; 
anemia in, ii. 503; anorexia in, ii. 500; 
anti-acid diet in, ii. 553; anti-consti- 
pation diet in, ii. 551; antituberculosis 
societies and their work, ii. 447; anti- 
tuberculosis work in different countries, 
ii. 436; artificial pneumothorax in treat- 
ment of, ii. 531; auto-inoculation in, ii. 
521 ; bronchial conditions accompanying, 
ii. 503; care of teeth in, ii. 486; climate 
in treatment of, ii. 468; clothing in, ii. 
485; as a complication of vaccination 
for small-pox, ii. 90; concentrated diet 
in, ii. 552; constipation accompanying, 
ii. 500; cough in, ii. 491; diabetes asso- 
ciated with, ii. 754; diarrhea accompany- 
ing, ii. 501; diet in acute, advanced, 
and complicated cases of, ii. 547; 
diet during acute stage of, ii. 447; 
diet for ambulant cases, ii. 534; diet 
during gastrointestinal disturbances in, 
ii. 498; diet in general in, ii. 474, 534; 
diet in intestinal form of, ii. 501; dis- 
infection in, ii. 448; drug treatment 
of, ii. 505; dyspnea accompanying, 
ii. 502; empyema accompanying, ii. 503; 
epinephrin in, i. 795; examination of 
stools in, ii. 499; exercise in treatment 
of, ii. 473, 523; expectoration in, ii. 
494; fistulfe complicating, ii. 505; food 
requirements in, ii. 535; gastrointestinal 
disturbances accompanying, ii. 498; hem- 
orrhage accompanying, ii. 495; hemor- 
rhage in relation to exercise in, ii. 525; 
high percentage of, in certain trades, iii. 
424; history of work against, ii. 434; 
house infection in, ii. 447; hydrotherapy 
for relief of, i. 638; individual prophy- 
laxis against, ii. 451; influence of, in 
causation of amyloid disease of kidney, 
iv. 81; influence of, in causation of 
arteriosclerosis, iii. 756; insomnia in, ii. 
502; intestinal form of, ii. 501; laryngeal 
complications in, ii. 486; liquid diet in, 
ii. 551; marriage question in, ii. 460; 
menstrual disturbances in, ii. 503; 
menus for meals in, ii. 548; night 
sweats in, ii. 501; number and arrange- 
ment of meals in, ii. 542; nursing of im- 



portance in active stage of, ii. 478; open 
air in treatment of, ii. 475; otitis media 
complicating, ii. 505; pain in chest ac- 
companying, ii. 502; pleural effusion 
accompanying, ii. 503; pneumothorax 
accompanying, ii. 503; precautions to be 
observed in presence of, ii. 461 ; prepara- 
tion of food in, ii. 540; prophylaxis 
against, in general, ii. 434, 447; prophy- 
laxis against brain tumor in, iv. 446; 
protection of child against, ii. 454; pro- 
tection of infant against, ii. 452; pro- 
tection of youth against, ii. 458; pulmo- 
nary stenosis associated with, iii. 735; 
rest in treatment of, ii. 478; routine in 
treatment of, ii. 483; sanatorium treat- 
ment for, ii. 473; selection of cases 
for sanatorium treatment in, ii. 465; se- 
lection of cases for tuberculin therapy, 
ii. 512; semi-liquid diet in, ii. 550; serum 
therapy in, ii. 521; sources of food sup- 
ply in, ii. 539; symptomatic treatment 
of, ii. 490; system of graduated exercise 
for use in, ii. 525; temperature during 
active stage of, ii. 475, 479; temperature 
as a guide to effect of graduated exercise 
in, ii. 524; test diet in, ii. 498; treatment 
of, in general, ii. 464; tuberculin ther- 
apy in, ii. 506; "two-hour diet" for ad- 
vanced cases of, ii. 548; vaccine therapy 
for control of hemorrhage in, ii. 495; va- 
riety of diet essential in, ii. 542; X-ray 
therapy for, i. 557, See also Tuberculosis. 

Tuberculosis, renal. See Kidney, tuber- 
culous. 

Tuberculosis of skin, action of radium 
upon, i. 469, 477; electrolysis combined 
with X-ray for relief of, i. 400; value of 
X-ray treatment in, i. 537. 

Tuberculosis, surgical, continuous small 
dosage of tuberculin in treatment of, 
v. 342, 343; tuberculin treatment of, v. 
321; value of tuberculin treatment in, . 
v. 333. 

Tuberculosis verrucosa cutis, X-ray 
therapy for relief of, i. 538. 

Tuberculous adenitis, results of tuber- 
culin treatment in, v. 322. 

Tuberculous animals, immunity of, to 
reinfection, v. 336; reaction of, to rein- 
oculations of tubercle bacilli, v. 335. 

Tuberculous arthritis, gonococcal arthri- 
tis resembling, v. 590. 
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TUBERCULOUS 

berculous. 

TUBERCULOUS 

culin treatment 
Tuberculous 
treatment of, 



electricity in 
radiant light and 



heat in treatment of, i. 449, 452. 

Tuberculous iritis, gonococcal iritis and, 
v. 583. 

Tuberculous KIDNEY. See Kidney, tuber- 
culous. 

Tubercui-obs laryngitis, tuberculin treats 
ment of, results in, v. 321. 

Tuberculous lesions of the eye, tuber- 
culin treatment of, results in, v. 321. 

Tuberculous meningitis, bacterial ex- 
amination of cerebrospinal fluid in, v. 
518; tuberculin treatment in, v. 322. 
See also Meningitis, tuberculous. 

Tuberculous myositis. See Myositis. 

Tuberculous peritonitis, tubereulin 
treatment in, v. 322. Xeealso l'eritomtis, 
tuberculous. 

Tuberculous pneumothorax. See Pneu- 
mothorax. 

Tuberculous serum, agglutination of ty- 
phoid bacillus by, v. 210. 

Tufnell's diet for aneurysm, iii. 76.5. 

Tumor op brain, tuberculous, diagnosis 
between tuberculous meningitis and, 
iv. 375. 
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ergy, i. 440. 

Tunneled catheters, use of, in urethral 
stricture, iv. 170. 

Tunneled sounds, use of, in urethral stric- 
ture, iv. 170. 

Turban on results covering tubercle bacilli 
in sputum following tuberculin treat- 
ment, v. 320; on results of tuberculin 
treatment, v. 318. 

Turbinectomy, total, employment of, in hay 
fever, iii. 390. 

Tuhkhud, treatment of leprosy by, v. 391. 

Turkish bath, therapeutic use of, in acute 
alcoholism, ii. 589; in arthritis deform- 
ans, ii. 713; in chronic bronchitis, iii 



■ J by inhalation 
339; in pulmo- 



368; as prophylaxis against acute bron- 
chitis, iii. 352; in syphilis, ii. 365; in 
treatment of morphin hahit, ii. 624. 

Turpentine, use of, as anthelmintic in 
hookworm disease, iv. 80.-); dangerous 
in nephritis, iv. 48; as expectorant in 
chronic bronchitis, iii. 377; by injection, 
to destroy larva: in myiasis, iv. 705; 
irritation of kidney due to, iv. 56; locally, 
in acute bronchitis, iii. 356; by rectal 
injection, in cirrhosis of liver with 
melena, iii. 288; in scarlet fever for 
prevention of nephritis, ii. 133; as spray 
in acute bronchitis, iii. 359; as stimu- 
,lant in cerebral hyperemia, iv. 387; in 
typhoid fever, ii. 26. 

Turpentine, oil of, us< 
phorus poisoning, ii 
in acute laryngitis, 
nary abscess, iii. 441. 

Turpentine enemata. See Enemata. 

Turpentine liniment, use of, in acute bron- 
chitis, iii. 356. 

Turpentine stupes, use of, in acute, bron- 
chitis, iii. 356; in bronchial asthma, iii. 
389; in bronchopneumonia for relief of 
meteorism, iii. 416; for relief of meteor- 
ism in acute diffuse peritonitis, iii. 318; 
for relief of pain in chronic gastritis, 
iii. 156; in typhoid fever, ii. 26. 

Turpeth mineral, use of, in acute laryngitis 
of children, iii. 340; in spasmodic lar- 
yngitis, iii. 342. 

Turtle's apparatus, use of, as rectal douche 
in chronic gonorrheal urethritis, iv. 165. 

Typhoid bacilli, agglutination of, by 
tuberculous serum, v. 210; bacterial pro- 
teolysis of, in tissues, cause of typhoid 
manifestations, v. 200; biologic and cul- 
tural characteristics of, altered by varia- 
tion of media :iml environment, v. 203; 
cultural characteristics of, v. 233; im- 
munity produced l»y final digestion of 
toxic protein of, by body ferments, v. 
202; in duodenal fluid in relapse, v. 204; 
killed, use of, in immunisation against 
typhoid, v. 179; protein disintegration in 
tissues due to action of, a cause of toxic 
manifestations, v. 202; selective action 
of, in certain tissues, v. 201 ; susceptibil- 
ity of certain tissues to, v. 200; virulence 
of, in presence of Bacillus coli. 

Typhoid carriers, acute, treatment of, 
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v. 222; antityphoid vaccination of, ii. 6; 
epidemics traced to, v. 221; finding 
of Bacillus typhosus in blood of, v. 206; 
finding Bacillus typhosus in urine of, v. 
206; immunity of, v. 199, 219; immuniza- 
tion of attendants to prevent their 
becoming, v. 221; number of, ii. 2; 
statistics of typhoid cases due to, v. 
221; symptoms of, v. 219; treatment of, 
ii. 9; treatment of other than vaccine, v. 
222; vaccine treatment in, v. 219, 222. 

Typhoid cases in American Army in Span- 
ish-American War, statistics of, v. 180. 

Typhoid cases in British Army in Boer 
War, statistics of, v. 180;! statistics of 
inoculated and unprotected, v. 180. 

Typhoid epidemics traced to typhoid 
carriers, v. 221. 

Typhoid fever, ii. 1 ; agglutination reaction 
in, v. 120; alcohol in treatment of, ii. 
14, 23; American losses by, in Spanish- 
American War compared with losses from 
other causes, v. 188, 189; antityphoid 
vaccine for, in children, dosage of, v. 195; 
antityphoid vaccine for prophylaxis 
against, in service and civil life, v. 195; 
appendicitis in, hi. 219; bacterial and 
serum therapy in, general considerations, 
v. 199; bacterial therapy of, v. 216; 
blood and serum treatment of' hemor- 
rhage in, v. 814; British losses from, in 
Boer War, v. 188, 189; chart showing 
admission rates for, v. 193; chart show- 
ing death rates from, in United States, 
v. 194; chart showing non-effective rates 
for, v. 194; circulatory disturbances in, 
ii. 23; clinical, due to paratyphoid 
organisms, v. 211; cutaneous diagnostic 
reaction in, v. 210; diagnosis between, 
and tuberculous meningitis, iv. 375; 
diagnosis between, and typhus fever, ii. 
36; diarrhea as symptom of, ii. 25; diet 
in, ii. 11; differentiation of, from gono- 
coccal infection, v. 591; disinfection of 
excreta in, ii. 7; duration of immunity, 
conferred by antityphoid vaccine in, 
v. 196; epidemic, use of antityphoid 
vaccine as prophylactic measure in, v. 
196; epistaxis as a symptom of, ii. 27; 
eruption in, ii. 38 ; etiology of, v. 200, 201 ; 
furunculosis complicating, ii. 29; gall- 
bladder affections complicating, ii. 28; 
gastric irritability complicating, ii. 25; 



general care of, ii. 9; genitourinary dis- 
turbances complicating, ii. 24; German 
losses from, in Franco-German War, v. 
188, 189; gonococcal septicemia sim- 
ulating, v. 586; headache as a symptom 
of, ii. 27; hemorrhage complicating, ii. 
19; hydrotherapy for, i. 640, ii. 16; im- 
munity in, produced by final digestion of 
bacterial protein by body ferments, v. 
202; insomnia complicating, ii. 26; kidney 
inflammations caused by colon bacillus 
in, v. 241; liberal dietary in, to relieve 
subsequent "starvation fever," v. 202; 
lung infections complicating, ii. 24; man- 
agement of bowels in, ii. 25; manifesta- 
tions of, due to breaking up of bacterial 
protein in tissues, v. 200; manifestations 
of, due to breaking up of protein of tissue 
cells by bacteria, v. 202; mastitis com- 
plicating, ii. 28; meteorism complicating, 
ii. 26 ; milk contaminated by infected wat- 
er a cause of, ii. 643; mortality in, ii. 15, 
19, 23; operative measures in, ii. 21 ; oph- 
thalmic diagnostic reaction in, v. 209; 
otitis complicating, ii. 28; oysters con- 
taminated by sewage a cause of, ii. 642; 
parotitis complicating, ii. 27; perfora- 
tion of intestines complicating, ii. 
22; periostitis complicating, ii. 27; 
phlebitis complicating, ii. 28; post-ty- 
phoid psychosis, as a sequel to, ii. 29; 
prevention of extension of, ii. 7; prophy- 
lactic inoculation against, i. 142; See 
also under Antityphoid vaccine; prophy- 
laxis against, in general, ii. 1; prophy- 
laxis in, against epidemics, by anti- 
typhoid vaccination, v. 216; prophylaxis 
in, by means of vaccines, v. 178; See also 
under Antityphoid vaccine; prophylaxis 
in, by vaccines, history of, v. 178-182; 
prophylaxis in, general sanitation for, v. 
196; relapse in, causes of, v. 205; resem- 
blance between trichinosis and, iii. 254; 
re vaccination in, v. 196; Russian losses 
by, in Russo-Japanese War, v. 188.. 189; 
septic eruption in, mistaken for typhus 
fever, ii. 39; serological diagnosis of, v. 
206; See also Serum agglutination test 
for typhoid fever; serum therapy for, ii. 
7, v. 226; specific and non-specific factors 
in, v. 32; tender toes as sequel to, ii. 29; 
tissues attacked in, v. 200; treatment of. 
by sensitized vaccines, v. 30; treatment 
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of convalescents from, ii. 29; treatment 
of, in general, ii. 9; typhoid-ophthalmo 
reaction in, v. 158; typhoid spine ae a 
sequel to, ii. 29; typhus fever differenti- 
ated from, ii. 3(1; vaceination for, ii. 3; 
vaccination for, in German Army, v. 
182; vaccination for, in United States 
Army, results of, v, 188, 192; vaccination 
for, with antityphoid vaccine in case 
of those already infected, v. 19J; vac- 
cine of Vincent used in France for im- 
munization, v. ISij; vaccine treatment 
of complications of, v. 219; vehicles 
of transmission for, ii. 1 ; virulence of, 
and presence of secondary baeteria in 
body, v. 200. 
Typhoid fever, bacteriological diag- 
nosis of, v. 202; by blood cultures, v. 
203; by clot-cultures on sterile bile, v. 
205; by cultures of typhoid bacillus ob- 
tained from bile, v. 204; by 
of stools, v. 206; by examination of 



Typhoid fever, beri 

test in, v. 20t>; degrees of acalulinabiliiy 
depending mi media bacilli arc grown io, 
v. 208; duration of reaction in, v. 207; 
method of procedure in, v. 20fi; persis- 
tence of reaction an index to immunity, 
v. 208; precautions in, v. 207; reaction 
in, v. 209; reaction in, compared with 
that for allied baeteria, v. 209; with 
n of dead bacilli, v. 208. 
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ionof, v. 30; prepare- 



tion of, v. 30. 

Typhoid spine, ii. 20. 

Typhoid statistics in United States Army 
during recent years, v. 190-192. 

Typhoid vaccination, v. 568; of British Army 
in Boer War, Unfavorable results of, ex- 
plained, v. 181. 

Typhoid vaccines, clinical data concerning 
use of, in typhoid cases, v. 214; experi- 
mental data concerning use of, in people 
in health, v. 213. 

Typhoid-ophthalmo reaction, v. 158; an- 
tigen preparation in, v. 158; technique 



of,' 



158. 



Typhus fever, ii. 31; definition of, ii. 31; 
diagnosis between, and typhoid fever, 



ii. 36; differential diagnosis of, ii. 36; 
eruption in, ii. 34; history of, ii. 31; 
incubation period in, ii. 33; mortality 
from, ii. 34, 35; preventivi 
against, ii. 35; prognosis of, ii. i 
liili'in between Brill's discum- all' I. 
source of infection of, ii. 31; symptoms 
of, ii. 33; temperature in, ii. 33; trans- 
mission of, ii. 32; treatment of, 

Tyrotoxicon, as a cause of food poisoni 
ii. 632; milk poisoning due 

Tyhctoxismus. See Cheese poisoning. 



Uhi.enhuth on specificity 'if sensitization 
in experimental anaphylaxis, v. 42. 

Uhlenhuth and Mulzek, studies of, on in- 
fectiousness of blood in syphilis, v. 398. 

Ulcer, gastric and duodenal transfusion of 
blood in, v. 817, 818; of esophagus, See 
Esophagus, ulcer of. 

Ulcerating granuloma of pudenda, iv. 
881; remedial measures in, iv. 882. 

Ulcerative colitis. See Colitis. 

Ulcerative endocarditis, gonococcal, v. 
584. 

Ulcerous gingivitis, iii. 9. 

Ulcus corne.e serpens, v. .502; optochin, 
in treatment, v. 503; serum therapy in, 
V. 502; vaccine therapy iu, v. 502. 

Uluyue. See Goundoo. 

Unaltered vaccines, in treatment of cancer, 
v. 775-779. 

"Unconscious htmbolization," signifi- 
cance of term in psychasthenia, iv. 585. 

Uvdulant fevf.r, 5m Malta fever. 

Unger, method of, for blood transfusion, 
iii. 834. 

Unguenrum Crede, use of, in acute cerebral 
meningitia, iv. 372. 

Unguenrum tartrate of antimony, use of, in 
hydrocephalus, iv, 465. 

Uniformity, as a factor in an X-ray treat- 
ment, i. 506. 

United States, antituberculosis work in, 
ii. 439. 

United States Army, results of anti- 
typhoid inoculation in, ii. 4. 

Unna, experiments of, for acne bacillus, v. 
624. 

Unna's formula, for ointment for 
erysipelas, ii. 284. 

Unsanitary conditions, relation of, 
spread of plague, iv. 831 
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Uranium nitrate, use of, in diabetes melli- 
tus, ii. 745. 

Uranium nitrate, chronic nephritis caused 
by, iv. 15. 

Urea, effect of cold baths upon amount of, 
excreted in typhoid fever, i. 609; origin 
and significance of, iv. 12. 

Uremia, in acute nephritis, iv. 61; causes 
of, iii. 21; hydrotherapy for relief of, 
i. 631; importance of, during reaction 
stage of Asiatic cholera, iv. 852; method 
of treating, in nephritis, iv. 50; in neph- 
ritis, iv. 21; due to suppression of urine 
associated with renal colic, iv. 107; due 
to suppression of urine complicating 
tuberculous kidney, iv. 117. 

Uremic dyspnea. See Dyspnea. 

Uremic vomiting. See Vomiting, uremic. 

Ureteral catheterization, use of, in nephro- 
lithiasis, iv. 110. 

Ureterolithotomy, indications for, in nephro- 
lithiasis, iv. 110. 

Urethane, for prevention of anaphylactic 
reaction, v. 100; use of, in tetanus, ii. 
338. 

Urethra, dilatation of, See Dilatation; in- 
flammation of, due to colon bacillus, v. 
238; local treatment of anterior, in acute 
gonorrhea, iv. 148; local treatment of, 
contraindicated in gonorrheal epididy- 
mitis, iv. 152; local treatment of pos- 
terior, iv. 148; resection of, See Resec- 
tion; stricture of, See Urethral stricture. 

Urethral caruncles, electrotherapeutics 
for relief of, i. 420. 

Urethral disease, hydrotherapy for, i. 
631. 

Urethral gonorrhea, spontaneous heal- 
ing of, v. 599. 

Urethral injections. See Injections. 

Urethral meatus, congestion of, in fe- 
males, electrotherapeutics for relief of, 
i. 421. 

Urethral sound, passage of, at intervals, in 
urethral stricture, iv. 169. 

Urethral stricture, iv. 168; curative 
treatment of, iv. 168; introduction of 
filiforms in treatment of, iv. 171; pro- 
phylaxis against, iv. 168; treatment 
of impassable, with retention, iv. 172; 
treatment of impassable, without reten- 
tion, iv. 172; treatment of indurated or 
nodular, iv. 173; treatment of irritable, 



iv. 173; treatment of, admitting only a 
filiform, iv. 170; treatment of, compli- 
cated by acute pyelonephritis, iv. 173; 
treatment of, complicated by false pas- 
sage, iv. 173; treatment of, complicated 
by fistula, iv. 173; treatment of, com- 
plicated by periurethritis, iv. 173; treat- 
ment of, of large caliber, iv. 169; treat- 
ment of resilient, iv. 172; treatment of, 
with retention of urine, iv. 171; treat- 
ment of, of small caliber, iv. 170; treat- 
ment of traumatic, iv. 172; varieties of, 
iv. 168. 

Urethral warts, urethroscopic treatment 
of, iv. 166. 

Urethritis, acute anterior, complement- 
fixation test in, v. 140; bacillus coli cause 
of, v. 238; as a cause of enuresis, iv. 129; 
chronic gonorrheal, bacillus coli in, v. 
243; chronic posterior, complement-fixa- 
tion test in, v. 140; definition of acute, 
iv. 135; definition of chronic, iv. 135; 
gonococcal, metastatic lesions following, 
v. 578; gonococcal, vaccine treatment 
of, v. 611, 612; post-gonorrheal, See 
Post-gonorrheal urethritis; acute pos- 
terior, complicating acute gonorrhea, iv. 
149; treatment of acute posterior, iv. 
149. 

Urethrorrhea, iv. 176. 

Urethroscopic treatment, of chronic gonor- 
rheal urethritis, iv. 166. 

Urethrotomy, employment of, for relief of 
impassable urethral stricture without re- 
tention of urine, iv. 174. 

Urethrotomy, external, performance of, for 
relief of indurated fistula associated with 
resilient or impassable stricture, iv. 
173. 

Uric acid, increase of, caused by X-ray 
treatment of leukemia, iii. 859; in gout, 
ii. 670; sources of, in urine, ii. 671. 

Uric acid solvents, in treatment of gout, 
ii. 684. 

Urinary analysis, importance of, in treat- 
ment of enuresis, iv. 127. 

Urinary antiseptics, in treatment of acute 
typhoid carrier, v. 222. See also Anti- 
septics. 

Urinary bladder, effects of epinephrin 
upon, i. 787. 

Urinary casts, significance of, as functional 
kidney test, iv. 24. 
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U binary diseases., treatment of, to prevent 

focal infection, v. 173. 
Urinary organs, diseases of, as cause of 

enuresis, iv. 127, 128. 
Urination, painful, in acute urethral gon- 
orrhea, iv. 141. 
Urine, anaphylactic reaction in, v. 82; 
characteristics of, m diabetes mcllitus, 
ii. 706; effect of cold baths upon, i. 609; 
incontinence of, in tabes, iv. 198; method 
of disinfecting, in typhoid fever, ii. 7; 
necessity for frequent examination of, in 
asthma, iii. 381; necessity for frequent 
examination of, in chronic myocardial 
insufficiency, iii. 716, 721; necessity for 
frequent examination of, in diahetes 
mcllitus, ii. 71*2; necessity for frequent 
examination of, after German measles, 
ii. 165; necessity for frequent exnrninii- 
tion of, in membranous pharyngitis, iii. 
27; necessity for frequent examination 
of, in pneumonia, ii. 228; obtaining 
Bacillus typhosus from, for bacterial 
diagnosis uf typhoid fever, v. 206; reac- 
tion of, in pyelitis, iv. 90; relation be- 
tween amount of, and amount of water 
imbibed, i. 40; sources of uric acid in, ii. 
671; typhoid fever transmitted by, ii. 
7, 24. 
Urine, retention of, due to paralysis of 
bladder, iv. 124; as a symptom of pye- 
litis, iv. 94; in tabes, iv. 198; treatment 
of, when due to stricture, iv. 171. 
Urine, suppression of, in pyelitis, iv. 94; 
in renal colic, iv. 106; in tuberculous 
kidney, iv. 117. 
Urotropin, use nf, in acute catarrhal chole- 
cystitis, iii. 267; in acute myelitis, iv. 
225; in cerebrospinal meningitis, ii. 213, 
v. 548; in chronic cystitis, iv. 120; 
in colon baeilluria, iv. 128; contrain- 
dicated in acute urethral gonorrhea, 
iv. 139; before dilatation uf urethra, iv. 
162; in endemic hematuria, iv. 800; in 
hematuria, iv. 4; in herpes zoster, iv. 
359; in irritable stricture of urethra, 
iv. 173; in Landry's paralysis, iv. 329; 
in meningitis complicating influenza, 
ii. 194; in meningitis complicating 
pneumouia, ii, 289; following menin- 
gococcus vaccination, v. 575; before ]>as- 
sage of urethral sound, iv. 169; in 
prevention of infection of bladder by 



spontaneous pyogenic organisms, iv. 
120; in prophylaxis against anterior 
poliomyelitis, iv. 237 ; in prophylaxis 
against influenza, ii. l&li; in prophylaxis 
against meningitis epidemics, v. 566, 
567, 575; in pyelitis, iv. 90; in pyelitis 
complicating acute myelitis, iv. 227; 
for relief of vesical disturbance in tahes, 
iv. 198; in retention of urine from paraly- 
Bis of bladder, iv. 125; in scarlet fever 
for prevention uf nephritis, ii. 133; in ty- 
phoid fever, ii. 25; in whooping-cough, 
ii. 181. 

Urotropin, and stock vaccines, use of, in 
acute rhinitis, iii. 328. 

Urticaria, as a complication of vaccina- 
tion, ii. 84; in scrum sickness complicat- 
ing cerebrospinal meningitis, v. 555; 
radiant light and heat in treatment of, 
i. 459. 

Uterine cancer, an ti streptococcus serum 

in post-operative treatment, of, v. 829. 
Uterine nis placements, as a cause of pain 

in bladder, iv. 123. 
Uterine hemorrhage, extract of posterior 

lobe of the hypophysis for relief of, i. 

751; serum in treatment of, v. 823. 
Uterine neck, chancre of. See Chancre. 
Uterus, effects of epinephrin upon, i. 787. 
Uveitis, gonococcal, v. 616. 
Uvula, removal of elongated, for relief of 

spasmodic laryngitis, iii. 342; swelling 

of, in mumps, ii. 171. 
Uvulitis, acute, iii. 24. 

Vaccinal lichen, as complication of vac- 
cination, ii. 84. 

Vaccinal miliaria, as complication of 
vaccination, ii. 84. 

Vaccination, in expert mental tumors, v. 
763-766; in plague as prophylactic meas- 
ure, v. 200; ] trophy lac tie, in Asiatic 
cholera, v. 28(l; prophylactic, in Malta 
fever, v. 661; prophylactic, in pneu- 
monia, v, 493, 494; prophy lactic, in ty- 
phoid fever, v. 178; prophylactic, in ty- 
phoid, v, 568; .See nUii Vaccine therapy 
and Vaccines; with antityphoid vaccine 
in case of tin we already infected, v. 196. 

Vaccination for arthritis, ii. 693. 

Vaccination for baciliary dysentery, ii. 312. 

Vaccination for small-pox, ii. 54; accidents 
complicating, ii. 78; an ti vaccination agi- 
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tation and, ii. 104; ape-pox and, ii. 56 1 
Blue Book on, ii. 59; choice of instru* 
ments for, ii. 68; clinical history of, ii* 
70; complications of, ii. 78; complica- 
tions of, due to vaccine virus, ii. 80; 
constitutional complications in, ii. 87; 
contraindications to, ii. 73; cow-pox 
and, ii. 56; cultivation in vitro in, ii. 62; 
definition of, ii. 54; diluents for virus in, 
ii. 65; discovery of, by Jenner, ii. 58; 
drug eruptions mistaken for, ii. 92; 
eczema complicating, ii. 91; erysipelas 
complicating, ii. 85; erythema com- 
plicating, ii. 85; furunculosis compli- 
cating, ii. 86; gangrene of pock in, ii. 
87; generalized gangrenous vaccinia 
complicating, ii. 83; generalized hemor- 
rhagic vaccinia complicating, ii. 82; gen- 
eralized vaccine erythema complicating, 
ii. 83; generalized vaccinia complicat- 
ing, ii. 80; generalized vaccinia from 
autoinfection complicating, ii. 82; Ger- 
man vaccination law and its results, ii. 
100; hemorrhage into pock in, ii. 87; 
history of, ii. 57; history of, in Cuba, ii. 
103; history of, in France, ii. 60; history 
of, in Japan, ii. 102; history of, in the 
Philippines, ii. 104; history of, in Saxony, 
ii. 102; horse-pox and, ii. 55; immunity 
conferred by, ii. 77; impetigo contagiosa 
complicating, ii. 86; indications for, ii. 
73; influence of, on exanthemata, ii. 74; 
infected vesicles in, and their treatment, 
ii. 72; insusceptibility to, ii. 77; intro- 
duction of, into America, ii. 61; intro- 
duction of, into European countries, ii. 
59; leprosy transmitted by, ii. 90, iv. 828; 
lupus complicating, ii. 90; mortality from 
small-pox before discovery of, ii. 54, 94; 
mortality from small-pox since dis- 
covery of, ii. 94; Neapolitan method of, 
ii. 60; pemphigus complicating, ii. 91 
pock diseases of animals and, ii. 54 
preparation of vaccine virus for, ii. 62 
protection afforded by, ii. 94; protection 
of vaccine vesicle after, ii. 69; psoriasis 
complicating, ii. 92; purpura complicat- 
ing, ii. 85; rabbit virus used in, ii. 67; 
re vaccination and the value of, ii. 75; 
ruptured vesicles and their treatment, ii. 
72; scars caused by, ii. 74; septicemia 
complicating, ii. 91; sheep-pox and, ii. 
55; skin affections complicating, ii. 87; 



sore arm complicating, ii. 86; spurious 
vaccination and, ii. 80; summary of 
subject of, ii. 106; syphilis transmitted 
by, ii. 87, 360; technique of, ii. 67; 
tetanus transmitted by, ii. 90; tinea 
tonsurans complicating, ii. 85; tuber- 
culosis transmitted by, ii. 90; urticaria 
complicating, ii. 84; vaccinal lichen 
complicating, ii. 84; vaccinal miliaria 
complicating, ii. 84; value of, ii. 92; 
whooping-cough in relation to, ii. 74, 179. 

Vaccination for syphilis, ii. 421. 

Vaccination for typhoid fever, ii. 3. 

Vaccine, meningococcus, clinical reaction 
to, v. 571, 572; dosage of, v. 572; prep- 
aration of, v. 570, 572, 573, 575; prophy- 
lactic, use of, v. 569, 570, 575; use of, in 
arthritis complicating cerebrospinal 
meningitis, v. 552. 

Vaccine erythema, generalized, as a 
complication of vaccination, ii. 83. 

Vaccine therapy, in acne, v. 628; in actino- 
mycosis, v. 431; in acute bronchitis, ill. 
354; in acute laryngitis, iii. 339; in acute 
myelitis of gonorrheal origin, iv. 228; 
in acute rheumatism, ii. 303, v. 175; 
in alveolar abscess, v. 637; in anthrax, 
ii. 321; of Asiatic cholera, iv. 829, v. 
280; in blastomycosis, v. 428; in bron- 
chiectasis, iii. 393; in bronchitis, com- 
plicating pulmonary tuberculosis, ii. 
504; in bronchopneumonia, iii. 415; 
in cancer, clinical data on, v. 775-782; 
in cancer, experimental data on, v. 
762-769; in cancer, unaltered, v. 775- 
781; for carbunculosis, v. 633; in cere- 
brospinal meningitis, ii. 201; in chronic 
bronchitis, iii. 371; in chronic menin- 
gitis, v. 540; in colon bacilluria, iv. 128, 
129; in colon bacillus infection, i. 147; 
to control expectoration in pulmonary 
tuberculosis, ii. 495; of cystitis due to 
Bacillus coli, v. 244; for deforming 
arthritis, v. 175; in dermatology, v. 623; 
in diabetes mellitus for relief of boils, 
ii. 750; in diseases of unknown etiology, 
v. 640; in dysentery, v. 262; in 
erysipelas, ii. 276, v. 637-639; for ecze- 
ma, v. 633; in empyema, v. 493; in epi- 
didymitis, v. 613, 614, 616; of furuncu- 
losis, v. 631, See also Staphylococcus 
vaccine; in fusiform bacillus infections, 
v. 636; in gangcsa, iv. 881; in glanders, 
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ii. 348, v. 657; in gonocoecus infec- 
tion, v. 606-608; in gonorrheal epi- 
didymitis, iv. 151; of gonorrheal infec- 
tions of female genitalia, v. 831; in 
infections of the sinuses, v, 639, ii. 
189; in leprosy, iv. 830, v. 389, 394; 
in malignant endocarditis, iii. 746; 
in Malta fever, iv. 855, v. 661; in mem- 
branous pharyngitis, iii. 27; in multiple 
sclerosis, iv. 281; for myositis, 



gitis, iu". 



urethritis, iv 

acute rhinitis, 
cholera, iv. fr 
dysentery, ii. 
plague, 



831 



of paratyphoid 
n phlegmonous pharyn- 
'. 487-194; in polymy- 
); for post-gonorrhea! 
167; in prophylaxis of 
ii. 326; in prophylaxis of 
; in prophylaxis against 
2; in prophylaxis against 
prophyln 



against typhoid fever, in pseudoleukemia, 
iii. 867, ii. 3; in puerperal infection, v. 
829; in pyelitis, iv. 91; in pyelitis due 
to colon bacillus during pregnancy, v. 
245; of pyelitis, uncomplicated, due to 
Bacillus coli, v. 244; in pyorrhea, v. 
637; in rabies, indications for, v. 718, 
719; to relieve expectoration due to 
mixed infection in tuberculosis, ii. 495; 
for rosacea, v. 633; sensitized, for ty- 
phoid fever, v. 30, 218; in septicopyemia, 
ii. 282; in suppurative processes of the 
ear, v. 639; for sycosis vulgaris, v. 632; 
in typhoid carrier, v. 219-222; of ty- 
phoid complications, v. 216, 219; in 
ulcus corne* serpens, v. ,502; in ure- 
thritis, v. 613, 614; in Vincent's angina, 
iu. 28; of vulvovaginitis, v. 835; of 
whooping-cough, v. 299; of wounds 
infected by Bacillus coli, v. 246. 

Vaccine therapy in infectious diseases, v, 
19; clinical evidence for and against, v. 
25; conditions favorable to, v. 19; dos- 
age of serum in, v. 20; effect of, on anti- 
bodies other than opsonins, v. 24; neglect 
of surgical procedures for, v. 28; opsonic 
curve in, v. 19; reactions following, v. 28; 
relation of opsonins in, to recovery, v. 
21; sensitized vaccines in, v. 28. 

Vtccine virus, ii. 66; preparation of, ii. 
67; in treatment of rheumatism, ii. 
367. 

Vaccines, v. 488; and serums, compared, v. 
567, 668; antityphoid, See Antityphoid 



vaccine' as a means of reducing m 
tality in whooping-cough, v. 305; for 
acne, v. 626; autolyzed, in treatment of 
cancer, v. 779-781; autolyzed, in treat- 
ment of pneumonia, v. 491-492; com- 
mercial, v. 040; diagnostic use of, in 
gonococcal infections, v. 600-602; 
Doyen's, in treatment of cancer, v. 
783; meningococcus, v. 552, 569-57.5; 
mixed, v. 639; permanency of, v. 568; 
purpose of, v. 567; for prophylaxis 
of whooping-cough, v. 305; sensitized. 
v. 28; streptococcus, in prophylaxis 
of scarlet fever, v. 644; in treatment 
of heart complications in cerebrospinal 
meningitis, v. 551, 552; in treatment of 
Hodgkin's disease, v. 661-663; in treats 
ment of mild chronic meningitis, v. 
541; in treatment of relapse in cere- 
brospinal fever, v. 558; in treatment 
of severe chronic meningitis, v. 540; in 
treatment of systemic diseases, v. 174; 
typhoid, clinical da I a concerning use of, 
in typhoid cases, v. 214; typhoid, experi- 
mental data concerning use of, in people 
in health, v. 213. 

Vaccines, autogenous, in acute inflamma- 
tion of nasal sinuses, iii. 334; in acute 
rhinitis, iii. 328; in furunculosis compli- 
cating typhoid fever, ii. 29; in pyelitis, 
iv. 91; in rhinoscleroma, iii. 332. 

Vaccines, bacterial, recovery following ad- 



glanders 

Vaccines, gonococcal, allergic reactions fol- 
lowing use of, v. 600-602; commercial 
preparations of, v. 610; dosage of, v. 
608, 609; preparation of, v. 608, 609; 
sensitized, v. 609, 610; size and inter- 
vals of inoculations of, v. 610, 611. 

Vaccines, stock, use of, in acute rhinitis, 
iii. 328; in pyelitis, iv. 92. ' 

Vaccinia, generalized, from autoinocu- 
lation, as a complication of vaccination. 
ii. 82; as a complication of vaccination, 
ii. 80; gangrenous, as a complication of 
vaccination, ii. 83; hemorrhagic, as a 
complication of vaccination, ii. 82. 

Vacuum tube wave current, use of, in elec- 
trotherapeutics, i. 382. 

Vagina, chancre op. See, Chancre. 

Vaijin-al ns'i'i i,a, antistri'ptonici'iis scrum 
for post-o|ieralive treatment of, v. 827. 

Vaginitis, gonococcal, complement-fixation 
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reaction in, v. 606; therapeutic use of 
lactic acid bacilli in, v. 833. 

Vagus nerve, involvement of, in progres- 
sive bulbar paralysis, iv. 499. 

Vaillard and Dopter, on action of toxins 
of dysentery bacillus, v. 254. 

Valentin and Desoteaux, first work on 
vaccination in France done by, ii. 60. 

Valerian, use of, in neurasthenia, iv. 565; in 
peristaltic unrest, iii. 250; in pneumonia 
with cardiac toxemia, ii. 246. 

Valerianate of ammonia, use of, for relief 
of headache in neurasthenia, iv. 574; for 
relief of insomnia in neurasthenia, iv. 
573. 

Valerianates of zinc, use of, for relief of 
restlessness in neurasthenia, iv. 576. 

Valerianic acid, salts of, use of, in neuras- 
thenia, iv. 565. 

Validol, use of, in flatulency due to gastric 
atony, iii. 172. 

Vallet's pill, use of, in chlorosis, iii. 816, 817. 

Valsalva's treatment op aneurysm, iii. 
765. 

Valvotomy, employment of, in constipa- 
tion due to obstruction, iii. 237. 

Valvular heart lesions, chronic myo- 
cardial insufficiency due to, iii. 712; 
treatment of, iii. 732; treatment of, by 
removal of foci of infection, iii. 734. 

Valvular involvement, gonococcal, v. 
584. 

Van de Velde, on allergic reactions in 
gonococcal infections, v. 601. 

Van Gehuchten, operation by, for tri- 
geminal neuralgia, iv. 354. 

Van Gehuchten and Nelis, discoveries of, 
in rabies, v. 708. 

Van Giesen, on iron metabolism, iii. 816. 

Vanilla ice cream, as article of invalid 
diet, i. 127. 

Vaporoles, iii. 742. 

Vaquez, polycythemia with splenomegaly 
first described by, iii. 893. 

Vaquez' disease. See Polycythemia with 
splenomegaly. 

Varicella, ii. 109; care of mouth in, ii. 113; 
control of itching in, ii. 112; convales- 
cence from, ii. 113; definition of, ii. 109; 
diet in, ii. 113; eruption in, ii. 112; hem- 
orrhagic eruption in, ii. 113; history of, 
ii. 109; immunity conferred by attack 
of, ii. 110; incubation period of, ii. 110; 



itching in, ii. 112; prophylaxis of, ii. Ill; 
susceptibility to, ii. 110; synonyms for, 
ii. 109; transmission of, ii. 110; treatment 
of, ii. 111. 

Varicose ulcers, radiant light and heat in 
treatment of, i. 459. 

Varney and Clark, experiments of, on 
acne bacillus, v. 625. 

Vas deferens, ligation of, for relief of 
chronic gonorrheal urethritis, iv. 166. 

Vascular crises op Pal, blood pressure 
raised by, iii. 555. 

Vascular insufficiency. See Paralysis, 
acute vasomotor. 

Vascular lesions, as a cause of cerebral 
palsies of children, iv. 410. 

Vasoconstrictors, use of, in hemophilia, iii. 
882; in nephritis, iv. 70; to relieve dis- 
turbances of circulation in Addison's dis- 
ease, iii. 902; in sporadic cases of hemo- 
philia, iii. 885. 

Vasodilators, use of, in chronic interstitial 
nephritis, iv. 69; in migraine, iv. 602; 
to reduce hypertension in nephritis, iv. 
46; for relief of neuralgia due to arterio- 
sclerosis, iv. 336; for relief of uremic 
dyspnea, iv. 54; in uremia, iv. 52. 

Vasomotor angina pectoris, iii. 767. 

Vasomotor disturbances, as symptom of 
poison, i. 143. 

Vasomotor effects, due to hypnosis, i. 578. 

Vasomotor failure, administration of 
epinephrin for relief of, i. 797. 

Vasomotor paralysis, administration of 
epinephrin for relief of, i. 797. 

Vasomotor paralysis, acute. See Pa- 
ralysis, acute vasomotor. 

Vasomotor rhinitis. See Hay fever. 

Vasomotor stasis, as indication for use of 
digitalis, iii. 588. 

Vasomotor system, action of strychnin 
upon, iii. 615. 

Vasotonin, use of, by injection, in neuras- 
thenia accompanying beginning arterio- 
sclerosis, iv. 566; to reduce hyperten- 
sion in nephritis, iv. 46, 47. 

Vaughan, experiments of, on proteolysis, of 
bacterial protein, v. 17; isolation of tyro- 
toxicon by, ii. 644; method of separating 
in vitro bacterial protein poison freed 
in tissue cells, v. 201; on anaphylactoid 
phenomena, v. 105; on causes of ana- 
phylactic shock, v. 141; on typhoid 



IHEEAPEUSIS 



manifestations due tu bacteria! proteol- 
ysis under influence of tissue cells, v. 
200, 201; theory of, on anaphylaxis, v. 
107; theory of, on proteolysis of bac- 
terial proteins in body, aa cause of bac- 
terial infection, v. 17. 
Vaurhan and McClvmondb, work by, on 
bacteria present in cheese poisoning, ii. 



poisoning;, u. (132. 

Vegetable poisons, i. 150, 222; aconitin, 
i. 240; atropin, i. 228; brucin, i. 227; co- 
cam, i. 239; colchicin, i. 234; coniin, i. 
235; digitalin, i. 233; getsemin, i. 230; 
nicotin, i. 237; strychnin, i. 222; vera- 
trin, i. 232. 

Vegetable starch, substitutes for, in dia- 
betes mellitus, ii. 725. 

Vegetables, ttvi lidiuiec of sharp, in diet for 
chronic parenchymatous nephritis, iv. 
64; cooking of, i. 92; in diet of gas- 
tric hyperacidity, iii. 87; irritation of 
kidneys by sharp, a cause of acute ne- 
phritis, iv. 56, 58, 64; use of, in anemia 
accompanying rachitis, ii. 806; use of, 
in diabetes mellitus, ii. 721; varieties of, 
to be avoided in nephritis, iv, 42, 50, 58, 
64. 

Vegetation, influence of, upon climate, i. 
258. 

Vein puncture, employment of, in cardiac 
insufficiency, iii. 670. 

Venereal buboes, X-ray therapy for re- 
lief of, i. 548. 

Venesection, employment of, in active con- 
gestion of lungs, iii. 406; in acute hemor- 
rhagic inferior polioencephalitis, iv. 408; 
in aneurysm, iii. 71)5; in attacks of car- 
diac asthma, iii. 737; in aural vertigo, iv. 
316;inberi-beri, iv. 870; in cerebral hem- 
orrhage, iv. 391; in ehrouie bronchitis, 
with cyanosis, iii. 378; in chronic 
interstitial nephritis, iv. 08; contrain- 
dications to, in brain tumor, iv. 449; 
in gastric hemorrhage, iii. 112; hemo- 
globin after, iii. 671; in kidney of 
pregnancy, iv. 82; in pneumonia, ii. 
248; in pneumonia complicated with 
edema of the lungs, ii, 25i; in pneumo- 
nia in conneel ion wil It inhalation of oxy- 
gen, ii, 23S; in polycythemia with splen- 



omegaly, iii. 895; in pulmonary edema, 
iii. 410; to reduce hypertension in ne- 
phritis, iv. 45; for relief of cerebral hy- 
peremia, iv. 386; for relief of cyanosis 
in acute bronchitis, iii. 363; for relief of 
edema of glottis in acute nephritis, iv. 
62; for relief of epileptiform convulsions 
due to brain tumor, iv. 448; for relief of 
pulmonary edema in chronic interstitial 
nephritis, iv. 71 ; for relief of uremic dysp- 
nea, iv. 54; in severe cases of chronic 
myocardial insufficiency, iii, 718; in 
uremia, iv, ~/2; in uremia due to nephro- 
lithiasis, iv. 107. 

Venesection, employment of, in cardiac in- 
sufficiency, iii, 667; amount of blood 
withdrawn in, iii. 671; contraindications 
to, iii. 669; effects of, iii. 669; indica- 
tions fur. iii. 669; physiological action 
of, iii. 667; technique of, iii. 669; tech- 
nique of vein punflture in, iii. 670. 

Venesection combined with sweatings, em- 
ployment of, in pachymeningitis interna 
hemorrhagica, iv. 364. 

Venomous serum, in treatment of leprosy, 

Ventilation, hygienic and therapeutic value 
of, i. 265. 

Ventricle, left, insufficiency of, iii. 549. 

Ventricle, rioht, insufficiency of, iii. 549. 

Ventricles, drainage of, in acute cerebral 
meningitis, iv. 372; for relief of pressure 
in tuberculous meningitis, iv, 377. 

Ventricular extra systoles, iii. 567. 

Ventricular puncture, dangers of, v. 544; 
in hydrocephalus, iv. 465; in posterior 
basic meningitis, v. 542; for relief of 
brain tumors, iv. 451 ; for relief of cysti- 
cercus of fourth ventricle, iv. 461 ; for re- 
lief of headache in hydrocephalus, iv. 619. 

Ventricular tapping, employment of, in 
chronic cerebral meningitis with hydro- 
cephalus, iv. 379. 

Veb do Cayor, iv. 703; treatment of bite 
by, iv. 704. 

Ver macaque, iv. 703; treatment of bite 
by, iv. 704. 

Veratrin, poisoning by, i. 232. 

Veratrura viride, use of, in cerebral hemor- 
rhage, iv. 391. 

Vermifuges, use of, in ulcerative colitis dus 
to Balantidium coli, iv. 778. 

Veronal, use of, in acute hemorrhagic infe- 
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rior polioencephalitis with extreme mo- 
tor excitement, iv. 408; in treatment of 
cerebrospinal meningitis, v. 548; in 
delirium of pneumonia, ii. 229; in de- 
lirium tremens, ii. 603; in multiple scle- 
rosis, iv. 281; for relief of insomnia in 
acute bronchitis, iii. 361; for relief 
of insomnia due to brain tumor, iv. 
447; for relief of insomnia in cardiac 
insufficiency, iii. 664; for relief of in- 
somnia associated with mediastinal tu- 
mors, iii. 504; for relief of insomnia in 
neurasthenia, iv. 566, 573; for relief of 
insomnia in septicopyemia, ii. 283; for 
relief of painful erections and chordee 
in acute urethral gonorrhea, iv. 141; 
in scarlet fever, ii. 127; to secure sleep 
in neuritis, iv. 286; in tuberculosis of 
larynx, iii. 346. 

Veronal, sodium salt of, use of, by rectum, 
for relief of headache in seasickness, iv. 
642. 

Verruga peruviana, iv. 879; remedial 
measures in, iv. 830. 

Verteuil, treatment of leprosy by, with 
nastin, v. 393. 

Vertigo, as a premonitory symptom of 
cerebral hemorrhage, iv. 389; as a symp- 
tom of basilar syphilitic meningitis, 
iv. 473; as a symptom of brain tumor, 
iv. 435; as a symptom in pellagra, iv. 
624. 

Vertigo, aural, iv. 314; treatment of, iv. 
315. 

Vertigo due to brain tumor, measures 
for relief of, iv. 448. 

Vertigoes, the, iv. 631; anatomical con- 
siderations affecting, iv. 633; arterio- 
sclerotic form of, iv. 640; associated with 
epilepsy, iv. 640; aural form of, iv. 645; 
clinical forms of, iv. 639; ear labyrinth 
in relation to, iv. 633; historical form 
of, iv. 646; impaired cerebral circulation 
a cause of, iv. 639; labryinthine form of, 
iv. 640; neurasthenic form of, iv. 646; 
ocular form of, iv. 645; reflex form of, iv. 
639; symptoms of, iv. 637; toxic form 
of, iv. 640; vestibular form of, iv. 
642. 

Verumontanum, congestion of, a cause of 
pain in bladder, iv. 122; treatment of, 
through urethroscope in post-gonor- 
rheal neuroses, iv. 174. 



Vesical calculus. See Calculus. 

Vesical crises, in tabes, iv. 191 ; treatment 
of, iv. 197. 

Vesicants, application of, over heart in 
beri-beri, iv. 870; use of, in chronic 
myelitis, iv. 231. 

Vesiculitis, as a cause of pain in bladder, 
iv. 122; complement-fixation test in, 
v. 140; electrotherapeutics for relief of, 
i. 407, 423; seminal, See Seminal vesicu- 
litis. 

Vestibular vertigoes, iv. 642; treatment 
of, iv. 644. 

Vibration, use of, in massage, i. 291; for 
occipital neuralgia, i. 310; for relief of 
pain in syringomyelia, iv. 278; for relief 
of paralysis agitans, i. 320. 

Vibration to spine, employment of, in 
spastic spinal paralysis, iv. 270. 

Vibratory massage, i. 353; use of, in atrophic 
rhinitis, iii. 332; in cardiac insufficiency, 
iii. 660; use of, in constipation, iii. 230; 
contraindications to, i. 357; indications 
for, i. 355; in post-gonorrheal neuroses, 
iv. 175. See also Massage. 

Vichy Celestins, use of, in acute urethral 
gonorrhea, iv. 139. 

Victoria Park Hospital, formula used at, 
for administration of terebene in chronic 
bronchitis, iii. 377; method of giving 
terebene at, as expectorant in bronchi- 
ectasis, iii. 396. 

Vidal, use of serum therapy by, in cancer, 
v. 773-775. 

Vidius, distinction between chicken-pox 
and small-pox first made by, ii. 109. 

Viennois, theory held by, that syphilis 
is transmitted only when lymph is con- 
taminated with blood, ii. 88. 

Vincent, antityphoid vaccine of, prepara- 
tion of, v. 186; work of, in France, with 
antityphoid vaccine, v. 193. 

Vincent and Ballot, diagnostic precipitin 
test of, for epidemic meningitis, v. 
125. 

Vincent's angina, iii. 28; fusiform bacilli in, 
v. 636. 

Vincent's fusiform bacillus, presence of, 
in acute ulcerous gingivitis, iii. 9. 

Vinegar, sponging with, to control night 
sweats, iv. 117. 

Violet ray, use of, to relieve pain in syringo- 
myelia, iv. 278. 
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Vifond, cases of glandular fever reported 
by, ii. 572. 

Virchow, leukemia first dcscrihed by, iii. 
852; on mobilization of tubercle baeilli 
and a spread of the disease following 
tuberculin treatment, v. 3H;on tubercu- 
lin treatment of pulmonary tuberculosis, 
v. 311. 

Virginia Hot Springs, benefit of, in tabes, iv. 
201. 

Vl BUI, SNUB OP 



. 12. 



contributing 



Virus, rabies. See Rabies virus. 

Virus unit, v. 735. 

Visceral congestion-, electrotherapeutics 
for relief of, i. 423. 

Visceroptosis, iii. 243; causes of, iii. 243; 
congenital and acquired, iii. 243; diet in, 
iii. 247; medical treatment of, iii. 246; 
methods of bandaging for relief of, 
iii. 247; surgical treatment for, iii. 



Visual disturbances, as localizing symp- 
tom in brain tumor of occipital lobe, iv. 
441; as localizing symptom of tumor of 
hypophysis, iv. 442. 

Vitamines, commercial foods and, for chil- 
dren and invalids, i. 71 ; definition of, i. 
67, 70; foods containing, i. 70; insta- 
bility of, i. 70, 71; in proprietary foods, 
i. 129; relation of, to nutrition and 
disease, i. 71; role of, i. 70. 
• •■■ iiIatios, resumption ok, after treatment 
i for cardiac insufficiency, iii. 862. 

,f O(iT, fractional method of hypnotization 
• ii advocated by, i. 571. 

Voice, rest fer, essential, in acute laryn- 
gitis, iii. 338; in chronic laryngitis as- 
sociated with chordif.is nodosa, iii. 340; 
in laryngeal tuberculosis, iii. 344. 

Volckner and Joseph, indigo carmin test 
developed by, iv. 24. 

Voltage, explanation of term, i. 364. 

Volvulus, iii. 241. 

Vomiting,, absence of, in acute dilatation 
of stomach, iii. 174; accompanying 
renal colic, iv. 106; in rabies, v. 714; 
measures for relief of, in acute localised 
peritonitis, iii. 312; as a symptom of 
basilar syphilitic memnjiitis. iv. 473; 
as a symptom of cerebral abscess, iv. 
420; as a symptom of neurasthenia, iv. 
575. 



Vomiting due to brain tuw 
for relief of, iv. 448. 

Vomiting op pregnancy, administrati'm 
of epinephrin in, i. 7!M>; pernicious, nor- 
mal scrum in treatment of, \ 

Vomiting and purging, as symptom of 
poison, i. 671. 

Vomiting, urp.mic, measures for relief of, 
iv. 52. 

von Uokay, on lumbar puncture for relii 
of hydrocephalus, iv. 46S. 

von Bokay's method of lumbar puncture, i 
hydrocephalus, iv. 468; in serous mcnii 
gitis, iv. 46ft. 

von Eiselsberg, cases of mediastinal tumor 
collected by, iii. 500. 

von Ermegen, epidemic of meat poisoning 
due to B. botulinus reported by, ii. 635. 

von Gresic, E., on aspirin and novas- 
pirin in asthma, iii. 388. 

von Korcvnski, on effect of condiments 
upon gastric mucosa, iii. I 

von Leube, definition of nervous dyspepsia 
by, iii. 183. 

von Noorden, effect of calcium carbonate 
on elimination of phosphates in urine 
demonstrated by. iv, !); levulose recom- 
mended by, in diabetic coma, ii. 726; 
liBts of diabetic food prepared by, ii. 714; 
modification of Gerhardt's test for ace- 
tone bodies suggested by, ii. 711; oat- 
meal treatment of diabetes mcllitus in- 
troduced by, ii. 736; on over-rapid re- 
duction of weight, ii. 777; on physical 
therapy in treatment of obesity, ii. 7fl4; 
principle of dietetics in treatment of 
membranous enteritis first, noted by, 
iii. 20S; table by, allowing how butler 
and oil can bo added to vegetables 
a diabetic diet, ii, 720; on use of iron 
chlorosis, iii. 815. 

von Noorden diet, for use in membranous 
enteritis, iii. 208. 

von Noorden's system, for reductioi 

obesity, ii. 782. 
von Recklinghaurf.n'b sphygmotonome- 

ter. See Sphygmotonometer. 
von Ruck's "watery eitract of tubercle 

bacilli," preparation of, v. 325. 
von Ziemssen, graduated bath as given by, 



Vri.vn 



| Diabolic vulvitis. 
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Vulvovaginitis, as a cause of enuresis, iv. 
130; in children, complement-fixation 
test in, v. 140; in children, vaccine 
treatment of, v. 833; vaccine treatment 
of, v. 612, 613. 

Wagner, C, polymyositis first described 
by, ii. 662. 

Wall plates, i. 369. 

Walter, tables prepared by, for estimating 
dosage of X-ray, i. 504. 

Walter's penetrometer, i. 500. 

Walther, Otto, method of using exercise 
in tuberculosis employed by, ii. 523. 

Wanner, method recommended by, for 
examining sputum for albumin, in 
chronic bronchitis, iii. 710. 

Warm full bath, use of, in hydrotherapy, i. 
619. 

Warm sponging, in treatment of cerebro- 
spinal meningitis, v. 548. 

Warmth, benefit from, in brachial neuralgia, 
iv. 357; benefit from, in neuralgia in 
general, iv. 357; benefit from, in neural- 
gia of rheumatic origin, iv. 336; im- 
portance of, in acute nephritis, iv. 58; 
necessity for, in pernicious anemia, iii. 
823; necessity for, in treatment of neu- 
ritis, iv. 284; value of, in multiple neu- 
ritis, iv. 326. 

Warts, electrolysis in treatment of, i. 
397. 

Wassermann, discovery by, of specific 
serum reaction in syphilis, ii. 352. 

Wassermann and Bruck, views of, as to 
immunity principles of tuberculin, v. 
327. 

Wassermann and Kolle, preparation of 
specific immune serum for cerebrospinal 
meningitis by, v. 521. 

Wassermann, Neisser and Bruck, on 
complement-fixation in syphilis, v. 
127. 

Wassermann and Strong, on immunity 
from inoculation of aggressive exudates 
in cholera investigations, v. 286. 

Wassermann reaction, arsenobenzol and, 
iv. 483, 488; in diagnosis of cerebral 
tumor, iv. 436; in diagnosis of syphilis 
of stomach, iii. 166; in diagnosis of tabes, 
iv. 185; as test for syphilis, ii. 367; 
value of, in brain syphilis, iv. 476; value 
of, in progressive paralysis of the in- 



sane, iv. 491; value of, in question of 
marriage for syphilitic patient, ii. 406; 
value of, in spinal syphilis, iv. 273. 

Wassermann reaction op cerebrospinal 
fluid, v. 418; in syphilis of central 
nervous system, v. 405-407. 

Wassermann reaction in syphilis, v. 127; 
clinical value of, v. 134; complement- 
fixation with spirochetal antigen, v. 133; 
influence of mercurial treatment on, v. 
135; influence of salvarsan on, v. 137; 
nature of, v. 133; Noguchi modification 
of, v. 130. 

Wassermann reaction in syphilis, tech- 
nique op, v. 127; apparatus used in, v. 
127; choice of method in, v. 130; re- 
agents used in: amboceptor, v. 130; anti- 
gen, v. 128; complement, v. 129; ery- 
throcytis, v. 129; patient's serum, v. 
127; standardization of reagents: ambo- 
ceptor titration, v. 130; determination 
of new antigen unit, v. 131; determina- 
tion of syphilitic unit, v. 131; use *c. r 
heated serum in, v. 132. 

Wassermann test. See Wassermann re 
action. 

Wassermann tests in diseases other 
than syphilis, v. 134. 

Wasting disease, chronic, blood pressi 
lowered by, iii. 555. 

Watabiki and Sakaguchi, cutaneous tet 
by, with gonococcus toxins, v. 602. 

Water, climatic relations of, i. 249; ab 
stituent of living matter, i. 9; dilution 
of circulating toxins by, i. 612; dif" 
sion of, in solution, or osmosis, i. ( -, 
fear of, in rabies in man, v. 702, 714; as 
food, i. 606; gases in, i. 653; in hydro- 
therapy, i. 606; loss of, from body a 
cause of sunstroke, iv. 692; osmotic pres- 
sure of, i. 612; relation between quantity 
of, in body and secretion of gastric juice, 
i. 630; relation of, to secretion, i. 9, 39; 
retention of, in body a cause of edema, 
iv. 16; use of, in removal of toxins from 
body, i. 52, 612; use of, as a solvent, i. 9, 
612; use of, as a therapeutic agent, i. 35 

Water, drinking, bacillary dysentery 
transmitted by, ii. 309; in causation of 
endemic goiter, iii. 892; in diet of gastric 
atony, iii. 170; in diet of gastric hyper- 
acidity, iii. 91; filtration of, unreliable 
as protection against cholera, iv. 829; 
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importance of, in plague, iv. 827; meth- 
ods of destroying cholera germs in, iv. 
829; systemic poison due to, ii. 631; 
typhoid fever transmitted by, ii. 23; 
use of, as food, i. 602. 

Water, drinking, therapeutic value of, i. 35; 
in alcoholic gastritis, iii. 2Si ; in baeillary 
dysentery, ii. 315; in chronic cholecj-st it is 
and cholelithiasis, iii. 271; in delirium 
tremens, ii. 599; in eclampsia, iv. 83; in 
epilepsy, iv. 648; in gastrointestinal 
type of influenza, ii. 190; in infantile 
diarrhea, ii. 318; in kidney of pregnancy, 
iv. 82; in nephritis complicating scarlet 
fever, ii. 133; in nephrolithiasis, iv. 109; 
in pneumonia, ii. 228; in pyelitis, iv. 88; 
in Rocky Mountain fever, ii. 561; in 
scarlet fever, ii. 125; in septicopyemia, 
ii. 282; in tuberculosis of kidney, iv. 116; 
in typhoid fever, ii. 14. 

Water hemlock. See, Cicuta roota. 

Watehckkss, poisoning by, ii. 648. 

Watbrhoose, Dr. Benjamin, early work 
in vaccination hy, ii. 61; experiments 
by, on inoculation for small-pox, ii. 92. 

Watering places, advantages of, in chronic 
bronchitis, iii. 366. 

Waters, alkaline, See Alkaline waters; car- 
bonated, objections to, in gastric atony, 
iii. 171; medicated, of no value in treat- 
ment of nephritis, iv. 35; saline, use of, 
in acute nephritis, iv. 57, 

Watson, Sib Thomas, views of, on diseases 
of pericardium, iii. 511. 

Watt, explanation of term in elect rot hera- 
peusis, i. 365. 

Wattbbh, analysis of results in bacterial 
therapy of typhoid by, v. 216, 217; on 
use of prophylactic streptococcus vac- 
cines in scarlet fever, v. 644. 

Weaver and Tunnicliff, on antistrepto- 
coccus scrum in septic scarlet fever, v. 
646; on treatment with antistrepto- 
coccus serum, v. 826. 

Weber a.vo Dietehleix, on identical effects 
of human and bovine tuberculin, v. 329. 

Wechselmann, report by, on use of salvar- 
san in brain syphilis, iv. 484. 

Wehnelt's and Benoibt's instruments, 
for measuring penetrating power of X- 
ray, i. 500. 

Weichhardt, Gr&minol, hay fever serum 



Weigert, cytoryctes variolic first described 
by, ii. 41. 

Wmim-jht's law of overcompensation, i 



Weight of lionr. See Body weight. 

Weil, on treatment of meningitis, v. 102; 
types of hemophilia recognized by, iii. 
880; use of cobra venom solutions by, in 
diagnosis of syphilis, v. 745. 

Weil' b disease, ii. olili; convalescence from, 
ii. 569; diet in, ii. 567; general treatment 
of, ii. 567; medication in, ii, 568; muscu- 
lar pains in, ii. 56S; nephril is complicat- 
ing, ii. 568; prognosis in, ii. 566; prophy- 
laxis against, ii. 566; treatment of, in 
general, ii. 566. 

Weik Mitchell, use of cod liver oil in rest 
cure by, iv. 565. 

Weir Mitchell-Playiair cure, use of, in re- 
flex cardiac neurosis associated with 



i. 780. 

Weir Mitchell rest cure, establishment of, 
iv. 545; mechanotherapy in connection 
with, i. 352; use of, in Graves' disease, 
v. 792; use of, in psychotherapy, i. 585. 

Weisbai-kkh, on convalescent scarlet fever, 
aerum therapy, v. 641. 

Welander's mercolint aprons, ii. 376. 

Welch and Cohnheim, theory of, concern- 
ing pulmonary edema, iii. 408. 

Welch and Schamiiehi;, incision of con- 
junctiva in small-pox advised by, ii. 50; 
investigation by, on re vaccination, ii. 
76; prognostic value of vaccination 
scars investigated by, ii. 75; silver ni- 
trate in care of eyes in small-pox advised 
by, ii. 50; on treatment of eruption in 
small-pox, ii. 48, 50. 

Wellmanios wellmani, iv. 797. 

Wells, on dosage of scn^itiza! ion in experi- 
mental anaphylaxis, v. -111. 

Wells and Osborne, on specificity of sen- 
si I i/.at ion in ex|ieriinentai anaphvlaxis, 

v. 42. 

Wernicke, acute hemorrhagic superior pol- 
ioencephalitis first described by. iv. 406. 

Wertheim, studies of, on immunity to 
gonorrhea, v. 599. 

West, cases of glandular fever reported by, 
ii. 570, 571; mortality from glandular 
fever, in cases reported by, ii. 572; on 
use of calomel in treatment of glandular 
fever, ii. fi73. 
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West, Samuel, on culture of pneumococci 
in chronic bronchitis, ill. 371. 

Westphal's sign. See Tendon reflex, ab- 
sence of. 

"Wet brain," occurrence of, in delirium 
tremens, ii. 605. 

Wet Cups. See Cups. 

Wet nurses, syphilis communicated by or 
to, ii. 363. 

"Whey cure," use of, in chronic bronchitis, 
iii. 370. 

Whipworm. See Tricocephalus dispar. 

Whiskey, use of, as a cardiac stimulant in 
curare poisoning, iv. 710; as a cardiac 
stimulant in strophanthus poisoning, iv. 
711. 

White, case of mumps six days after birth 
reported by, ii. 167; method of measur- 
ing tolerance to tuberculin proposed by, 
ii. 516; quantitative cutaneous tubercu- 
lin, tests of, for administration of 
tuberculin, v. 347. 

White, Hale, method of administering cas- 
tor oil employed by, iii. 206; on progno- 
sis in cirrhosis of liver after appearance 
of ascites, iii. 283; regime suggested by, 
for use in constipation, iii. 227; requi- 
sites for corset as an abdominal sup- 
port in prolapse of liver, iii. 289; on 
unnecessary operations for constipa- 
tion, iii. 237; on use of mineral oils 
by mouth in chronic constipation, iii. 
235. 

White and Graham, views of, on action of 
tuberculin, v. 328. 

White blood corpuscles, increase of, at 
high altitudes, i. 272. 

White precipitate ointment, use of, in hered- 
itary syphilis, ii. 419; in macular and 
papular syphiloderms, ii. 411; in pustu- 
lar and ulcerative syphiloderms, ii. 411; 
in syphilitic onychia, ii. 414; in uncom- 
plicated chancre, ii. 408. • 

Whitfield, experiments of, for acne bacil- 
lus, v. 625. 

Whitla, formula given by, for use in gall- 
stone colic, iii. 268. 

Whitlows, electrotherapeutics for relief of, 
i.404. 

Whitmore and Clegg, treatment of leprosy 
by, with vaccines prepared from organ- 
ism isolated by Clegg, v. 390. 

Whittemore and Shattuck, on reactions 



following use of gonococcal vaccines, v. 
602. 

Whole blood, intravenous use of, v. 807, 808. 

Whooping-cough, ii. 173; administration 
of drugs in, ii. 180; antitoxic serum for, 
ii. 183; bacillus of, history of, v. 296; 
breathing compressed air in, ii. 179; as 
a complication of measles, ii. 161; 
complications in, ii. 175; definition of, 
ii. 173; diagnosis of, v. 298; diet for, 
ii. 179; discovery of bacillus of, by 
Bordet and Gengou, v. 296; disinfection 
of patient's room in, ii. 180; drugs 
beneficial in, ii. 180, 181; duration 
of, under various treatments, v. 304, 
305; etiology of, ii. 173; external use of 
drugs in, ii. 180; history of, ii. 173; hy- 
gienic measures in, ii. 177; hypodermic 
use of drugs in, ii. 180, 181; immunity 
conferred by, ii. 175; incubation period 
in, ii. 175; inhalation of drugs in, ii. 180; 
internal use of drugs in, ii. 181 ; mechani- 
cal measures for relief of cough in, ii. 178; 
misuse of drugs for, ii. 175; mortality 
from, ii. 175, v. 305; mortality from bron- 
chopneumonia complicating, ii. 175; or- 
ganism causing, ii. 174; predisposing 
cause of rachitis, ii. 814; prophylaxis in, 
ii. 176; psychic treatment of, ii. 178; rec- 
tal feeding in, ii. 180; serodiagnosis of, v. 
299; serum therapy in, v. 308; stages in, 
ii. 175; symptoms due to misuse of drugs 
in, ii. 175; synonyms for, ii. 173; tech- 
nique of administration of vaccine in 
treatment of, v. 301 ; transmission of, ii. 
174; treatment of, ii. 177; vaccination for 
small-pox and its influence upon, ii. 74, 
179; vaccine as a means of reducing mor- 
tality in, v. 305; vaccine for prophylaxis 
in, v. 305; vaccine treatment of, v. 299; 
vaccines and their possibilities in treat- 
ment of, ii. 183. 

Wickham, Prof. Louis, work done by, on 
radium, i. 461, 486. 

Widal, on serum agglutination test for 
typhoid fever, v. 206. 

Widal and Javal, on elimination of sodi- 
um chlorid in nephritis, iv. 35. 

Widal reaction, v. 119, 120; comparison 
between gross and microscopic tests in, 
v. 123; diagnostic value of, v. 123; 
macroscopic reaction in, v. 121; micro- 
scopic method, v. 121; microscopic 
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reaction in, v. 120; typhoid culture in, 

v. 120. 
Wigoers, investigation!! by, on effect of 

drugs on pulmonary pressure, iii. 405. 
Wilder, R. M., work by, on transmission 

of typhus fever, ii. 32. 
Wiley, Dr., work done by, on effects of bo- 

racic preparations on metabolism, i. 720. 
Williams, on Negri bodies, v. 710, 711; 

treatment of leprosy by, with vaccine 

of strep to thrix from leprosy lesions, v. 

391. 
Williams, Leonard, report by, on use of 

thyroid gland for relief of enuresis, iv. 

131. 
Williams' spread method for demonstrating 

Negri bodies, v. 716. 
Williamson, method of preparing milk 

suggested by, for use in diabetes tnel- 

litus, ii. 720. 
Willis, Thomas, sweet character of dia- 
betic urine first noted by, ii. 096; 

whooping-cough first recognized by, in 

England, ii. 173. 
Willson, work cure combined with forced 

feeding employed by, in neurasthenia, 

iv. 560. 
Wilson, theory of, on Graves' disease, v. 

790. 
Winds, i. 253; causes of, i. 253; relation be- 
tween temperature and, i. 254. 
Wine, benefit from, during attack of angina 

pectoris, iii. 769. 
Wintergreen oil, use of, in acute urethral 

gonorrhea, iv. 141; to relieve pain in 

ehest accompanying I ubcrculosis, ii. 502. 

WlNTERMTZ, illllTlliltr hull illld whole Cold 

baths as recommenced by, i. 618; com- 
bination compress used by, i. 618; effect 
of baths on nervous system first noted 
by, iv. 566; general bath as given by, i. 
614; "retrograde hypostatic conges- 
tion" of, i. 622. 

Wise and Minett, treatment of leprosy 
by, with nastin, v. 393. 

Withering, William, early use of digitalis 
by, iii. 575. 

Witthauer, indications for use of vihra- 
tion massage given by. i. 35ti. 

Wo lb acm and I Ioneij. i in organisms culti- 
vated from leprosy canes, V. 383. 

Wolfenden position, advantages of, in 
laryngeal tuberculosis, iii. 347. 



\\ in. I' K-l !ism;h, 1'iinjimrl !■■.:■. 1-1 ulu-rciilin re- 
action of, v. 158; on organ specificity in 
sensitization in experimental anaphy- 
laxis, v. 42; on protein content of tuber- 
culin, v. 328; on tuberculin hypersensi- 
tiveness, v. 337. 

Wolves, rabies in, v. 706. 

Wood, Dr. Alexander, hypodermic ne< 
invented by, ii. 613. 

Wood, G. B., on hay fever, v. 669. 

Wood alcohol poisoning, acute, ii. 607; 
treatment of, ii. 607. 

Wood naphtha. See Wood alcohol. 

Wood tick, transmission of Rocky Moun- 
tain fever by, ii. 558. 

Woodiukf, Major, exposure to direct s 
rays believed to be injurious by, 
455. 

Woodward, Dr., first communication re- 
garding inoculation for small-pox made 
by, ii. 52. 

"Woody tongue," v. 431. 

Woolley, on treatment of leprosy with 
leprous nodules, v, 389. 

WOOLSORTERS' OIHEASE, ji. 321. 

Word blindness, as localising symptom of 
tumor in left cerebral hemisphere, iv. 



440. 



localizing symptom of 
tumor in left cerebral hemispher 
440. 

Word-time associations, as part of tech- 
nique of psychoanalysis, i. 593. 

Work cure, value of, in neurasthenia, iv. 
559. 

Workshops, disinfection of, in tuberculosis, 



ii. 449. 
Worry, as 



. 582. 



3 of functional neuroses, 



Wounds, antiseptics and saline solution in 
treatment of, i. 613; application of 
principles of osmosis to treatment of, i. 
613; septic, continuous or hammock 
warm bath for, i. 620. 

Whmht, Sir Almroth, v. 488; application 
by, of principles of osmosis to treatment 
of septic gunshot wounds, i. 613; 
experiments of, with vaccination in 
pneumonia, v. 493, 494; investigation 
of, on continuous minimal doses in 
tuberculin treatment, v. 333; observa- 
tions of, on opsonins in localised infec- 
tions, questioned, v. 21 ; on killed typhoid 
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bacilli inoculations for typhoid immuni- 
zations, v. 178; on opsonic index in vac- 
cine therapy of cutaneous diseases, v. 
628; on small doses of vaccine for im- 
munization, v. 20; on opsonic curves in 
infectious diseases, v. 20; on* vaccine 
therapy in dermatological infections, v. 
623; statistics of inoculated and unpro- 
tected typhoid cases in British Army in 
Boer War, v. 180; theories of, concern- 
ing autoinoculation in tuberculosis, ii, 
521; treatment of furunculosis by, with 
staphylococcus vaccine, v. 631; typhoid 
immunization in British Army by, v. 
179; use of calcium preparations for 
control of hemorrhage introduced by, 
ii. 155. 

Wright's theory, of causation of beri- 
beri, iv. 865. 

Wrist-drop, prevention of, in multiple 
neuritis, iv. 327; in neuritis, iv. 284. 

WUNDT SCHOOL OF PSYCHOTHERAPY, iv. 589. 

Wurtzen, on red light treatment of small- 
pox, ii. 51. 

Wylie, manner of artificial introduction of 
air into stomach explained by, iii. 779. 

Wylie's mixture, for use in membranous 
enteritis, iii. 210. 

Wyman, improvement of instruments used 
in paracentesis by, iii. 457. 

Wyman, Morril, on etiology of hay fever, 
v. 669. 

Wyss, investigation by, of epidemic among 
fish, ii. 642. 

Xanthoma diabeticorum, as a symptom 
of diabetes mellitus, ii. 750. 

Xeroform, use of, as dusting powder in 
gangrenous chancre, ii. 409; in mucous 
patches upon genitalia, ii. 413; in papular 
or tubercular tertiary lesions of syphilis, 
ii. 412; use of vaginal tampons impreg- 
nated with, in chancre of vagina or 
uterine neck, ii. 410. 

X-ray burn, i. 518. 

"X-ray cancer," i. 520. 

X-ray filter, i. 507; construction of, i. 508; 
discovery of, i. 508; use of, in deep 
therapy, i. 510; use of, in treatment of 
cancer, i. 545; use of, in treatment of 
ovaries, i. 560. 

X-ray therapy. See X-rays, therapeutic use 
of. 



X-ray tube, i. 496, 509; Coolidge, i. 609; 
older types of, or gas tubes, i. 510. 

X-RAY ULCER, i. 519. 

X-rays, action of, on cancer cells, i. 541; 
antipruritic effects of, i. 559; biological 
effects of, i. 512; cumulative action of, i. 
516; curative effects of, i. 512; diffrac- 
tion of, i. 495; dosage of, i. 498; "early 
reaction" of, i. 516; effects of, on bac- 
terial life, i. 529; effects of, on deeper 
structures of body, i. 521; effects of, 
on long bones, iii. 824; effects of, on 
skin, i. 518; effects of, on tissues of 
young children and embryos, i. 527; in- 
fluence of, upon ovaries, i. 559; "late 
reaction" of, i. 516, 520; physical char- 
acteristics of, i. 495; physical effects of, 
i. 496; production of, i. 494; radia- 
tion in, i. 497; reaction of, i. 51 £; 
selective properties of, i. 513; toxemias 
caused by, i. 517. 

X-rays, diagnostic use of, in carcinoma of 
stomach, iii. 163; in foreign bodies 
present in esophagus, iii. 64; in gonococ- 
cal arthritis, v. 590; in hour-glass 
stomach, iii. 179; in lung tumor, iii. 
445; in nephrolithiasis, iv. 110; in 
tuberculous kidney, iv. 114. 

X-rays, therapeutic use of, in asthenic bulbar 
paralysis, iv. 256; in benign growths, 
i. 540; in cancer, v. 784; in carcinoma of 
esophagus, iii. 54, 55; in chronic bron- 
chitis, iii. 378; in chronic influenza, ii. 
195; combined with benzol treatment, 
iii. 862; cooperation between surgery 
and, i. 545, 549; dangers of, in leukemia, 
iii. 861, 862; in delayed resolution of 
pneumonia, ii. 249; in dermatology, i. 
530; in destruction of filaria bancrofti, 
iv. 803; to determine indications for oper- 
ation in pulmonary abscess and gangrene, 
iii. 443; in diabetes mellitus complicating 
thyroid disease, ii. 755; distance of 
sources of light in, i. 506; dosage in, i. 
501, iii. 861; factors in, i. 498; in funicu- 
lar myelitis connected with leukemia, iv. 
232; in glandular enlargements, i. 555; in 
glandular skin diseases, i. 532; in goiter, 
iii. 911, 916; in Graves' disease, v. 793; 
histological changes in skin due to, i. 
521; intensity as factor in, 501; in 
internal tuberculosis, i. 557; latent 
period in, i. 515; in leprosy, iv. 832; in 
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leukemia, iii. 855; loukntoxin theory of, 
iii. 856, 858; in lymphoid and blood 
iHirowmi. i. 649; in malignant diseases 
of akin, i. 541; in mediastinal iumor, iii. 
502; mode of action of, iii. 856; in 
nervous conditions, i. 558; objects 
of, i. 512; objections to, in laryngeal 
tuberculosis, iii. 347; in oriental sore, iv. 
756; in ovarian disease, i. 551); penetra- 
tion as a factor in, i. 468; in pernicious 
anemia, iii. 82-1; physical principles in, 
i. 493; in polycythemia with splenomeg- 
aly, iii. 895, SiHi; production of X-rayin, 
i. 494; prophylactic irnuluilinn in, i. 545; 
protection of patient and operator in, 
i. 510; in pruritus accompanying dia- 
betes mellit us. ii. 750; in pseudoleukemia. 
iii. 867; purin bodies produced by, iii. 
869; quality of radiation in, i. 497; 
quantity of radiation in, i. 498; reaction 
of X-ray in. i. 515; regulation of quant My 
and quality in, i. 498; requirements in 
deep therapy, i. 509; in respiratory dis- 
orders, i. 557; selective power of X-rays 
in, i. 513; in skin diseases arising in hair 
follicles, i. 534; in skin diseases due to 
fungi, i. 540; in special conditions, i. 529; 
for status lymphatieus, iii. 930; in super- 
ficial epitheliotnata, i. 542; in syringo- 
myelia, iv. 279; tables showing results 
of, in leukemia, iii. 857, 858; technique 
of, in deeper therapy, i. 507; technique 
of, in general, i. 496, 
personal idiosyncrasy 
exposure in, i. 504; 
517; in lub(T'-ul"sis. 



; theory of 
in, i. 517; time of 



loss of skin, i. 537; i 

uloma of pudenda, i' 
of deep irnidiaiion 
fortuity as a factor 



. 537; in tubcrcu- 
tuherculoua peri- 
ulcerating gran- 
. 882; uniformity 
in, i. 609; uni- 
i, i. 506; uric acid 



increased by, iii. 859; X-ray filter in, i. 
507. 
X-rays and electricity, therapeutic use of, i. 
399; in abscess of colon, mesentery, and 
liver, i. 460; in acne, i. 406; in appendi- 
citis, i. 405; in carbuncles, i. 404; in 
infections, i, 399; in pulmonary tuber- 
culosis, i. 400; in tuberculosis of bladder. 
i. 402; in tuberculosis of kidney, i. 402; 
in tuberculosis of akin, i. 400; in tuber- 
culous adenitis, i. 401 ; in tuberculous ar- 
thritis, i. 403; in tuberculous infections, 



i. 399; in tuberculous peritonitis, i. 403; 
in tuberculous prostatitis, i. 402. 



ft, Dr., experiments by, on 
technique of salvarsan injection, iv. 
487. 

Yams, certain species of, dangerous as food, 
ii. 648. 

Yates and Bunting, experiments of, in 
Hodgkin's diseases, v. 662. 

Yawb. See Frambasia tropica. 

Yeast, internal use of, in diabetes mellitus, 
ii. 747; to relieve boils complicating dia- 
betes mellitus, ii. 7.50; local use of, to 
relieve pruritus vulva? in diabetes melli- 
tus, ii. 750. 

Yellow fever, iv. 871 ; fibrinogen insuffi- 
ciency in, v. 796; hydrotherapy for, 
i. 639; methods of exterminating, iv. 
873; preventive measures in, iv. 872; 
remedial measures in, iv. 871; Stern- 
berg's method of treatment for, iv. 872; 
symptoms of, iv. 871; transmission of, 
iv. 873. 

Yeo, Dr. Burney, rod liver oil as spray in 
hay fever recommended by, iii. 391 ; for- 
mula for expectorant, mixture suggested 
by, iii. 373. 

Yeo inhaler, une of, for creosote inhalations 
in bronchiectasis, iii. '■'•'M\; in plastic bron- 
chitis, iii. 392. 

Yeo mask, inhalations by means of, to re- 
lieve cough in pulmonary tuberculosis, 
ii. 493. 

Yersin's antiplague serum, v. 278. 

Yersin-Roux antiplague serum, iv. 842. 

Youhimbin, use of, in impotence accompany- 
ing diabetes mellitus, ii. 752. 

Youth, protection against tuberculosis in, 



Zabolotnt, on cholera "carriers," iv. 
844. 

Zander apparatus. Sue Zander machine. 

Zander machine, 1. 333 ; use of, in treatment 
of obesity, ii. 795. 

Zander system of mechanotherapy, i. 333; 
active apparatus in, i. 334; arm move- 
ments in, i. 335; balancing movements 
in, i. 345; indications for use of, in circu- 
latory diseases, iii. 640; leg movements 
in, i. 339; passive movements in, i. 345; 
therapeutic uses of, i. 348; trunk move- 
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ments in, i. 343; vibratory massage in, 
355. 

Zein, i. 68. 

Zeists, ii. 653. 

Ziemann's method, for prophylactic admin- 
istration of quinin, iv. 753. 

Ziemssen, on value of high altitudes in neu- 
rasthenia, iv. 563. 

Ziemssen and Zenker, cases of idiopathic 
dilatation of esophagus described by, iii. 
56. 

Zinc, poisoning bt, i. 183; treatment of, i. 
184. 

Zinc, use of, as spray in chronic laryngitis, 
iii. 340. 

Zinc chlorid, intralaryngeal application of, 
in chronic laryngitis, iii. 341. 

Zinc oxid, use of, as dusting powder, in dia- 
betic vulvitis, ii. 751. 

Zinc oxid adhesive plaster, use of, in herpes 
zoster, iv. 359. 

Zinc oxid ointment, use of, in diabetic vul- 
vitis, ii. 751 ; in herpes of the mouth, iii. 
7; in oriental sore, iv. 772; as pro- 
tection against injury from counter- 
irritation, in bronchopneumonia, ii. 159. 

Zinc permanganate, injections of, in chronic 
gonorrheal urethritis, iv. 155. 



Zinc preparations, use of, in neurasthenia, 
iv. 565. 

Zinc sulphate, use of, by injection in chronic 
gonorrheal urethritis, iv. 155; in chronic 
atrophic laryngitis, iii. 343; in continuous 
gastric hypersecretion, iii. 106; in 
lavage for chronic gastritis, iii. 160; in 
lavage for gastric hyperacidity, iii. 98, 
99; to unload stomach in acute opium 
poisoning, ii. 610. 

Zinc sulphocarbolate, use of, in chronic 
nasopharyngitis, iii. 22. 

Zinc valerianate, use of, in peristaltic un- 
rest, iii. 250. 

Zinsser and Dwter, experiments of, in 
cholera toxin, v. 286. 

Zinssler and Hiss, treatment of pneu- 
monia by, with leucocyte extract, v. 
495. 

Zlatogoroff, on cholera "carriers," iv. 
828. 

Zsigmondy, findings of, on colloidal gold 
reaction, v. 3. 

Zweiq, diet scheme suggested by, for use 
in constipation, iii. 226; internal use of 
Hydrastis and hamamelis advised by, in 
ulcerative colitis with hemorrhage, iii. 
212. 
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